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FOREWORD 

This  Index  is  reissued  under  the  authority  of  DoD  Instruction  1312.1  "Department  of 
Defense  Occupational  Information  Collection  and  Reporting,"  August  9, 1995.  It  applies 
to  the  Office  of  the  Secretary  of  Defense  (OSD)  and  the  Military  Departments  (including 
the  Coast  Guard  when  it  is  or  is  not  operating  as  a  Military  Service  in  the  Navy  by 
agreement  with  the  Coast  Guard).  The  term  "Military  Services,"  as  used  herein,  refers  to 
the  Army,  the  Navy,  the  Air  Force,  the  Marine  Corps,  and  the  Coast  Guard. 

DoD  1312.1-1  "Occupational  Conversion  Index,"  September  1993,  is  hereby  canceled. 

This  Index  reflects  an  occupation  coding  structure,  designed  to  group  similar  occupations 
from  one  or  more  populations  into  a  logical  and  consistent  structure  suitable  for  a  variety 
of  anal5Tical  purposes.  Each  Military  Service  has  placed  its  occupations  within  this  DoD 
Taxonomy. 

DoD  Components  may  obtain  copies  of  this  Index  through  their  own  publication 
channels.  Approved  for  public  release;  distribution  imlimited.  Authorized  registered 
users  may  obtain  copies  of  this  publication  from  the  Defense  Technical  Information 
Center,  8725  John  J.  Kingman  Road,  Suite  0944,  Fort  Belvoir,  VA  22060-6218.  Other 
Federal  Agencies  and  the  public  may  obtain  copies  from  the  U.S.  Department  of 
Commerce,  National  Technical  Information  Service,  5285  Port  Royal  Road,  Springfield, 
VA  22161. 
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This  index  is  a  compilation  of  DoD  officer  and 
enlisted  occupational  specialties  and  Civil  Service 
"white  collar"  and  "blue  collar"  occupations  under  two 
similar  occupational  grouping  structures.  The  first 
structure  contains  enlisted  occupations,  certain 
occupations  in  the  General  Schedule  (GS)  series, 
and  most  wage  board  occupations;  the  second 
structure  contains  commissioned  and  warrant  officer 
occupations,  the  remainder  of  the  GS  occupations, 
and  a  few  wage  board  occupations. 

These  two  structures  are  documented  in  the 
tables  that  follow  the  introductory  material.  The  third 
tabular  section  is  an  index,  organized  by  occupation 
level  (officer  and  enlisted)  within  Service/Civil 
Service.  For  each  occupation,  a  corresponding  title 
is  displayed,  along  with  the  DoD  Occupation  code  to 
which  it  is  assigned. 

This  index  is  intended  to  serve  as  an 
occupational  coding  structure,  designed  to  group 
similar  occupations  from  one  or  more  populations 
into  a  logical  and  consistent  structure  suitable  for  a 


variety  of  analytical  purposes.  Some  of  these  include 
serving  as  a  guide  to  the  Office  of  the  Secretary  of 
Defense  in  manpower  management  and  policy 
planning,  to  the  Military  Departments  for  various 
personnel  administration  functions,  and  as  a  basis 
for  statistical  reports.  The  enlisted  section  catalogs 
military  and  civilian  occupations  into  10  one-digit 
areas,  69  two-digit  groups,  and  170  three-digit 
subgroups.  The  officer  section  places  military  and 
civilian  occupations  into  9  one-digit  occupational 
areas  and  64  two-digit  occupational  groups.  Health 
Care  Officer  Occupational  Groups  6A-Physicians, 
6C-Dentists,  6E-Nurses,  and  6H-Biomedical 
Sciences  and  Allied  Health  Officers  are  further 
identified  by  medical  specialty. 

Please  note  that  this  conversion  index  does  not 
represent  a  binding  policy  on  similarity  of 
occupations.  Each  Military  Service  has  placed  its 
occupation  within  a  DoD  taxonomy,  and  all  Service 
submissions  were  then  compiled  to  derive  the 
approximate  equivalence  suggested  by  the 
taxonomy  (see  Technical  Notes). 

The  September  1993  edition  of  this  publication  is 
now  obsolete. 
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TECHNICAL  NOTES 


(Unless  otherwise  indicated,  the  word  "Service" 
should  be  taken  to  include  Civil  Service  as  well  as 
the  Military  Services.) 

1.  The  allocation  of  military  and  civilian 
occupational  specialties  to  the  various  DoD 
occupational  groupings  has  been  based  on  a  careful 
analysis  of  the  duties  of  each  specialty,  as  described 
in  the  various  occupational  Indexes  published  by 
each  Military  Service  and  the  Office  of  Personnel 
Management.  While  positions  with  duties  and 
responsibilities  that  have  been  judged  similar  are 
grouped  together,  these  positions  are  not  necessarily 
identical;  they  may  vary  considerably  as  a  result  of 
inter-Service  differences  in  mission,  equipment,  and 
concept  of  personnel  utilization  and  development. 
(For  specific  descriptions  of  the  duties  and 
responsibilities  of  the  occupations  listed  in  the 
Conversion  Tables,  the  user  is  referred  to  the 
aforementioned  occupational  indexes  -  see 
References). 

2.  Military  Officers  have  responsibilities  above 
and  beyond  those  inherent  in  any  specific 
occupational  specialty.  These  responsibilities,  such 
as  discipline,  training,  and  planning,  have  not  been 
used  as  a  basis  for  allocating  the  officer  occupations 
to  DoD  groupings. 

3.  Occupational  Groups  1A  and  1B  in  the  Officer 
Tables  are  of  limited  value  as  indicators  of  the 
specific  occupational  content  of  the  jobs  within  them. 
The  former  is  intended  to  cover  all  jobs  which  are 
filled  by  Officers  of  General  or  Flag  rank.  The  latter 
has  a  similar  limitation  with  respect  to  the  Marine 
Corps,  as  all  its  full  Colonel  occupations  are  placed 
in  this  category.  The  codes  in  these  groups  cover  a 
wide  range  of  occupational  content  and  these 
General/Flag  Officer  and  Colonel  positions  are  filled 
on  a  name  basis  by  the  Services. 

4.  The  differentiation  between  Groups  4B  and  4C 
in  the  Officer  Conversion  Tables  is  an  arbitrary  one 
necessitated  by  the  Services'  utilization  of  officers 
concerned  with  electrical  and  electronic  equipment. 
Positions  requiring  electronic  and  electrical 
engineers  and/or  background  in  these  fields  are 
included  in  both  groupings.  All  such  officers  whose 
primary  concern  is  with  communications  and  radar 


are  included  under  Group  4C;  all  others  are  coded 
under  4B. 

5.  The  absence  of  any  entries  for  a  Service  under 
a  particular  DoD  group  or  subgroup  may  indicate  one 
of  the  following: 

(a)  The  specialty  or  function  does  not  exist  in 
that  Service.  For  example,  there  are  no  health 
care  specialists  (enlisted  Groups  30  -  34)  or 
health  care  officers  (officer  Groups  6A  -  6I)  in  the 
Marine  Corps;  these  functions  are  performed  by 
Naval  personnel  for  both  Services. 

(b)  The  function  does  exist  but  is 
encompassed  in  one  or  more  occupations 
classified  under  another  DoD  group.  For  example, 
the  Marine  Corps  has  no  entry  under  DoD  Group 
2F,  Tactical  Operations  Officers,  Missiles.  This 
function  is  included  within  the  duties  of  MOS 
7204,  Surface-to-Air  Weapons  Officer,  which  is 
coded  under  2E,  Ground  and  Naval  Arms. 

(c)  Groups  of  jobs  in  one  Service  may  not 
have  a  distinguishing  specialty  designation 
because  the  nature  of  the  job  groups  differs  from 
Service  to  Service.  For  example.  Army  officers 
working  as  Inspectors  General  (IG)(DoD  Group 
7L)  carry  the  Area  of  Concentration  (AOC)  Code 
for  the  kind  of  work  they  are  doing  within  the  IG 
function. 

6.  Female  military  personnel  are  not  permitted  to 
serve  in  designated  combat  or  combat-related 
assignments.  Where  it  is  possible  to  link  particular 
military  occupations  with  such  combat  assignments, 
these  occupations  are  footnoted  in  the  tables 
(footnote  “a”).  However,  the  nature  of  the 
occupational  coding  systems  for  Air  Force  and  Navy 
officers  does  not  always  permit  a  distinction  between 
combat  and  non-combat  assignments  on  an 
occupation-by-occupation  basis.  It  is  possible  for  a 
female  Naval  officer  serving  ashore  to  hold  the  same 
NOBC  as  a  male  officer  serving  aboard  a  combatant 
ship.  Thus,  while  no  "closed  to  women"  references 
appear  in  the  tables  for  Navy  and  Air  Force  officers, 
the  general  restriction  against  combat  service 
nonetheless  applies. 
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7.  The  following  is  a  brief,  general  explanation  of 
the  Services'  occupational  codes  as  they  appear  in 
the  tables; 

Army  Enlisted  -  The  military  occupational 
specialty  (MOS)  code  consists  of  five  basic 
characters.  The  first  three  characters  consist  of  two 
numbers  and  one  letter;  collectively,  they  identify  the 
specialty  without  regard  to  level  of  skill.  The  fourth 
character  is  a  number  which,  in  combination  with  the 
preceding  three  characters,  indicates  skill  level  within 
the  MOS.  The  fifth  character  is  a  letter  or  a  number 
that  identifies  special  qualifications  that  are  common 
to  a  number  of  positions  and  MOSs.  Additional  skill 
identifiers  (ASI)  are  used  to  identify  specialized  skills, 
qualifications  and  requirements  that  are  closely 
related  to  and  are  in  addition  to  those  inherent  to  the 
MOS.  The  ASI,  when  applicable.  Is  added  as  the 
sixth  and  seventh  characters  to  the  MOS.  Except  for 
MOS  91 B  (Medical  Specialist),  only  the  first  three 
characters  of  each  Army  MOS  code  are  included  in 
this  index. 

Navy  Enlisted  -  Occupations  are  identified  by  a 
two-  or  three-letter  rating  designation  and/or  a  more 
detailed  four-digit  Navy  Enlisted  Classification  (NEC) 
code.  The  rating  indicates  a  general  field  in  which 
the  individual  has  gained  expertise.  The  NEC  reflects 
special  knowledge  and  skills  that  identify  personnel 
and  requirements  when  the  rating  structure  is 
insufficient  by  itself  for  manpower  management 
purposes.  In  general,  the  first  two  digits  of  the  NEC 
relate  to  the  rating  held  by  the  Individual  possessing 
that  NEC;  the  last  two  digits  complete  the 
designation  of  the  special  skill  possessed.  When  an 
occupation  in  the  tables  is  identified  by  a  two-letter 
rating  designation  only,  the  positions  or  personnel 
referred  to  are  those  not  identified  by  more  specific 
three-letter  ratings  or  NECs.  When  an  NEC  alone  is 
listed  (i.e.,  those  beginning  with  33,  82  or  83),  that 
NEC  may  be  paired  with  any  of  several  related 
ratings.  Those  NECs  beginning  with  53,  95,  or  99, 
also  shown  without  a  rating,  are  known  as  Special 
Series  NECs.  They  are  not  related  to  any  particular 
rating  and  may  thus  be  awarded  to  individuals 
possessing  any  rating.  While  these  Special  Series 
NECs  stand  alone  as  occupations  and  are 
categorized  as  such  in  the  tables,  it  should  be 
understood  that  the  primary  qualifications  of  the 
individuals  possessing  them  are  indicated  by  those 
individuals'  ratings  and/or  rating-related  NECs. 

Marine  Corps  Enlisted  -  A  four-digit  military 
occupational  specialty  (MOS).  The  MOS  describes  a 


group  of  related  duties  and  responsibilities  that 
extend  over  one  or  more  grades.  The  first  two  digits 
designate  the  occupational  field  (OccFId),  the  third 
digit  identifies  the  promotional  channel,  and  the 
fourth  identifies  the  specialty  within  the  OccFId. 
MOSs  of  the  8000-9599  and  9800-9999  groups  are 
used  to  identify  additional  skills  of  individuals  and  are 
not  necessarily  occupationally  related. 

Air  Force  Enlisted  -  A  five-character  AFSC,  the 
first  two  of  which  indicate  career  field,  and  the  third 
and  fifth  of  which  indicate  further  specialization  within 
career  field.  The  fourth  digit  indicates  skill  level.  The 
AFSC  may  be  further  subdivided  by  alphabetical 
suffixes  and  identified  separately  as  “specialty 
shredouts.”  Each  mandatory  shredout  is  listed  as  a 
separate  AFSC  in  this  index.  Those  codes  with  a  first 
digit  of  “9”  are  called  Reporting  Identifiers,  which 
identify  authorizations  or  individual  airmen  that  are 
not  identifiable  in  the  classification  structure  and  do 
not  have  specialty  descriptions  written.  Special  Duty 
Identifiers,  with  a  first  digit  of  “8”,  identify  position 
authorizations  and  individual  airmen  who  are 
performing  a  group  of  tasks  unrelated  to  any  specific 
career  field. 

Coast  Guard  Enlisted  -  Occupations  are 
described  by  a  five-digit  number;  the  first  three  digits 
describe  the  rate  and  the  last  two  are  the  pay  grade. 
In  addition,  there  is  a  more  detailed  two-letter,  two- 
numeral  or  combination  letter/numeral  Coast  Guard 
Enlisted  Qualification  Code  (QC).  For  the  purpose  of 
this  Index  the  first  three  digits  are  displayed. 

Army  Commissioned  Officer  -  A  three-digit 
area  of  concentration  (AOC),  consisting  of  two 
numbers  and  one  letter  are  used  to  identify  the 
branch/functional  area  requirements  and  areas  of 
expertise  for  qualification  of  officers  and  positions. 
Reporting  classifications  are  coded  similarly  (all 
begin  with  the  digits  00)  and  are  used  to  identify 
General  Officers  and  their  positions  as  well  as  all 
officers  who  are  in  a  non-duty  status  (students, 
patients,  etc.).  Skill  identifiers  (two  characters)  are 
used  to  identify  the  additional  skill  requirements  of  a 
position  and  the  additional  skills  in  which 
commissioned  officers  are  classified.  Only  selected 
skill  identifiers  for  Army  Nurse  Corps  Officers  in  AOC 
66H  (Medical  Surgical  Nurse)  are  included  in  this 
index. 

Army  Warrant  Officer  -  The  MOS  code  consists 
of  four  characters,  three  digits  and  one  letter,  with 
each  providing  successively  more  precise 
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identification  of  the  occupational  skills  being  coded. 
The  three  digits  define  a  military  occupation,  while 
the  letter  is  used  to  designate  separately  definable 
qualifications  within  a  military  occupation  because  of 
major  systems  or  skill  differences.  Reporting  codes, 
analogous  to  those  for  commissioned  officers,  begin 
with  two  zeroes. 

Navy  Officer  -  The  coding  structure  used  for 
Navy  Officers  is  different  for  each  of  the  three 
occupation  codes  (Primary,  Secondary,  and  Duty). 
Coding  for  the  three  occupation  codes  is  obtained  as 
follows: 

Duty  Occupation  -  A  four-digit  Navy  Officer 
Billet  Classification  (NOBC),  which  identifies  a 
group  of  officer  billets  that  are  similar,  but  not 
necessarily  identical  in  scope  and  in  nature  of 
duties.  When  used  to  identify  a  billet,  an  NOBC 
is  a  general  statement  of  duties  performed  to 
accomplish  some  part  of  an  activity's  mission. 
When  used  in  officer  classification,  an  NOBC 
reflects  qualifications  required  as  a  result  of 
performance  in  a  billet  or,  in  some  instances,  a 
combination  of  experience  and  education  related 
to  the  billet's  requirements.  The  first  digit  of  the 
NOBC  identifies  the  broad  occupational  field 
(e.g..  Personnel),  the  second,  the  group  within 
the  field  (e.g..  Performance),  and  the  third  and 
fourth  digits  indicate  the  specific  billet 
classifications  within  the  group  (e.g..  Corrections 
Officer). 

Primary  Occupation  -  Composed  of  a  four¬ 
digit  Designator  and  the  most  current  three-digit 
Additional  Qualification  Designator  (AQD-1). 
The  first  three  digits  of  the  officer  designator 
codes  are  used  to  group  officers  by  categories 
for  personnel  accounting  and  administrative 
purposes.  The  fourth  digit  is  used  to  determine 
the  status  of  the  officers  in  the  various 
categories.  Additional  Qualification  Designator 
(AQD)  Codes  enhance  Designator  codes  by 
identifying  more  specifically  the  qualifications  of 
officers  and  the  qualifications  required  by  a  billet 
or  awarded  to  the  incumbent  of  a  billet.  The  first 
character  of  the  alpha-numeric  code  identifies  a 
broad  occupational  area  closely  related  to  the 
designator.  The  second  character  specifies  the 
qualifications  appropriate  to  that  occupational 
area  with  the  third  character  further  defining  the 
specific  qualifications.  Only  selected  AQD 
codes  associated  with  Aviation  and  Supply  are 
included  with  the  designators  in  this  index.  A 


small  “x”  in  the  AQD  field  indicates  any 
applicable  AQD  second  or  third  character  within 
the  occupational  area  may  be  used. 

Secondary  Occupation  -  Composed  of  the 
first  four  digits  of  the  most  current  five-digit 
Subspecialty  Code.  The  fifth  digit  states  the 
level  of  the  education/training/experience 
pertaining  to  the  field  and  is  not  used  in  creating 
Secondary  DoD  Occupation  Codes. 
Subspecialty  codes  define  the  field  of 
application  and  additional  education,  experience 
and  training  qualifications  needed  to  satisfy 
special  requirements  within  an  occupational 
field.  Subspecialties  are  applicable  to  the 
Unrestricted  Line,  Restricted  Line,  and  Staff 
Corps.  They  are  not  applicable  to  Flag  Officer 
billets  nor  to  Warrant  Officer  and  Limited  Duty 
Officer  personnel.  Selected  AQD  codes  are 
included  with  applicable  Medical  Department 
subspecialties  in  this  index  to  further  identify 
medical  specialization. 

Marine  Corps  Officer  -  A  four-digit  military 
occupational  specialty  (MOS),  the  first  two  of  which 
designate  the  occupational  field  (OccFId). 
Occupational  field  99  consists  of  identifying  and 
reporting  MOSs  which  are  not  necessarily 
occupationally  related. 

Air  Force  Officer  -  A  four-character  Air  Force 
Specialty  Code  (AFSC),  of  which  the  first  character 
indicates  the  career  area  and  when  combined  with 
the  second  and  third  is  the  utilization  field.  The 
fourth  character  denotes  the  AFSC  qualification  level 
(1 -entry,  2-intermediate,  3-qualified,  and  4-staff). 
The  AFSC  may  be  further  subdivided  by  alphabetical 
suffixes,  to  indicate  specialization  within  the 
utilization  field,  and  Identified  separately  as  “specialty 
shredouts.”  Each  mandatory  shredout  is  listed  as  a 
separate  AFSC  in  this  index.  Those  codes  beginning 
with  a  first  character  of  “9”  are  called  Reporting 
Identifiers,  and  identify  authorizations  and  individual 
officers  that  are  not  identifiable  in  the  classification 
structure  and  that  do  not  have  specialty  descriptions 
written.  Finally,  those  codes  beginning  with  a  first 
character  of  “8''  are  called  Special  Duty  Identifiers, 
and  identify  authorizations  for  and  officers  assigned 
to  and  performing  an  actual  group  of  tasks  on  a  duty 
basis.  These  duties  are  unrelated  to  any  specific 
utilization  field,  and  the  different  Special  Duty 
Identifiers  are  not  occupationally  related. 
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Coast  Guard  Commissioned  Officer  -  An 

eight-digit  Experience  Indicator  is  used  for  each 
Commissioned  officer  in  the  grade  of  Ensign  through 
Captain.  The  first  and  second  digits  show  the 
officer's  primary  occupational  field.  A  primary 
occupational  field  is  assigned  when  an  officer 
completes  resident  training  (normally  graduate 
school)  and  when  that  officer  is  requested  to  fill  a 
billet  using  that  resident  training.  Third  through 
eighth  digits  are  additional  Experience  Indicators. 
For  the  purpose  of  this  Index,  the  first  two  digits  are 
displayed. 

Coast  Guard  Warrant  Officer  -  Occupations 
are  identified  by  a  three-digit  specialty  code. 

Civilian  General  Schedule  -  A  four-digit  number 
indicating  series,  the  first  two  digits  indicating  the 
occupational  group  of  which  the  series  is  a  part. 
The  General  Schedule  is  the  basic  classification  and 
compensation  schedule  established  by  the 
Classification  Act  of  1949.  For  the  purposes  of  this 
Index,  the  term  “General  Schedule”  refers  to  the 
basic  occupational  structure  and  encompasses  all 
pay  plans  that  utilize  that  structure. 

Civilian  Wage  Board  -  A  four-digit  occupational 
code,  the  first  two  of  which  indicate  a  general  wage 
family.  For  the  purposes  of  this  Index,  the  term 
“Wage  Board”  refers  to  the  basic  occupational 
classification  structure  and  encompasses  all  pay 
plans  that  utilize  that  structure. 

8.  The  following  footnotes  appear  in  the  tables: 

a  -  Indicates  that  occupation  is  not  open  to 
women  at  time  of  publication. 

b  -  Indicates  a  series  having  no  DoD 
employees  at  time  of  publication. 

d  -  "XX"  indicates  positions  for  which  any  valid 
characters  are  acceptable,  except  44  or 
75  (Basic  Marine  Corps  officer  MOS). 

e  -  "XXX"  indicates  positions  for  which  any 
MOS  except  09D,  09S,  09T  or  09W  is 
acceptable  (Army  enlisted  trainees). 

f  -  "XX"  indicates  positions  for  which  any  valid 
characters  are  acceptable  (Basic  Marine 
Corps  enlisted  MOS). 


g  -  Indicates  that  certain  Army  officers  holding 
this  AOC  are  also  qualified  fixed-wing 
pilots  (Group  2B). 

p  -  The  following  legend  is  used  in  conjunction 
with  Navy  Designators,  AQD'S,  and 
Subspecialty  Codes: 

X  =  Any  valid  second  or  third  character  of 
the  AQD  associated  with  the 
Designator 

y  =  0, 1,  2,  3,  5,  7,  8,  9  as  the  fourth  digit 
of  Navy  Officer  Designators 

q  -  The  Subspecialty  code  is  used  only  with 
the  applicable  Medical  Department 
Designator:  21  Oy,  220y,  230y,  290y. 
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DEFINITIONS-  ENLISTED  DOD  OCCUPATION  CODES 


(Enlisted  DoD  Occupation  Codes) 

Occupational  Area .  1-digit  grouping 

Occupational  Group .  2-digit  grouping 

Occupational  Subgroup .  3-digit  grouping 

Note; 

Definitions  are  provided  for  all  Occupational 
Areas  and  Occupational  Groups;  for  Occupational 
Subgroups  the  title  is  considered  to  be  sufficient 
definition. 

0.  Infantry,  Gun  Crews,  and  Seamanship 
Specialists  -  Includes  individual  weapons  specialists 
and  crew-served  artillery  specialists,  armor  and 
amphibious  crewmen,  and  specialists  in  combat 
engineering  and  seamanship. 

01.  Infantry  -  Includes  weapons  specialists, 
ground  reconnaissance  specialists,  special 
forces,  and  military  training  instructors. 

02.  Armor  and  Amphibious  -  Includes  land  and 
amphibious  tank  crews  and  leaders. 

03.  Combat  Engineering  -  Includes  specialists 
in  hasty  and  temporary  construction  of  airfields, 
roads  and  bridges,  and  in  demolition,  field 
illumination,  and  chemical  warfare. 

04.  Artillery/Gunnery,  Rockets,  and  Missiles  - 
Includes  conventional  field,  anti-air  and  shipboard 
guns  and  artillery,  and  rocket  and  missile 
specialists. 

05.  Air  Crew  -  Includes  pilots  and  navigators, 
flight  engineers,  and  other  air  crewmen. 

06.  Seamanship  -  Includes  boatswains, 
navigators,  and  other  seamanship  specialists. 

07.  Installation  Security  -  Includes  specialists 
who  guard  weapon  systems,  defend  installations, 
and  protect  personnel,  equipment,  and  facilities. 

1.  Electronic  Equipment  Repairers  -  Includes 
specialists  in  the  maintenance  and  repair  of  various 
types  of  electronic  and  allied  equipment,  including 


radio,  radar,  navigation,  weapons,  and  computers, 
among  others. 

10.  Radio/Radar  -  Includes  fixed  and  mobile 
radio,  air  traffic  and  tracking  radar; 
communication,  navigation,  and  electronic 
countermeasure  gear. 

11.  Fire  Control  Electronic  Systems  (Non- 
Missile)  -  Includes  the  maintenance  and  repair  of 
electronic  fire  control  and  bomb  navigation 
equipment,  excluding  missile  and  underwater  fire 
control  equipment. 

12.  Missile  Guidance,  Control  and  Checkout  - 
Includes  specialists  in  guidance,  control  and 
checkout  equipment  for  guided  and  ballistic 
missiles. 

13.  Sonar  Equipment  -  Includes  specialists  in 
underwater  detection  and  fire  control  systems, 
oceanographic  equipment,  and  related  anti¬ 
submarine  gear. 

14.  Nuclear  Weapons  Equipment  -  Includes 
specialists  in  the  maintenance  and  repair  of 
nuclear  weapons  control  and  test  equipment. 

15.  ADP  Computers  -  Includes  all  digital  and 
analog  computers. 

16.  Teletype  and  Cryptographic  Equipment  - 
Includes  teletype  and  associated  on-and-off  line 
encryption  devices. 

19.  Other  Electronic  Equipment  -  Includes 
training  devices,  inertial  navigation  systems,  and 
electronic  instruments  specialists. 

2.  Communications  and  inteiiigence 
Specialists  -  Includes  the  operation  and  monitoring 
of  radio,  radio  teletype,  radar,  sonar  and  allied 
communications  and  intelligence  consoles.  Also 
includes  the  gathering  and  interpretation  of 
photographic,  electronic,  and  documentary 
intelligence. 

20.  Radio  and  Radio  Code  -  Includes 
Operators  of  radio,  radio  teletype,  and  visual 
communications  equipment. 
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21.  Sonar  -  Includes  specialists  in  the 
operation  of  sonar  and  related  detection 
equipment. 

22.  Radar  and  Air  Traffic  Control  -  Includes  the 
operation  of  surveillance,  target  acquisition  and 
tracking  radars,  fire  distribution  devices,  and  air 
traffic  control  visual  and  electronic  navigational 
aids. 

23.  Signal  Intelligence/Electronic  Warfare  - 
Includes  the  intercept,  translation,  and  analysis  of 
foreign  communications,  and  the  operation  of 
electronic  countermeasures  equipment. 

24.  Intelligence  -  Includes  the  gathering, 
receipt,  and  analysis  of  non-signal  intelligence 
data,  the  interrogation  of  prisoners,  other 
language  translators  and  interpreters,  image 
interpretation,  and  specialists  in 
counterintelligence  and  investigative  activities. 

25.  Combat  Operations  Control  -  Includes 
specialists  in  forward  area  tactical  operations  and 
intelligence  and  in  command  post  control 
activities. 

26.  Communications  Center  Operations  - 
Includes  the  receipt  and  distribution  of  messages, 
the  operation  of  communications  center 
equipment,  and  the  operation  of  major  field 
communications  systems. 

3.  Health  Care  Specialists  -  Includes  specialists 
in  patient  care  and  treatment,  ancillary  medical 
support,  and  in  technical  and  related  medical  and 
dental  services,  administration  and  logistics. 

30.  Medical  Care  -  Includes  all  medical  care 
and  treatment,  surgical,  and  therapy  specialists. 
Dental  care  specialists  are  excluded. 

31.  Ancillary  Medical  Support  -  Includes 
specialists  in  medical  laboratory,  pharmacy  ,  and 
x-ray. 

32.  Biomedical  Sciences  and  Allied  Health  - 
Includes  specialists  in  environmental 
health/preventative  medicine,  veterinary 
medicine,  optometry,  physiology,  diet  therapy, 
medical  equipment  maintenance  and  other 
biomedical  science  and  allied  health  specialists. 


33.  Dental  Care  -  Includes  specialists  in  dental 
care  and  treatment  and  in  dental  laboratory 
services. 

34.  Medical  Administration  and  Logistics  - 
Includes  specialists  in  health  care,  medical 
logistics  and  patient  administration  and 
management. 

4.  Other  Technical  and  Allied  Specialists  - 

Includes  specialists  in  technical  and  professional- 
type  skills  not  elsewhere  classified.  These  skills 
include  photography,  cartography,  meteorology, 
ordnance  disposal,  laboratory  analysis,  and  music, 
among  others. 

40.  Photography  -  Includes  still,  motion,  and 
television  camera  specialists,  precision 
photographic  processing,  editing  and 
broadcasting. 

41.  Mapping,  Surveying,  Drafting,  and 
Illustrating  -  Includes  photomapping,  map 
compiling,  drafting,  illustrating,  and  construction 
and  topographic  surveying  and  computing. 

42.  Weather  -  Includes  specialists  in  the 
collection  of  weather  and  sea  condition  data  and 
in  weather  forecasting. 

43.  Ordnance  Disposal  and  Diving  -  Includes 
the  excavation  and  rendering  safe  of  explosive 
ordnance  and  of  chemical  and  nuclear  agents, 
and  underwater  demolition  and  other  types  of 
diving. 

45.  Musicians  -  Includes  military  bands 
personnel  and  special  band  musicians. 

49.  Technicai  Specialists,  N.E.C.  -  Includes 
physical  science  laboratory  analysts,  specialists 
in  memorial  activities,  safety,  NBC  warfare,  and 
firefighting  and  damage  control,  and  other 
technical  specialists  and  aids  such  as  scientific 
and  engineering  assistants. 

5.  Functional  Support  and  Administration  - 

Includes  general  administrative,  clerical  and 
personnel  specialists.  Also  includes  administrative 
specialists  in  data  processing,  information,  and 
related  areas,  and  functional  support  specialists  in 
areas  such  as  supply,  transportation,  and  flight 
operations. 
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50.  Personnel  -  Includes  specialists  in 
personnel  administration,  personnel  and 
manpower  management,  and  recruiting  and 
counseling. 

51.  Administration  -  Includes  clerks,  typists, 
and  stenographers  and  legal  and  medical 
administrative  specialists. 

52.  Clerical/Personnel  -  Includes  combined 
personnel  and  administrative  specialists  and 
senior  enlisted  personnel  whose  primary 
responsibilities  are  non-technical. 

53.  Data  Processing  -  Includes  computer 
operators,  analysts,  and  programmers  and 
electric  accounting  machine  operators. 

54.  Accounting,  Finance  and  Disbursing  - 
Includes  audit  and  budget  specialists,  disbursing 
clerks,  and  other  related  specialists. 

55.  Other  Functional  Support  -  Includes 
specialists  who  provide  support  in  the  functional 
areas  of  supply  accounting  and  procurement, 
transportation,  flight  operations  and  related 
areas. 

56.  Religious,  Morale  and  Welfare  -  Includes 
chaplains'  assistants  and  specialists  in  theater, 
arts,  sports,  and  related  activities. 

57.  Information  and  Education  -  Includes 
specialists  in  public  affairs,  radio/TV,  and  other 
types  of  information  and  education. 

6.  Electrical/Mechanical  Equipment  Repairers 

-  Includes  specialists  in  the  maintenance  and  repair 
of  electrical,  mechanical,  hydraulic,  and  pneumatic 
equipment. 

60.  Aircraft  and  Aircraft  Related  -  Includes 
aircraft  engines,  electrical  systems,  structural 
components  and  surfaces,  and  launch 
equipment. 

61.  Automotive  -  Includes  construction 
equipment  and  other  wheeled  and  tracked 
vehicles. 

62.  Wire  Communications  -  Includes 
specialists  in  the  installation  and  maintenance  of 
telephones,  switchboards,  and  central  office  and 
related  interior  communications  equipment. 


63.  Missile  Mechanical  and  Electrical  - 
Includes  missiles  and  missile  systems  and 
related  components. 

64.  Armament  and  Munitions  -  Includes  small 
arms,  artillery,  mines,  bombs  and  associated 
mountings,  nuclear  weapons,  and  ammunition 
renovation. 

65.  Shipboard  Propulsion  -  Includes  marine 
main  engines,  boilers  and  auxiliary  equipment. 

66.  Power  Generating  Equipment  -  Includes 
nuclear  power  reactors  and  primary  electric 
generating  plants. 

67.  Precision  Equipment  -  Includes  optical 
and  other  precision  instruments  and  office 
machines. 

69.  Other  Mechanical  and  Electrical 
Equipment  -  Includes  specialists  in  the 
maintenance  and  repair  of  mechanical  and 
electrical  equipment  which  is  not  readily 
classifiable  in  another  group. 

7.  Craftsworkers  -  Includes  the  formation, 
fabrication,  and  installation  of  structures  and 
components,  the  installation  and  maintenance  of 
utilities,  and  related  trades  and  crafts. 

70.  Metalworking  -  Includes  specialists  in  the 
machining,  shaping,  and  forming  of  metal  and  in 
the  fabrication  of  metal  parts. 

71.  Construction  -  Includes  specialists  in 
construction  trades  and  construction  equipment 
operation. 

72.  Utilities  -  Includes  plumbers,  heating  and 
cooling  specialists,  and  electricians. 

74.  Lithography  -  Includes  the  making  of 
printing  plates,  composing,  and  the  operation  of 
offset  and  letter  presses. 

75.  Industrial  Gas  and  Fuel  Production  - 
Includes  specialists  in  the  production  of  liquid 
oxygen,  hydrogen,  nitrogen,  and  carbon  dioxide. 

76.  Fabric,  Leather,  and  Rubber  -  Includes 
specialists  in  the  maintenance  and  repair  of 
leather,  rubber,  and  fabric. 
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79.  Other  Craftsworkers,  N.E.C.  -Includes 
specialists  in  trades  such  as  molding, 
camouflage,  and  plastic  work,  which  are  not 
readily  classifiable  elsewhere  in  this  section. 

8.  Service  and  Supply  Handlers  -  Includes 
personnel  involved  in  protective  and  personal 
services  and  non-clerical  personnel  involved  in 
warehousing,  food  handling,  and  motor 
transportation. 

80.  Food  Service  -  Includes  specialists  in  the 
handling,  preparation,  and  serving  of  food. 

81.  Motor  Transport  -  Includes  the  operation 
of  wheeled  and  tracked  vehicles  (except 
construction  equipment)  and  railway  equipment. 

82.  Materiel  Receipt,  Storage  and  Issue  - 
Includes  specialists  in  the  receipt,  storage,  issue, 
and  shipment  of  general  and  specialized  classes 
of  supplies,  excluding  ammunition. 

83.  Law  Enforcement  -  Includes  military 
police,  protective  and  corrections  specialists, 
and  criminal  and  non-criminal  inspectors  and 
investigators. 

84.  Personal  Service  -  Includes  laundry,  dry 
cleaning,  and  related  services. 

85.  Auxiliary  Labor  -  Includes  unskilled 
laborers  and  their  supervisors. 

86.  Forward  Area  Equipment  Support  - 
Includes  specialists  in  parachute  packing  and 
repair,  in  aerial  delivery  operations,  and  in  flight 
equipment  fitting  and  maintenance. 


87.  Other  Services,  N.E.C.  -  Includes  service 
specialists  who  are  not  readily  classifiable  in  one  of 
the  other  groups  in  this  section. 

9.  Non-Occupational  -  Includes  patients  and 
prisoners,  students  and  trainees,  and  other  enlisted 
and  civilian  personnel  and  designators  of  a  non- 
occupational  nature. 

90.  Patients  and  Prisoners  -  Includes 
personnel  holding  patient  or  prisoner 
designations. 

91.  Officer  Candidates  and  Students  - 
Includes  personnel  or  authorizations  for 
personnel  in  training  to  become  commissioned 
or  warrant  officers  and  personnel  or 
authorizations  for  personnel  in  a  student  status. 

92.  Undesignated  Occupations  -  Includes 
personnel  or  authorizations  for  personnel  serving 
in  duties  of  a  special  or  otherwise  undesignated 
nature. 

95.  Not  Occupationally  Qualified  -  Includes 
bootcampers  and  other  personnel  in  a  training 
status. 
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DEFINITIONS  -  OFFICER  DOD  OCCUPATION  CODES 


(Officer  DoD  Occupation  Codes) 

Occupational  Area . 1 -digit  grouping 

Occupational  Group . 2-digit  grouping 

Note: 

The  term  "officer"  includes  all  military  occupations 
and/or  billet  designators  that  require  persons  who 
are  commissioned  or  warrant  officers,  and  all  civilian 
occupations  that  are  similar  to  the  military 
occupations/  billet  designators  included  here. 

1.  General  Officers  and  Executives,  N.E.C.  - 

Includes  all  officers  of  General/Flag  rank  and  all 
commanders,  directors,  and  planners  not  elsewhere 
classified. 

IA.  General  and  Flag  -  Includes  all 
occupations  where  individuals  involved  are  of 
General  or  Flag  rank. 

IB.  Executives,  N.E.C.  -  Includes  all 
directors,  planners  and  executives  not  elsewhere 
classified,  and  all  Marine  Corps  full  Colonels. 

2.  Tactical  Operations  Officers  -  Includes  pilots 
and  crews  and  operations  staff  officers. 

2A.  Fixed-Wing  Fighter  and  Bomber  Pilots  - 
Includes  pilots  of  various  types  of  fighter,  attack, 
and  bomber  aircraft. 

2B.  Other  Fixed-Wing  Pilots  -  Includes  non- 
fighter  and  bomber  fixed-wing  pilots  such  as 
those  engaged  in  transport,  supply  and 
reconnaissance. 

2C.  Helicopter  Pilots  -  Includes  pilots  of 
various  types  of  helicopters. 

2D.  Aircraft  Crews  -  Includes  navigators, 
bombardiers,  radar  intercept  officers,  and  other 
officer  aircraft  crew  personnel. 

2E.  Ground  and  Naval  Arms  -  Includes 
infantry,  artillery,  armor  and  close  support 
officers,  and  Naval  ship  commanders  and  other 
warfare-related  officers. 


2F.  Missiles  -  Includes  guided  and  ballistic 
missile  systems  officers  and  unit  commanders. 

2G.  Operations  Staff  -  Includes  combat, 
operations,  and  intelligence  staff  officers. 

2H.  Civilian  Pilots  -  Includes  all  non-military 
pilots. 

3.  Intelligence  Officers  -  Includes  strategic, 
general,  and  communications  intelligence  officers, 
and  counterintelligence  officers. 

3A.  Intelligence,  General  -  Includes  strategic, 
general  and  technical  intelligence  gathering, 
analysis,  interpretation,  and  summary. 

3B.  Communications  Intelligence  -  Includes 
intercept,  analysis,  translation,  cryptology,  and 
related  communications  intelligence. 

3C.  Counterintelligence  -  Includes  instal¬ 
lation,  area,  and  other  internal  and 
counterintelligence. 

4.  Engineering  and  Maintenance  Officers  - 

Includes  design,  development,  production,  and 
maintenance  engineering  officers. 

4A.  Construction  and  Utilities  -  Includes  civil 
engineers,  architects,  and  other  construction  and 
utilities  officers. 

4B.  Electrical/Electronic  -  Includes  electrical 
and  electronic  engineers  and  equipment 
maintenance  officers  not  classified  under  Group 
4C. 

4C.  Communications  and  Radar  -  Includes 
communications  engineers  and  communications 
and  radar  design,  installation,  operation,  and 
maintenance  officers. 

4D.  Aviation  Maintenance  and  Allied  - 
Includes  aircraft  maintenance  officers  and 
aeronautical  engineers. 

4E.  Ordnance  -  Includes  weapons 
engineering  and  maintenance  officers,  excluding 
missile  officers. 
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4F.  Missile  Maintenance  -  Includes  guided 
and  ballistic  missile  design,  test,  and 
maintenance  officers  and  missile  engineers. 

4G.  Ship  Construction  and  Maintenance  - 
Includes  officers  concerned  with  design, 
development,  construction,  production, 
alteration,  maintenance,  and  repair  of  ships  and 
their  equipment. 

4H.  Ship  Machinery  -  Includes  officers  who 
perform  functions  similar  to  those  listed  in  4G 
with  respect  to  ships'  main  propulsion  and 
auxiliary  machinery;  also  includes  officers 
involved  in  the  operation  of  such  machinery. 

4J.  Safety  -  Includes  ground,  aviation, 
weapons,  and  nuclear  safety  officers. 

4K.  Chemical  -  Includes  chemical  engineers 
and  staff  officers. 

4L.  Automotive  and  Allied  -  Includes 
engineers  and  maintenance  officers  whose 
primary  concern  is  with  automotive  and  related 
equipment. 

4M.  Surveying  and  Mapping  -  Includes 
surveying,  topographic  and  geodetic  engineers, 
and  cartographic  and  aerial  mapping  officers. 

4N.  Other  -  Includes  engineering  and 
maintenance  officers  that  are  not  readily 
classified  in  one  of  the  previous  groups. 

5.  Scientists  and  Professionals  -  Includes 
physical,  biological,  and  social  scientists,  and  other 
professionals  such  as  lawyers  and  chaplains. 

5A.  Physical  Scientists  -  Includes  physicists, 
chemists,  geologists,  and  other  physical 
scientists  except  meteorolgists. 

5B.  Meteorologists  -  Includes  meteorologists 
and  weather  officers. 

5C.  Biological  Scientists  -  Includes 
microbiologists,  entomologists,  physiologists, 
and  other  biological  scientists. 

5D.  Social  Scientists  -  Includes  historians, 
economists,  sociologists,  and  other  social 
scientists  except  psychologists. 


5E.  Psychologists  -  Includes  all  psychologists 
and  human  performance  engineers. 

5F.  Legal  -  Includes  lawyers  and  legal 
officers. 

5G.  Chaplains  -  Includes  ordained  and  other 
certified  clergymen. 

5J.  Mathematicians  and  Statisticians  - 
Includes  mathematicians,  statisticians, 
operations  research  analysts,  and  other 
mathematical  scientists. 

5K.  Educators  and  Instructors  -  Includes 
teachers  and  military  college  faculty  members, 
excluding  training  administrators. 

5L.  Research  and  Development  Coordinators 
-  Includes  research  and  development  directors, 
coordinators,  and  administrators. 

5M.  Community  Activities  Officers  -  Includes 
counselors  and  human  relations  officers. 

5N.  Scientists  and  Professionals,  N.E.C.  - 
Includes  scientists  and  professionals  that  are  not 
readily  classifiable  in  one  of  the  previous  groups. 

6.  Health  Care  Officers  -  Includes  physicians, 
dentists,  nurses,  veterinarians,  biomedical  sciences 
and  allied  health  officers,  and  health  services 
administration  officers. 

6A.  Physicians  -  Includes  all  allopathic  and 
osteopathic  doctors  of  medicine  arranged  by 
medical  specialty. 

6C.  Dentists  -  Includes  all  dental  officers, 
arranged  by  dental  specialty. 

6E.  Nurses  -  Includes  professional  nurses 
including  general  duty  nurses,  nurse  specialists 
and  command/staff  nurses,  arranged  by 
specialty. 

6G.  Veterinarians  -  Includes  all  veterinary 
officers  and  warrant  officer  food  inspection 
technicians. 

6H.  Biomedical  Sciences  and  Allied  Health 
Officers  -  Includes  therapists,  optometrists, 
pharmacists,  podiatrists,  biomedical  laboratory, 
environmental  health,  psycho/social. 
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physiologists,  and  other  allied  health  and 
biomedical  science  officers. 

6-1.  Health  Services  Administration  Officers  - 
Includes  all  medical  and  health  care 
administration,  management,  logistics  facilities, 
personnel,  fiscal,  and  plans  officers  specifically 
related  to  health  services  administration  and 
management. 

7.  Administrators  -  Includes  general  and 
specialized  administration  and  management 
officers. 

7A.  Administrators,  General  -  Includes 
adjutants,  aides,  general  administrative  officers, 
and  others  not  classifiable  in  one  of  the  following 
groups. 

7B.  Training  Administrators  -  Includes  officers 
engaged  in  the  planning,  management,  and 
operation  of  training  programs. 

7C.  Manpower  and  Personnel  -  Includes 
manpower  and  personnel  managers, 
administrators,  and  analysts,  and  related 
officers. 

7D.  Comptrollers  and  Fiscal  -  Includes 
budget,  finance,  and  accounting  officers. 

7E.  Data  Processing  -  Includes  computer 
systems  officers. 

7F.  Pictorial  -  Includes  photographic,  motion 
picture,  and  television  officers. 

7G.  Information  -  Includes  public  and  internal 
information  officers. 

7H.  Police  -  Includes  enforcement, 
investigations,  corrections,  and  security  officers. 

7L.  Inspection  -  Includes  Inspector  General 
and  technical  inspection  positions. 

7N.  Morale  and  Welfare  -  Includes  band, 
recreation,  and  special  services  officers. 

8.  Supply,  Procurement  and  Allied  Officers  - 

Includes  officers  in  supply,  procurement  and 
production,  transportation,  food  service,  and  related 
logistics  activities  not  elsewhere  classified. 


8A.  Logistics,  General  -  Includes  officers  in 
broad,  multifunction  logistics  activities  not 
specific  to  a  single  class  of  supply  or  a  single 
supply  operation. 

8B.  Supply  -  Includes  general,  technical,  and 
unit  supply  officers. 

8C.  Transportation  -  Includes  land,  sea,  and 
air  transportation  operations  officers,  and  traffic 
and  travel  control  officers. 

8D.  Procurement  and  Production  -  Includes 
contracting,  property  and  other  procurement  and 
production  officers. 

8E.  Food  Service  -  Includes  club  and  mess 
managers  and  other  food  service  officers. 

8F.  Exchange  and  Commissary  -  Includes  all 
officers  involved  in  the  operation  and 
management  of  military  exchanges  and 
commissaries. 

8G.  Other  -  Includes  printing  and  publications, 
housing  and  other  supply  service  officers  not 
classifiable  in  one  of  the  previous  groups. 

9.  Non-Occupational  -  Includes  patients, 
students,  trainees,  and  other  officers  who  for 
various  reasons  are  not  occupationally  qualified. 

9A.  Patients  -  Includes  officers  holding  patient 
designations. 

9B.  Students  -  Includes  law  students,  medical 
students,  flight  students,  and  other  trainees. 

9E.  Other  -  Includes  billet  designators, 
officers  new  to  their  occupational  field,  and  other 
non-occupationai  officers  and  designations  not 
included  in  the  previous  groups. 
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CHAPTER  2 


ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE 

SERVICE  OCC 

[i 

SERVICE  OCC  TITLE 

0 

DOD 

0 

infantry.  Gun  Crews,  and  Seamanship  Speciaiists 

01 

DOD 

01 

•infantry 

010 

DOD 

010 

•  infantry,  Generai 

010 

USA 

11B 

a  Infantryman 

010 

USA 

lie 

a  Indirect  Fire  Infantryman 

010 

USA 

11H 

a’Heavy  Antiarmor  Weapons  Infantryman 

010 

USA 

11M 

aiFighting  Vehicle  Infantryman 

010 

USA 

11Z 

1  as  Infantry  Senior  Sergeant 

CIO 

USMC 

0311 

!  a 

rRifieman  | 

010 

USMC 

0313 

a  LAV  Crewman 

010 

USMC 

0321 

!  a- Reconnaissance  Man 

010 

USMC 

0331 

a 

sMachinegunner 

010 

USMC 

0341 

i  a 

■Mortar  Man 

010 

USMC 

0351 

a 

Assaultman 

010 

USMC 

0352 

a 

Anti-Tank/Assault  Guided  Missileman 

010 

USMC 

0369 

a 

Infantry  Unit  Leader 

010 

USMC 

8541 

Scout-Sniper 

010 

USMC 

8652  i 

Reconnaissance  Man  Parachutist  Qualified 

010 

USMC 

8653 

Reconnaissance  Man,  SCUBA/UBA  Qualified 

010 

USMC 

8654 

Reconnaissance  Man,  Parachute  and  Scuba/UBA  Qualified 

010 

USMC 

9952 

SCUBA/UBA  Marine 

010 

USMC 

9953 

Parachutist/SCUBA/UBA  Marine 

010 

USMC 

9962 

Parachutist 

oil 

DOD 

Oil 

Speciai  Forces 

oil 

USA 

18B 

a 

Special  Forces  Weapons  Sergeant 

oil 

USA 

18C 

a 

Special  Forces  Engineer  Sergeant 

oil 

USA 

18D 

a 

Special  Forces  Medical  Sergeant 

oil 

USA 

18E 

a 

Special  Forces  Communications  Sergeant 

oil 

USA 

18F 

a 

Special  Forces  Assistant  Operations  and  Intelligence  Sergeant 

oil 

USA 

18Z 

a 

Special  Forces  Senior  Sergeant 

oil 

USA 

xxxxs 

Special  Forces-Any  MOS  With  Suffix  -S- 

on 

USN . 

9533 

. a. 

Special  Warfare  Combatant  Craft  Crewman 

oil 

USN 

9534 

a 

Seal  Delivery  Vehicle  (SDV)  Team  Technician 

012 

DOD 

012 

Miiitary  Training  Instructor 

012 

USA 

XXXXH 

Instruotor-Any  MOS  With  Suffix  -H- 

012 

USN 

9502 

Instructor 

012 

USN 

9504 

Aviation  Water  Survival  Instructor 

012 

USN 

9505 

Survival,  Evasion,  Resistance,  and  Escape  (SERE)  Instructor 

012 

USN 

9508 

Recruit/Assistant  Recruit  Company  Commander/Recruit  Instructor 

012 

USN 

9518 

Naval  Leadership  Development  Program  (NAVLEAD)  Instructor 

012 

USN 

9554 

Master  Naval  Parachutist 

012 

USN 

GM08i'2  1 

Small  Arms  Marksmanship  Instructor 

012 

USMC 

8511 

Drill  Instructor 

012 

us'm'c 

8532 

. 

Small  Arms  Weapons  Instructor 

012 

USMC 

8563 

Water  Safety/Survival  Instructor 

012 

USAF 

ITOOO 

Survival,  Evasion,  Resistance,  and  Escape  Training  Manager 

012 

USAF 

1T031 

Survival,  Evasion,  Resistance,  and  Escape  Training  Apprentice 

012 

USAF 

1T051 

Survival,  Evasion,  Resistance,  and  Escape  Training  Journeyman 

012 

USAF 

1T071 

Survival,  Evasion,  Resistance,  and  Escape  Training  Craftsman 

012 

USAF 

1T091 

Survival  Evasion,  Resistance,  and  Escape  Training  Superintendent 

012 

USAF 

3P100 

iCombat  Arms  Training  And  Maintenance  Manager 

012 

USAF  i3P131 

Combat  Arms  Training  And  Maintenance  Apprentice 

012 

USAF  ! 

3P131A 

Combat  Arms  Training  And  Maintenance  Apprentice,  Gunsmith 

012 

USAF  ^3P151 

5 

Combat  Arms  Training  And  Maintenance  Journeyman 

012  1 

USAF 

3P151A 

Combat  Arms  Training  And  Maintenance  Journeyman,  Gunsmith 

012 

USAF 

3P171 

Combat  Arms  Training  And  Maintenance  Craftsman 

012 

USAF 

3P190 

Combat  Arms  Training  And  Maintenance  Superintendent 

012 

USAF 

8B000 

Military  Training  Instructor 

012 

USAF 

8bi6o 

Military  Training  Manager 

012 

USAF 

8T000 

Professional  Military  Education  Instructor 

02 

DOD 

02 

Armor  and  Amphibious 

020 

DOD 

020 

Armor  and  Amphibious,  Generai 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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CHAPTER  2 


FNLISTED  COIMVERSION  TABLES 


DOD  OCC 

SERVICE  [service  OCC 

jl 

020 

USA 

19E 

ai 

020 

USA 

19K 

a 

020 

USA 

19Z 

a^ 

020 

USN 

BM0110  i 

020 

USN 

BM  0167 

020 

USMC 

1812 

a? 

020 

USMC 

1833 

a 

020 

WG 

57007 

03 

DOD 

03 

030 

DOD 

030 

030 

USA 

12B 

a 

030 

USA 

12C 

a 

030 

USA 

12Z 

030 

USMC 

0481 

030 

USMC 

1371 

04 

DOD 

04 

041 

DOD 

041 

041 

USA 

13B 

a 

041 

USA 

13Z 

041  SUSA 

16R 

a 

041 

USN 

9540 

041 

USN 

GM 

041 

USN 

GM  0801 

041 

USN 

GM  0877 

041 

USN 

GM  0878 

041 

USN 

GM  0879 

041 

USN 

GM  0983 

041 

USN 

GMG 

041 

USN 

GMM 

041 

USMC 

0811 

ai 

041  . 

USMC 

0844 

a 

41 

USMC 

8531  .  , 

041 

USMC 

0861 

a 

042 

DOD 

042'  1  ! 

042 

USA 

13M 

a 

043 

DOD 

043 

043 

USA 

13P 

a 

043 

USA 

14D 

043 

USA 

14J 

a 

043 

USA 

14R 

a 

043 

USA 

14S 

a 

043 

USA 

16P 

a 

043 

USA 

16S 

a 

043 

USA 

16T 

043 

USA 

16Z 

05 

DOD 

05 

050 

DOD 

050 

050 

USN 

8201 

050 

USN 

8202 

050 

USN 

8211 

050 

USN 

8215 

050 

USN 

8216 

050 

USN 

8225 

050 

USN 

8235 

050 

USN 

8241 

050 

USN 

8245 

050 

USN 

8250 

050 

USN 

8251 

050 

USN 

8252 

050 

USN 

8261 

050 

USN 

8262 

050 

USN 

8263 

SERVICE  OCC  TITLE 


aiField  Artillery  Cannoneer 


Range  Coach 
Fire  Support  Man 
Rocket  Artillery 

Multiple  Launch  Rocket  System  (ML 
Missile  Artillery,  Operating  Crew 
Multiple  Launch  Rocket  System/Fire 
Hawk  Missile  System  Crewmember 


Patriot  Missile  Crewmember 

Air  Defense  Artillery  Senior  Sergeant 


Naval  Aircrewman  Candidate  . . 

Naval  Aircrewman  (Special  Assignment) 

Helicopter  Utility  Aircrewman 
Helicopter  Search  and  Rescue  Aircrew  Swimmer 
Vertical  Replenishment  Aircrewman 
Vertical  Onboard  Delivery  Aircrewman 

E-6A  Flight  Engineer  _  _ _ 

C-1 2  Utility  Aircrewman  _  _ _ 

Transport  Aircrewman 

C-9  Crew  Chief 

P-3  Flight  Engineer 

C-i30/EC-130  Flight  Engineer 

P-3A/B  In-Flight  Avionics  Maintenance  Technician 

P-3C  UPDATE  III  In-Flight  Avionics  Maintenance  Technician 

P-3C  In-Flight  Avionics  Maintenance  Technician _ 


Footnotes  are  defined  in  the  introductory  material. 


2  -  2 


CHAPTER  2 


ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE 

SERVICE  OCC 

1 

SERVICE  OCC  TITLE 

050 

USN 

8265 

Flight  Communications  Operator 

050 

USN 

8269 

Flight  Electronics  Technician 

050 

USN 

AN 

Airman 

050 

USN 

PR  7352 

Senior  Naval  Parachutist 

050 

USN 

PR  7356 

Aircrew  Survival  Equipmentman  Intermediate  Level  Maintenance  Technician 

050 

USMC 

6030 

Aircraft  Flight  Mechanic,  KC-130 

050 

USMC 

6032 

Aircraft  Flight  Engineer,  KC-130 

050 

USMC 

6172 

Helicopter  Crew  Chief,  CH-46 

050 

USMC 

6173 

Helicopter  Crew  Chief,  CH-53 

050 

USMC 

6174 

Helicopter  Crew  Chief,  U/AH-1 

050 

USMC 

6175 

Helicopter  Crew  Chief,  MV-22 

050 

USMC 

6177 

Weapons  and  Tactics  Chief  Instructor 

050 

USAF 

1AOOO 

In-flight  Refueling  Manager 

050 

USAF 

1A031 

In-flight  Refueling  Apprentice 

050 

USAF 

1A051 

In-flight  Refueling  Journeyman 

050 

USAF 

1A071 

In-flight  Refueling  Craftsman 

050 

USAF 

1A091 

In-flight  Refueling  Superintendent 

050 

USAF 

1A100 

Flight  Engineer  Manager 

050 

USAF 

1A131B 

Flight  Engineer  Apprentice,  Helicopter 

050 

USAF 

1A131C 

Flight  Engineer  Apprentice,  Performance  Qualified 

050 

USAF 

1A151B 

Flight  Engineer  Journeyman,  Helicopter 

050 

USAF 

1A151C 

Flight  Engineer  Journeyman,  Performance  Qualified 

050 

USAF 

1A171B 

Flight  Engineer  Craftsman,  Helicopter 

050 

USAF 

1A171C 

Flight  Engineer  Craftsman,  Performance  Qualified 

050 

USAF 

1A19C 

Flight  Engineer  Superintendent 

050 

USAF 

1A200 

Aircraft  Loadmaster  Manager 

050 

USAF 

1A231 

Aircraft  Loadmaster  Apprentice 

050 

USAF 

1A251 

Aircraft  Loadmaster  Craftsman 

050 

USAF 

1A271 

Aircraft  Loadmaster  Journeyman 

0! 

USAF 

1A291 

Aircraft  Loadmaster  Superintendent 

050 

USAF 

1T200 

Pararescue/recovery  Manager 

050 

USAF 

1T231 

a 

Pararescue  Apprentice 

050 

USAF 

1T251 

a 

Pararescue  Journeyman 

050 

USAF 

1T271 

a 

Pararescue  Craftsman 

050 

USAF 

1T291 

a 

Pararescue  Superintendent 

050 

USAF 

8S100 

Sensor  Operator 

051 

DOD 

051 

Piiots  and  Navigators 

051 

USMC 

7372 

First  Navigator 

051 

USCG 

620 

Aviation  Pilot 

051 

USCG 

771 

Light  Plane  Pilot 

06 

DOD 

06 

Seamanship 

060 

DOD 

060 

Boatswains 

060 

USN 

BM 

Boatswain's  Mate 

060 

USN 

BM  0107 

iMinesweeping  Boatswain's  Mate 

060 

USN 

BM  0170 

•Surface  Rescue  Swimmer 

060 

USN 

SN  9700 

Seaman  -  Infantry,  Gun  Crews,  and  Seamanship  Specialists 

060 

USMC 

8111 

iSmall  Boat  Coxswain 

060 

USCG 

100 

•Boatswain's  Mate 

060 

WG 

57082 

Ship  Operating 

060 

WG 

57088 

Deck  Hand 

060 

WG 

99020 

Boatswain 

060 

WG 

99023 

Boatswain's  Mate 

060 

WG 

99024 

Able  Seaman 

060 

WG 

99028 

Ordinary  Seaman 

061 

DOD 

061 

Navigators 

061 

USN 

OS  0304 

LCAC  Radar  Operator/Navigator 

061 

USN 

QM 

Quartermaster 

061 

USN 

QM  0215 

Harbor/Docking  Pilot 

061 

USCG 

110 

Quartermaster 

061 

WG 

99004 

Ship  Pilot 

061 

WG 

99026 

b  Quartermaster  | 

062 

DOD 

062 

Sma//  Boat  Operators  \ 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE 

SERVICE  01 

062 

USA  ( 

88K 

062 

USN 

9562 

062 

USN 

9563 

062 

USN 

BM  0160 

062 

USN 

BM  0161 

062 

USN 

BM  0164 

062 

USN 

BM  0169 

062 

USMC 

8112 

062 

WG 

57084 

062 

WG 

57086 

063 

DOD 

063 

063 

USN 

9570 

063 

USN 

SN 

063 

WG 

99001 

07 

DOD 

07 

070 

DOD 

070 

070 

USN 

9545 

070 

USN 

MA  2005 

070 

USN 

MA  2006 

070 

USN 

MA  2008 

070 

USMC 

8151 

070 

USMC 

8152 

070 

USMC 

8153 

070 

USMC 

8154 

070 

USAF 

3P031 

070 

USAF 

3P051 

070 

USAF 

3P071 

070 

GS 

0085 

/ . 

DOD 

1 

10 

DOD 

10 

100 

DOD 

100 

100 

USN 

9503 

100 

USN 

9509 

100 

USN 

9526 

*i'o6  1 

USN 

. .95^., . 

100 

USN 

ET 

100 

USN 

SN  9710 

100 

USMC 

6313 

100 

USMC 

6315 

100 

USMC 

6316 

100 

USMC 

6317 

100 

USMC 

6322 

100 

USMC 

6323 

100 

USMC 

6324 

100 

USMC 

6325 

100 

USMC 

6391 

100 

USMC 

6411 

100 

USMC 

16412 

100 

USMC 

(6413 

100 

USMC 

i64'22 

100 

USCG 

1240 

100 

USCG 

1250 

100 

USCG 

1261 

100 

USCG 

1330 

101 

DOD 

101 

101 

USA 

31P 

101 

USA 

131U 

101 

USA 

S35E 

101 

USA 

35W 

101 

USA 

35Z 

101 

USN 

•  9547 

101 

USN 

(ET  1401 

SERVICE  OCC  TITLE 


Watercraft  Operator 
aiDeep  Submergence  Vehicle  Operator 
a! Deep  Submergence  Vehicle  Crewmember 
!  Causeway  Barge  Ferry  Pilot 
sTugmaster 

i  Assault  Boat  Coxswain 
:  Causeway  Barge  Ferry  Coxswain 
s  Riverine  Assault  Craft  Crewman 


:Riverboat  Operating  _ 

iSmall  Craft  Operating  . 

'  Seamanship,  General 

iStevedore  . . 

iSeaman 

biMiscellaneous  Vessel  Jobs  _  _ 

Installation  Security 
Security  Guards 

iNavy  Law  Enforcement  Specialist 
iDog  Handler 

i  Kennel  Master  . .  __  . 

iAfloat  Corrections  Specialist 

iGuard  __  .  . .  .  .  . 

(Marine  Corps  Security  Force  (MCSF)  Guard 
(Marine  Corps  Security  Force JMCSF)  Cadre  Trainer 

iMarine  Corps  Security  Force  (MCSF)  Close  Quarters  Battle  (CQB)  Team  Member 

(Security  Apprentice  .  .  . . 

(Security  Journeyman  .  . . .  .  . . .  , . 

(Security  Craftsman 

(Guard  . .  .  . . . . 

•Eiectronic  Equipment  Repairers 

iRadio/Radar  ____  .  . .  . . . 

•Radio/Radar,  Generai  _  _  _ _ _ _ _ 

iMiniature7Microminiature  Electronic  Repair  Inspector  . . 

i2M  Instructor/Master  Inspector  _  _ _ 

(Microminiature  Electmnic  Repair  jechnician . 

(Miniature  Electronic  Repair  Technician 

(Electronics  Technician  .  ,  .  ... 

jSeaman  -  Electronic  Equipment  Repairers 


Aircraft  Communications/Navigation/Radar  System  Technician,  EA-6 


(Aircraft  Communications/Navigation/Weapon  Systems  Technician,  AV-B  ____  _ 

(Aircraft  Communications/Navigation  Systems  Technician,  KC-130 
! Aircraft  C^  Weapon  Systems  Technician,  F/A-18 

(Aircraft  Communioationa/Navigation/Electri_c^_Sj/stems  Technician,  CH-46  . . . 

(Aircraft  CommunToations/Navigation/Electrical_S_ys^ms  T£ch_niciaji,^^^ 
lAircraft  Communications/Navigation/Elec^ical  Wea^n  System_s_Techniciajij_U/AH-1 
lAircraft  Cornnnuriications/Navigatlon/Elec_tncal/Wea_pon_s  S^tem_^TecJm[cian,  V-22 

jAvionicsji/la_inter^nce  Chief  .  . . . . . . 

^Aircraft  Communications/Navigation  Systems  Technician  Trainee,  IMA 
(Aircraft  Communications  Systems  Technician,  IMA 

lAircraft  Navigation  Systems  Technician,  IFF/Radar/Tacan,  IMA 
(Aircraft  Cryptographic  Systems  Technician,  IMA 
(Eiectronics  Technician 

(Electronics  Technician  Communications  _  _ _ 

(Electronics  Technician  Radar  _ _ _ 

(Electronics  Technician  -  Watchstander 
Communications  Radio 
Microwave  Systems  Operator-Maintainer 
(Signal  Support  Systems  Specialist 
(Radio  and  Communications  Security  (COMSEC)  Repairer 

(Electronic  Maintenance  Chief  . . . . . .  . . . 

(Senior  Electronics  Maintenance  Chief  _ _ _ _ _ _ _ _ 

(Information  Security  Manager 


(IMA  Antenna/Mast  Shop  Journeyman 


'  Footnotes  are  defined  in  the  introductory  materiai. 
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CHAPTER  2 


ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE  SERVICE  OCC 

IE 

SERVICE  OCC  TITLE 

101 

USN 

iET  1412 

■  Special  Fixed  Communications  Maintenance  Technician 

101 

USN 

ET  1413 

■  Meteorologist  Equipment  Maintenance  Technician 

101 

USN 

ET  1415 

iCombined  Shore  Communications  Maintenance  Technician 

101 

USN 

ET  1419 

i Electromagnetic  Compatibility  Technician 

101 

USN 

^  ET  1 420 

i  iSurface  HF  Communications  Systems  Maintenance  Technician 

101 

iUSN 

iET  1421 

iSubmarine  Electromagnetic  Compatibility  Technician 

101 

USN 

ET  1424 

•  Communications  Equipment  (SRQ-4)  Technician 

101 

USN 

ET  1425 

!  sCommunications  Equipment  (WSC-3/UHF  DAMA)  Technician 

101 

USN 

iET  1427 

iCommunications  Equipment  (Tactical  Data  Systems  )  Technicain 

101 

USN 

IET  1428 

•  Small  Combatant  Communications  Electronic  Subsystem  Technician 

101 

USN 

ET  1429 

■  Flight  Deck  Communications  System  (FDCS)  Maintenance  Technician 

101 

USN 

iET  1430 

iAN/USC-38(V)  2,3  Maintenance  Technician 

101 

USN 

ET  1442 

iKG-30  Family  Limited  Maintenance  Technician 

101 

USN 

iET  1447 

■  Communications  Security  Devices  (T/SEC/KW-46  T/R)  Technician .  .  .  . . 

101 

USN 

ET  1454 

iDD-963  Communications  Systems  Technician 

101 

USN 

ET  1458 

■  VERDIN/ISABPS  Communications  System  Technician 

101 

USN 

iET  1460 

i  iCommunication  Security  (COMSEC)  Maintenance  Technician 

101 

USN 

iET  1465 

iAN/GSC-52(V)  State-of-the-Art-Medium  Terminal  (SMAT)  Technician 

101 

USN 

ET  1493 

f  lactical  Support  Communications  (TSCOMM)  Replacement  Program  Maintenance  Technician 

101 

iUSN 

ET  1494 

iLHD  Class  Radio  Communications  Systems  Maintenance  Technician 

101 

USN 

iET  i4SM 

i  a  SWS  Navigation  System  Maintenance  Technician 

101 

USN 

iET  14TM 

■  aiTRIDENT  I/ll  Radio  Frequency  (RF)  Equipment  Maintenance  technician 

loi 

IUSN 

iET  14T0 

I  a 

iTRIDENT  I/ll  Radio  Frequency  (RF)  Equipment  Operator  ”  ””  "  1 

101 

USN 

iET  1502 

!  iCATC  Radar  Technician  . 

101 

USN 

RM  2376 

■  LHD  Class  Radio  Communications  Systems  Controller 

loi 

USMC 

2822 

•  Electronic  Switching  Equipment  Technician 

101 

USMC 

(2823 

■  Technical  Controller 

101 

USMC 

j2831 

■  Multi-Channel  Equipment  Repairer 

101 

USMC 

2832 

[Multi-Channel  Equipment  Technician 

101 

fuSMC 

2834 

iSatellite  Communications  (SATCOM)  Technician .  .  .  . 

lo'l 

USMC 

i2"841 

.... 

‘Ground  Radio  Repairer  . 

iol 

USMC 

2842 

iPLRS  Maintenance  Technician 

101 

USMC 

2843 

PLRS  Support  Maintenance  Techician 

101 

USMC 

12861 

Radio  Technician  . 

'ioi 

USMC 

2867 

iAN/TSC-120  Radio  Technician 

iol 

USMC 

15937 

■  Aviation  Radio  Repairer 

101 

USMC 

j5939 

lAviation  Radio  Technician 

101 

USMC 

6493 

Aviation  Meteorological  Equipment  Technician  OMA/IMA 

ioi 

USAF 

i2E000 

Communications-electronics  Systems  Manager 

101 

USAF 

i2E131 

Satellite  And  Wideband  Communications  Equipment  Apprentice 

101 

USAF 

2E133 

Ground  Radio  Communications  Apprentice 

101 

USAF 

i2E151 

Satellite  And  Wideband  Communications  Equipment  Journeyman 

101 

USAF 

2E153 

Ground  Radio  Communications  Journeyman 

101 

USAF 

i2E171 

Satellite  And  Wideband  Communications  Equipment  Craftsman 

101 

USAF 

12E173 

Ground  Radio  Communications  Craftsman 

101 

USAF 

!2E190 

Communications  Systems  Superintendent 

101 

WG 

i  99095 

b 

Chief,  Radio  Electronics  Technician 

101 

WG 

99097 

b 

First  Radio  Electronics  Technician 

101 

WG 

99099 

b 

Second  Radio  Electronics  Technician 

102 

DOD 

1102 

Navigation,  Communication  and  Countermeasure,  N.E.C. 

102 

USA 

i31R 

Multichannel  Transmission  Systems  Operator-Maintainer 

102 

USA 

31S 

Satellite  Communications  Systems  Operator-Maintainer 

102 

USA 

i31T 

Satellite/Microwave  Systems  Chief 

102 

USA 

i33R 

Electronic  Warfare/Intercept  Aviation  System  Repairer 

102 

USA 

i33T 

Electronic  Warfare/Intercept  Tactical  Systems  Repairer 

102 

USA 

i33Y 

Strategic  Systems  Repairer 

102 

USA 

33Z 

Electronic  Warfare/Intercept  Systems  Maintenance  Supervisor 

102 

USA 

35D 

Air  Traffic  Control  Equipment  Repairer 

102 

USA 

i35L 

Avionic  Communications  Equipment  Repairer 

102 

USA 

i35Q 

Avionic  Flight  Systems  Repairer 

102 

USA 

i35R 

Avionic  Radar  Repairer 

102 

USA 

i68J 

Aircraft  Armament/Missile  Systems  Repairer 

^  Footnotes  are  defined  in  the  introductory  materiai. 
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ENLISTED  CONVERSION  TABIE.S 


DOD  OCc  I 

SERVICE 

SERVICE  OCC  1 

_ 

SERVICE  OCC  TITLE 

102  1 

USA 

68N  1 

iAvionicMechanic  . 

102  1 

USN  ; 

8237 

E-6A  Mission  Avionics  Operator . 

iTACAMO  Systems  In-Flight  Avionics  Technician 

102  i 

USN 

8275  1 

102  i 

USN 

9401  i 

iEP-3E  In-flight  Technician  _  . .  ,  . . . . 

102  i 

USN 

9403  1 

iEP-3E  Specific  Electronic  Warfare  Operator 

USN 

AN  9710  1 

i  Airman  -  Electronic  Equipment  Repairers  . . 

102  I 

USN 

AT 

iAviation  Electronics  Technician  _  . . . . . . 

102  j 

USN 

AT  6534 

AQA-7  DIFAR  Svstem  IMA  Technician  . 

102  ! 

USN 

AT  6608 

^Aircraft  Navigation  Computers  IMA  Technician 

^Aircraft  Electronic  Identification  (IFF)  Intermediate  Maintenance  Technician  . 

102  i 

USN 

AT  6609 

102 .  i 

USN 

AT  6611 

Aircraft  UHF  Communications,  ADF  and  ICb  Equipment  IMA  Technician  . . . 

^02 . 

USN 

AT  6612 

lAircraft  Tacan/Radio  Navigation  Equipment  IMA  Technician  . . . . 

102 .  < 

USN 

AT  6613 

i  Aircraft  HF  Communications  Equipment  IMA  Technician 

102  1 

u"sn'“ . 

AT  6614 

SAPS-1 16  Intermediate  Maintenance  Technician 

102 . “"1 

USN 

AT  6615 

sP-3  FLIR  IMA  Technician  . . . . . 

io2 . '"1 

USN 

AT  661 8  ! 

USM-458  IMA  Technician  . 

102 

USN 

AT  6619 

HATS  (USM-403)  Operator  . . . 

102 

USN 

AT  6621 

!APS-125  Radar  IMA  Technician  .  . . . .  . . . . . 

102 . 

USN 

AT‘6622 

Electronic 'countermeasures  (ECM)  Technician/Weapons  Replaceable  Assembly  (WRA)  1 

iHATS  (USM-403)  IMA  Maintenance  Technician  . . 

fAN/USM-629  EOTS  Operator/Maintainer,  Intermediate  Maintenance 

102  mSN 

102  USN 

AT  6628 

AT  6631 

102 

USN 

AT '6633 

iUSM-467  RADCOM  IMA  Technician  .  ^  , 

USN 

AT  6634 

SAircraft  Communications  Security  Devices  Equipment  IMA  Technician  . . . 

102 

USN 

AT  6635 

;EP-3E/ES-3A  ESM  IMA  Technician  . 

102 

USN 

AT  6639 

Countermeasures  Receiving  and  Dispensing  Equipment  IMA  Technician 

102 

USN 

AT  6640 

EP-3E/ES-3A  ESM  OMA  Technician  . . 

102 

102 

USN 

USN  ' 

AT  6641 

AT  6647 

ALQ-1 26  ECM  IMA  Technician  . .  „  . . . . . 

ALQ-99  Transmitter  Test  Station  and  ALQ  IMA  Techriician . . 

102 

USN  "" 

AT  6648 

ALQ-99  Exciter  Intermediate  Maintenance  Technician  _ _ _ 

io? . 

USN 

,AT  6649 

FCM/Simiiiator  IMA  technician  . 

in? . 

USN 

AT  6664 

APS-115"”Search  Radar  and  AXR-1 3  LLLTV  IMA  technician 

162" . 

USN 

AT  6668 

EA-6B  ECM  OMA  System  Analyst  . 

1 62 

USN 

AT  6669 

EA-6A  ECM/ESM  Organizational  Maintenance  Technician  _  _  _ 

1 02 

USN 

iAT  6673 

Field  Calibration  Activity  Technician  (Electrical/Electronic)  _  _  __  „  _ 

102 

102 

102 

USN 

iAT  6677* 

*TARPS  Camera  Repair  IMA  Technician  . . . . . . . . . 

USN 

USN 

iAT  6680  ” 

AT  6684  ' 

i|CAP  Computer  Group/ICAP  II  Digital  jnterface  Unit  IMA  Technician 

^AAM-60  (V6)  Electrical  Optical  System  Test  Set  IMA  Technician  _  _ 

102 

USN 

iAT  6686 

USM-429  CAT  III  D  Maintenance  Technician 

102 

in? 

USN 

iAT  6688 

USM-484  Hybrid  Test  Set  (HTS)  Intermediate  Maintenance  Technician 

USN 

iAT  6689 

USM-484  HTS  Advanced  Intermediate  Maintenance  Technician 

102 

USN 

iAT  6694 

USM-470(V)2  Automatic  Test  Systems  On-Line  Maintenance  Technician 

102 

USN 

iAT  6695 

USM-470(V)2  ATS  Advanced  Intermediate  Maintenance  Technician 

102 

1 6? 

USN 

iu'SN 

iAT  6701 
i  at"  6702 . 

Advanced  Avionics  Integrated  Computer  Systems  Maintenanceman  _  _ 

E-6A  Mission  Avionics  System  Intermediate  Maintenance  Technician . .  . . 

102 

jUSN 

iAT  6710 

P-3  Navigation  System  Equipment  Technician  _  . . 

102 

iUSN . 

iAT  6716 

p-?!  Mnriel  Aircraft-AN/USM  449(V)  Test  Set  Operator  . 

1 02 . 

iUSN 

|AT  6717 

p.3  Ppniiliar  Communications  Equipment  IMA  Technician  . 

102 

1  USN 

|AT  6721 

AN/USM-449(V)  Series  ATE  IMA  Technician  . 

102 

jUSN 

AT  7984 

AWG-9/AWM-23  Radio  Frequency  Test  Consoie  IMA  Technician  _  _ _ _  _ 

102 

102 . 

'102'""""” 

102 . 

IUSN 

jUSN . 

jUSN 

IUSN 

jCTM 

ICTM9226  ' 

iCTM9227 

icTM9228 

t  _ 
i 

Cryptologic  Technician  Maintenance  . . . . 

CLASSIC  OWL  Maintenance  Technician 

SEAMARK  System  Maintenance  Technician 

COMSAT  System  Maintenance  Technician  . . _ _ _ 

Su"bmarrne"Carry-on  Equipment  Maintenance  Technician  . . . 

WOLFERS/ROCkETEER  System  Maintenance  Technician 

102 

iUSN 

iCTM9238 

i  a 

102 

juSN 

icTM9244 

L  - 

102 

iuSN 

icTM9245 

! 

NEWSDEALER  System  Maintenance  Technician 

Outboard  II  System  Maintenance  Technician .  . . 

Wideband  Acquisitions  &  Analysis  (WBAA)^Hardware  Maintenance  Tech  ^ .  . . . 

High  Frequency  Direction  Finding  (HFDF)  Hardware  Maintenance  Tech 
i Radio  Frequency  Distribution  (RFD)  Maintenance  Technician  ^ 

IWOLFERS/ROCKETEER  and  Chainwork  PTTI  Maintenance  Technician . 

lOutstation  Communication  (FLAGHOIsf)  System  Maintenance  Technician 

102 

USN 

[CTM9249 

t 

t  ~ 

102 

iuSN 

|CTM925i 

102 

102'""""""'^' 

102 

102  . . 

iUSN 
iUSN  " 
iuSN 
IUSN 

icTM9252 
iCTM9256’ 
iCTM9257  ' 
icTM9258 

i 

1.  - 

Footnotes  are  defined  in  the  introductory  materiai. 
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ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE 

SERVICE  OCC 

n 

SERVICE  OCC 'TITLE 

;usN 

:CTM9259 

VAX  Fundamentals  Maintenance  Technician 

lUSN 

iCTM9267 

MUSIC  Maintenance  Technician 

102 

USN 

'CTM9271 

iCRITICOM  Maintenance  Technician 

102 

mSN 

CTM9280 

iTactical  Intelligence  (TACINTEL)  Communications  Subsy.  Maint.  Tech 

USN 

CTM9282 

FES  Maintenance  Technician 

innillil 

USN 

CTM9283 

Mobile  Electronics  Maintenance  Technician  (WLQ-4) 

iUSN 

CTM9286 

Chainwork  PTTI  System  Maintenance  Technician 

USN 

CTM9287 

i  Cryptologic  Combat  Support  System  (CCSS)  Maintenance  Technician 

102 

USN 

CTM9288 

sCryptologic  Combat  Support  Console  (CCSC)  Maintenance  Technician 

102 

USN 

CTM9289 

jCombat  Direction  Finding  System  (SRS-1)  Maintenance  Technician 

USN 

CTM9295 

Network  Systems  Maintenance  Technician 

USN 

CTM9296 

iCommunications  Electronics  Equipment  Installer 

raH 

USN 

CTM9297 

[CLASSIC  WIZARD  System  Maintenance  Technician 

102 

USN 

ET  1416 

[SNAP  II  (AN/UYK-62(V))  Maintenance  Technician 

102 

USN 

ET  1450 

[NAVMACS(V)5  Shipboard  Maintenance  Technician 

102 

USN 

ET  1452 

iNAVMACS  (V)3  Shipboard  Maintenance  Technician  | 

102 

USN 

ET  1456 

[FLTSATCOM  (CUDIXS/DAMA-NAVCOMMSTA)  Maintenance  Technician 

102 

USN 

ET  1461 

Special  Maintenance  (FSC-78/79  SHF  Satellite  Terminal)  Technician 

USN 

ET  1 464 

WSC-28(V)  Satellite  Communications  Set  Technician 

USN 

ET  1468 

iSpecial  Maintenance  (SHF  SATCOM  System)  Technician 

102 

USN 

ET  1486 

[Single  Audio  System  (SAS) 

102 

USN 

ET  1491 

iFFG-7  Class  Navigation  Electronics  Subsystem  Technician 

102 

USN 

ET  1495 

[AN/SYQ-13  NAV/C2  Maintainer 

102 

USN 

ET  14BF 

a  Project  SSN  637  ESM  Technician 

102 

USN 

ET  14BG 

a  SSN  768-773  ESM  Technician 

102 

USN 

ET  14CM 

aiSSN  Radio  Frequency  (RF)  Equipment  Technician 

102 

USN 

ET  14CT 

aiSubmarine  Conversion  Technician 

102 

USN 

ET  14EB 

a  SSN  668  Class  ESM  Technician 

102 

USN 

ET  14EM 

a-SSN  ESM  Equipment  Maintenance  Technician 

102 

USN 

ET  14EP 

aiSSN  719-767  ESM  Technician 

102 

USN 

ET  UET 

aiESM  Technician  (All  Classes) 

102 

USN 

ET  14FA 

a 

TRIDENT  Submarine  Electronics  Technician  Command  and  Control  System 

102 

USN 

ET  14HH 

a 

SSN  637  Class  ESM  Technician 

102 

USN 

ET  14HH 

a 

SSN  21  Class  ESM  Technician 

USN 

ET  14IC 

a 

Former  1C  SS) 

USN 

ET  14JA 

a 

TRIDENT  ESM  Technician 

USN 

ET  14NM 

a 

Navigation  Equipment  Maintenance  Technician 

102 

USN 

ET  UNO 

a 

Navigation  Equipment  Operator 

102 

USN 

ET  14QM 

a 

Former  QM(SS) 

USN  :ET14RD 

a 

SSN  637  Class  Navigation  Technician 

102 

USN 

ET 14RM 

a 

Former  RM  (SS) 

^■1 

USN 

ET  14RO 

a 

SSN  Radio  Frequency  (RF)Equipment  Operator 

EM 

USN 

ET  14SF 

a  SSN  594/688  Class  Navigation  Technician 

102 

USN 

ET  14TG 

a:  SSN  637/688  Class  Navigation  Technician 

102 

USN 

ET  1 4TK 

aiSSN  21  Navigation  Technician 

USN 

ET  1 4ZA 

a  AN/BRD-7  Submarine  Radio  Direction  Finding  (RDF)  Set  Maint.  Tech 

102 

USN 

ET  1572 

AIMS  System  Technician 

102 

USN 

ET  9602 

Amphibious  Air  Traffics  Control  (AATC)  Technician  (AN/SPN-43C) 

102 

USN 

ET  9603 

Inertial  Measuring  Unit  (IMU)  Technician 

102 

USN 

ET  9604 

JTIDS  Shipboard  Terminal  Maintenance  Technician 

102 

USN 

ET  9605 

Naval  Modular  Automated  Comm  Systems  II  (NAVMACS  II)  Maintenance  Technician 

USN 

ET  9607 

High  Frequency  Radio  Group  (HFRG)  Maintenance  Technician 

USN  ! 

1C  4728 

WSN-5  Inertial  Navigation  Set  Technician 

102 

USN 

OS  0343 

AN/SYQ-13  NAV/C2  Operator 

102 

USMC 

6386 

Aircraft  Electronic  Countermeasures  Systems  Technician,  EA-6B 

102 

USMC  i 

6414 

Advanced  Aircraft  Communictions/Navigation  Systems  Technician,  IMA 

102  1 

USMC 

6433 

Aircraft  Elecrical/lnstument/Flight  Control  Systems  Technician,  Helicopter,  IMA 

102 

USMC 

6482 

Aircraft  Electronic  Countermeasures  Systems  Technician,  Fixed  Wing,  IMA 

102 

USMC 

6483 

Aircraft  Electronic  Countermeasure  Systems  Technician  Helicopter,  IMA 

102 

USMC 

6484 

Aircraft  Electronic  Countermeasures  Systems/RADCOM/CAT  lilD  Technician,  IMA 

102 

USMC 

6485 

Advanced  Aircraft  ECM  System  Technician,  IMA 

102  S 

USMC 

8631 

Surveillance  Sensor  Maintenance  Marine 

^  Footnotes  are  defined  in  the  introductory  materiai.  2.-1 


CHAPTER  2 


ENLISTED  CQIMVERSION  TABLES 


iDObOCC 

SERVICE 

SERVICE  OCC 

ni 

102 

USAF 

2A131 

102 

USAF 

2A132 

102 

USAF 

2A133 

102 

USAF 

2A137 

102 

USAF 

2A151 

102 

USAF 

2A152 

102 

USAF 

2A153 

102 

USAF 

2Ai57  i 

102 

USAF 

2A171 

102 

USAF 

2A172 

102 

USAF 

2A173 

102 

USAF 

2A177  1 

102 

USAF 

2A190 

102 

USAF 

2A431 

102 

USAF 

2A432 

102 

USAF 

2A433 

102 

USAF 

2A451 

102 

USAF 

2A452 

102 

USAF 

2A453 

102 

USAF 

2A471 

102 

USAF 

2A472 

102 

USAF 

2A473 

102 

USAF 

2A490 

102 

USAF 

2E132 

102 

USAF 

2E152 

102 

USAF 

2E172 

102 

WG 

48043 

b 

103 

iDOD 

103 

103 

USN 

9402 

103 

iUSN 

ET  1 523 

103 

!USN 

ET  9606 

103 

USMC 

5952 

103 

USMC 

5953  i 

103 

iUSMC 

5954 

103 

jUSMC 

5959 

103 

jUSAF 

2E031  S 

103 

iUSAF 

2E051 

103 

•  USAF 

2E071  i 

104 

IDOD 

104 

104 

•  USA 

•  24K 

104 

•  USA 

•  27K 

104 

■USA 

35C 

104 

•  USA 

•  35M  i 

104 

jUSN 

•  8236  1 

104 

•  USN 

•  8271 

104 

•  USN 

•  AT  6638 

104 

•  USN 

•  AT  6713 

104 

•  USN 

•  AT  6714 

104 

•  USN 

•  AT  6715 

104 

•  USN 

•  AT  7953 

104 

iUSN 

AT  7954 

104 

•  USN 

AT  7955 

104 

•  USN 

•  AT  7958 

■i04  ' 

•  USN 

•  AT  7959 

104 

•  USN 

•  AT  7964 

104 

•USN 

SAT  7970 

104 

•  USN 

•  AT  7971 

104 

•  USN 

AT  7978 

104 

USN 

ET  1 503 

104 

•  USN 

ET  1 504  i 

104 

•  USN 

SET  1507  i 

104 

•  USN 

•  ETi510 

SERVICE  OCC  TITLE 


Avionic  Sensors  Maintenance  Apprentice 

Aircraft  Guidance  And  Control  Systems  _ . . 

Communication  And  Navigation  Systems  _ 

Eiectronic  Warfare  Systems  Apprentice  . . . . 

Avionic  Sensors  Maintenance  Journeyman 
Aircraft  Guidance  And  Control  Systems  Journeyman 
Communication  And  Navigation  Systems  Journeyman 
lEiectronic  Warfare  Systems  Journeyman 
Avionic  Sensors  Maintenance  Craftsman 

iAircraft  Guidance  And  Control  Systems  Craftsman  _  .  , 

Communication  And  Navigation  Systems  Craftsman  _ 

I  Electronic  Warfare  Systems  Craftsman  _ _ 

i  Conventional  Avionics  Superintendent  . . 

‘Aircraft  Guidance  And  Control  Systems  Apprentice 

iAircraft  Communication  And  Navigation  Systems  Apprentice  . 

‘Aircraft  Command  Control  Communications  and  Navigation  Systems  Apprentice 
iAircraft  Guidance  And  Control  Systems  Journeyman 

iAircraft  Communication  And  Navigation  Systems  Journeyman  _ 

•Aircraft  Command  Controi  Communications  and  Navigation  Systems  Journeyman 

iAircraft  Guidance  And  Controi  Systems  Craftsman  ~ . . 

iAircraft  Communication  And  Navigation  Systems  Craftsman 
iAircraft  Command  Controi  Communications  and  Navigation  Systems  Craftsman 
iAircraft  Avionics  Superintendent  .  _  . . 

•  Meteorological  And  Navigation  Systems  Apprentice 

•  Meteoroiogicai  And  Navigation  Systems  Journeyman 

iMeteorologicai  And  Navigation  Systems  Craftsman _ _ _ _ 


^ Air  Traffic  Control  Radar  __  _  ,  _ .  _  . 

•Update  III  ASUW  Improvement  Program  (AlP)  In-Flight  Avionics  ^ 

•  Amphibious  Air  Traffic  Control  (AAT^Radar . . . . . . . . . 

i  Carrier  Air  Traffic  Control  TcATC)  Radar  Technician  (AN/SPN'-43C) _ _ _ 


]AirTraffio  Controi  Navigational  Aids  Technician 
•Air  Traffic  Control  Radar^TeohnJpian 
•  Air  Traffic  Control  Communicatioi^  technician 


•  Air  Traffic  Control  Systems  Maintenance  Chief 

•  Ground  Radar  Systems  Apprentice  . 

■Ground  Radar  Systems  Journeyman 

•  Ground  Radar  Systems  Craftsman 
Surveillance/Targot  Acquisition  and  Tracking  Radar 

•  Hawk  Continuous  Wave  Radar  Repairer 

•  HAWK  Fire  Control/Continuous  Wave  Radar  Repairer 
iSurveiiiance  Radar  Repairer 

•  Radar  Repairer 

•  E-6A  Reel  System  Operator . 

iP-3  Flight  Crew  Ordnanceman 
iAAD-5  IMA  Technician  _ _ _ _ _ _ _ _  _ 

•  Video  Test  Set  (VTS)  AN/SSM-9  Test  Set  Operator  .  . . 

•Enhanced  Comprehensive  Asset  Manager  System  (ECAMS)  Maintainer 

iS-3  FLIR  Systems  Intermediate  Maintenance  Technician 

APQ-148/156  &  APS-130  Radar,  AAS-33  FLIR  and  APM  375  MSTRC  IMA  Tech 
ASQ-133/155  Ballistic  Comp  &  Comp  Systems  Test  Console  IMA  Tech  _ 

Radar  Systems  Module  Repair  Intermediate  Maintenance  Technician 
•A-6E  TRAM  Weapon  System  Organizational  Maintenance  Technician 

•  FUR  Systems  Intermediate  Maintenance  Technician  . 

•  AVA-1  Analog  Display  Indicator  &  Test  Console  IMA  Technician 
iF-14D  OMA  Integrated  Weapons  Technician 

•  F-14A/B  OMA  Integrated  Weapons  Technician 

iAPM-446  Radar  System  Test  Station  (RSTS)  Intermediate  Main  Tech 

•  Radar  (SPS-49)  Technician 

•  Radar  (SPS-55)  Technician  . .  . . . 

•  Radar  (SPS-67(V))  Technician _ _ _ _ 

•  Radar  (AN/SPS-49(V)  5  &  7  Technician  _ _ _ 


'  Footnotes  are  defined  in  the  introductory  material. 
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CHAPTER  2 

ENLISTED  COIMVERSIQIM  TARI  FS 


DOD  OCC 

SERVICE 

SERVICE  OCC 

SERVICE  OCC  TITLE 

104 

USN 

ET  1511 

■  Radar  (AN/SPS-40E)  Technician 

104 

USN 

:ET  1516 

■  Radar  (SPS-40B/C/D)  Technician 

104 

iUSN 

ET  1522 

■  Radar  (SPN-42)  Technician 

104 

USN 

ET  1568 

!AN/TPX-42A(V)  13  Shipboard  DAIR  Maintenance  Technician 

104 

USN 

ET  1571 

!AN/UPX-29(V)  Ship  System  Maintainer 

104 

USN 

ET  1574 

;DAIR/GCA  (TPX-42)  Maintenance  Technician 

104 

USN 

ET  1576 

CATC  DAIR  Maintenance  Technician 

104 

USN 

ET  1578 

sRATCF  DAIR  Maintenance  Technician 

104 

USN 

ET  1579 

■  Precision  Approach  Radar  Technician 

104 

USN 

ET  1580 

■  ASR-8  Maintenance  Technician 

104 

u; 

ET  1590 

iAN/SPN-46(V)  Radar  Technician 

104 

USN 

ET  9608 

Radar  Technician  (AN/SPS-67(V)3) 

104 

USN 

ET  9610 

Radar  (AN/SPS-49A(V)  Technician 

104 

USN 

FC  1138 

Search  Radar  (SPS  48C)  Technician 

104 

USN 

FC  1140 

AN/SPS  48E  Search  Radar  Technician 

104 

USN 

FC  1141 

TARTAR  Missile  Fire  Control  Systems  MK  74  MOD  15  Technician 

104 

USN 

FC  1142 

Search  Radar  (SPS  52C)  Technician 

104 

USN 

FC  1167 

TARTAR  Fire  Controi  Radar  (MFCS  MK  74  MOD  14  w/RDP)  Technician 

104 

USN 

FC  1169 

HARPOON  (AN/SWG  1A)  Maintenance  Technician 

104 

USMC 

2884 

Ground  Radar  Repairer 

104 

USMC 

2885 

Artiliery  Electronic  Systems  Repairer 

104 

USMC 

2887 

Counter  Mortar  Radar  Repairer 

104 

USMC 

2889 

Ground  Radar  Technician 

104 

USMC 

5942 

Aviation  Radar  Repairer  (AN/TPS-59) 

104 

USMC 

5948 

Aviation  Radar  Technician 

104 

USMC 

5956 

Station  Air  Traffic  Controi  Surveiilance  Radar  System  Technician 

104 

USMC 

5957 

Station  Air  Traffic  Controi  Precision  Approach  Radar  Technician 

104 

USMC 

5993 

Electronics  Maintenance  Chief 

104 

USMC 

6463 

Radar  Test  Station  (RTS)/Radar  Systems  Test  Station  (RSTS)  Technician,  IMA 

104 

USMC 

7222 

Hawk  Missile  System  Operator 

104 

USAF 

2A134 

Airborne  Warning  And  Controi  Radar  Apprentice 

104 

USAF 

2A154 

Airborne  Warning  And  Control  Radar  Journeyman 

104  j 

USAF 

2A174 

Airborne  Warning  And  Control  Radar  Craftsman 

104 

USAF 

2E091  1 

Ground  Radar  Superintendent 

104 

USAF 

2E431 

Space  Systems  Apprentice 

104 

USAF 

2E451 

Space  Systems  Journeyman 

104  1 

USAF  ^ 

2E471 

Space  Systems  Craftsman 

104 

USAF  i 

2E491 

Space  Systems  Superintendent 

11  1 

DOD 

11 

Fire  Control  Electronic  Systems  (Non-Missile) 

ill 

DOD 

111 

Bomb-Navigation 

112 

DOD 

112 

Airborne  Fire  Control 

113  ? 

DOD  i 

113 

Shipboard  and  Other  Fire  Control 

113  ^ 

USA  ! 

45G 

Fire  Control  Repairer 

113  1 

USN  1 

FC1106  i 

AEGIS  Fire  Control  System  MK  99/Operational  Readiness  Test  System  MK-I  Technician 

113  i 

USN 

FC1107 

AEGIS  Radar  System  (SPY-IA)  Technician 

ii3 

USN 

FC  1108 

Aegis  Weapon  System  MK-7  Technician  .  . 

113 

USN 

FC  1 1 1 0 

Tomahawk  Weapon  System  (VLS)  Maintenance  Technician 

113  S 

USN 

FC  1 1 20 

GCS  MK  160  MOD  4  Fire  Controi  Technician 

113 

USN 

FC1121 

ClWS  MK  1 5  MODS  11-14  Technician 

113  s 

USN 

-C  1127 

AGFCS  MK  15  MOD  0  (PHALANX)  Technician 

n3  1 

USN 

FC  1 1 30 

AGFCS  MK  86  MOD  5/8/9/10  System  Technician 

113  ! 

USN 

FC  1323 

sAGFCS  MK  86  MOD  8/10  Systems  Technician 

113 

USN  iFC1324 

lAGFCS  MK  86  MOD  9  System  Technician 

113 

USN  FC  1332 

iOver  the  Horizon-Targeting  (OTH-T)  Supervisor 

113  S 

USN  FC  1333 

Advanced  TOMAHAWK  Weapons  Control  System  (ATWCS)  AN/SWG-4  Operator  and  Maintenance  Tech 

113 

USN  iFT1174 

a 

Combat  Control  System  MK  1  Vertical  Launch  System  Technician 

113 

USN  iFT1175 

a^Combat  Control  System  MK  1  MOD  1  Advanced  Capability  Subsystem  Technician 

113 

USN  1FT1194 

a!AN/BSY-2(V)  Advanced  Maintainer 

113  iUSN  FT  1196' 

as  Underwater  Fire  Controi  System  MK  1 13  MOD  9  Technician 

113  mSN  iFT1312 

a  CCS  MK  2  MOD  0  Maintenance  Technician 

113  mSN  §FT1313 

a  CCS  MK  2  MOD  1  Maintenance  Technician 

113  IUSN  !FT1315 

aiCCS  MK  2  MOD  3  Maintenance  Technician  . 

’  Footnotes  are  defined  in  the  introductory  material. 
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DOD  OCC 

SERVICE  1 

SERVICEPCC 

113 

USN  1 

FT  1 320 

113  i 

USN  ! 

FTG 

113  i 

USN 

1C  4737 

12  I 

DOD 

12 

121  i 

DOD  i 

121 

121 

USA  ! 

27E 

121  ( 

USA 

27G 

121  ( 

USA 

27H 

121  ; 

USA 

27M 

121 

USA 

27T 

121  ( 

USA 

27X 

121 

USA 

27Z 

12f  " 

USA 

35B 

121 

USN 

3397 

121 

USN 

FC 

121 

USN 

FC1101 

121 

USN 

FC  1102 

121 

USN 

FC  1103 

121 

USN 

FC  1104 

121 

USN 

FC  1105 

121 

USN 

FC  1114 

121 

USN 

FC  1115 

i2f 

USN 

FC  1117 

121 

USN 

FC  1118 

121 

USN 

FC  1 1 1 9 

121 

USN 

FC  1143 

121 

USN 

FC  1144 

121 

USN 

FC  1145 

121 

USN 

FC  1147 

121 

USN 

FC  1149 

121 

USN 

FC  1157 

121 

USN 

FC  1 158 

121 

USN 

FC  1 1 59 

121 

USN 

FC  1 1 60 

121 

USN 

FC  1170 

121 

USN 

FC  1322 

121 

USN 

FT 

121 

USN 

FT  i  i  79 

121 

USN 

iFTB 

121 

USN 

GM  0981 

121 

iUSN 

(GM  0982 

121 

iUSN 

(GM  0989 

121 

(USN 

(GM  0991 

121 

(USN 

(MT 

121 

iUSN 

(MT  3305 

121 

USN 

M7  3307 

121 

‘USN 

MT  3310 

121 

(USN 

(MT  3311 

121 

(USN 

(MT  3317 

121 

USN 

(MT  3319 

121 

USN 

(MT  3349 

121 

USMC 

5911 

121 

USMC 

(5924 

121 

(USMC 

(5925 

121 

USMC 

5928 

121 

(USMC 

6423 

121 

(USMC 

(6434 

121 

(USMC 

6462 

121 

(USMC 

(6464 

121 

(USMC 

(6465 

121 

(USMC 

6466 

121 

(USMC 

(6467 

SERVICE  OCC  TITLE 


a'TRIDENT  MK  118  Combat  Control  System  Maintenance  Technician 
aspire  Control  Technician  G  (Gunfire  Control) 

a  TRIDENT  Submarine  Ship  Control  and  ASMO  and  Maintenance  Technician  (Level  III) 
•Missile  Guidance,  Contra!  and  Checkout 
Missile  Guidance  and  Control 

I  Land  Combat  Electronic  Missle  System  Repairer  . 

CHAPARRAL/REDEYE  Repairer 

iHAWK  Field  Maintenance/Firing  Section  Repairer  . 

i  Multiple  Launch  Rocket  System  (MLRS)  Repairer 

(Avenger  System  Repairer  _  _  __  . . . . . . . . . . . . 

iP’atriot  System  Repairer  . . . . . . 

(Missle  Systems  Maintenance  Chief  _  _ _ _ _ _ 

iLand  Combat  Support  Systems  (LCSS)  Test  Specialist 

(In-Tube  Conversion  Technician  . . — 

Fire  Controlman 

(Fire  Control  Sys  (FC)  MK92  MOD(6)  Coherent  Recv/Trans  (CORT)  Technician 

(MK  92  Fire  Control  System  Technician  . _ . „ . . . . . 

(AEGIS  Combat  System  Maintenance  Supervisor . . . . 

(AEGIS  Combat  System  (BL4)  Maintenance  Supervisor 

(AEGIS  Weapon  System  MK  7  Technician  . . . . . 

(AEGIS  Combat  Sykem  Computer  System  Maintenance  Technician _ 

(AEGIS  Combat  System  Display  Maintenance  Technician 

(TARTAR  WDS  MK  14  MOD  4/CTS  SYR-1  Technician  . 

(AEGIS  Display  Technician  (CG  60/DDG-58)  . 

AEGIS  Radar  System  (SPY-1  B/D)  Technician 

(AEGIS  Fire  Control  System  MK99/Operational  Test  System  MK1  Technician  . . 

}  iAEGIS  Combat  System  (BL4)  Computer  System  Maintenance  Technician  . . . 

!  (Rolling  Airframe  Missjle  (RAM)  MK  31  Guided  Missile  VVeapons  System  Technician 
I  'NATO  Seasparrow  Surface  Missile  System  MK  57  Mod  2,  3  Technician 

r  UPlJ/fAS  MiTJs  teohnioian  . .  .  _  . . . . . . . . 

j  "(|mprove"'d" S^"befens'e''s'urface  Missile  Systems  Te^chnician . . . 

!  (TARTAR  Missile  Fire  "Control  System  (MK  74  Mod  14)  Technician 
(  (TERRIER  Missile  Fire  Control  System  MK  76  MOD  10  Technician 

(TARTAR  R?e  ConTrol  Radar  Technician  (MFCS  MK  74  MOD) . . . . . . . . . . 

t  t IMA  Fire  Control  Shop  Journeyman  . . . . . . . . . . . 

i  (AEGIS  Display  Technician  . . . . . . 

I  a^Fire  Control  Technician  ^  . . . 

(  a(AN/BSY-1(XN-1)(V)  Organizational  Level  Maintenance  Technician 

‘  a* Fire  Control  Technician  B  (Ballistic  Missile  plre  Control)  _ _ _ _ 

lMK-41  Vertical  LaUncliing  System  Maintenance  Technician . 

!  Guided  Missile  Launching  System  (GMLS)  MK  26  ORP  Technician  _ _ 

Guided  Missile  Launching  System  MK  26  MODS  0,  1,  and  2  Maintenance  Technician . 

GMLS  MK  13  MOD  4/MK  22  MOD  1  Maintenance  Technician 

i  a(Missile  Technician  ,  . . . . - . 

(  a' Missle  Tech  (MK  88  MOD  2/MK98  MOD  0  FC  Sys  with  TRIDENT-I  SSBN/Backfit  SSBN) 

’  a  Missile  Technician  (MK  98  MOD  1)  TRIDENT  II  D-5  SWS  . . . 

!  a'Missile  Technician  (TRIDENT  I  (C-4)  SWS)  _ _ _ _ _ _ 

(  a' Missile  Technician  (TRIDENT  II  (D-5)  SWS)  . . . 

;  a  Missile  Technician  (TRIDENT-I  SSBN) 

;  a( Missile  and  Missile  Checkout  Technician  (TRIDENT  D-5  SWS  SSBN)  _  _  _ 

(FBM  Weapons  &  Navigation  Systern  Technician-Special  Category^ . . .  . 

‘Microminiature  Circuit  Repair  Specialist . . . . .  . 

(Surface  Air  Defense  Systems  Acquisition  Technician  _ _ _ _ _ _ _ 

(Surface  Air  Defense  Systems  Fire  Control  Technician 
(Surface  Air  Defense  Systems  Chief 

(Aviation  Elect  Micro-Miniature/Instrument  &  Cable  Rep.  Tech.,  IMA 
(Advanced  Aircraft  Eiectrical/instrument/Flight  Control  Systems  Technician,  IMA 
i  Avionics  Test  Set  (ATS)  Technician,  IMA 

(Aircraft  Inertial  Navigation  System  Technician,  IMA  _ 

(Hybrid  Test  Set  Technician,  IMA  _  . . . . 

(Aircraft  Forward  Looking  Infared/Electro-Optical  Technician,  IMA 
i  iConsolidated  Automatic  Support  System  (CASS)  Technician,  IMA _ _ _ 


'  Footnotes  are  defined  in  the  introductory  material. 
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DOD  OCC 

1  SERVICE 

SERVICE 

121 

lUSMC 

121 

USMC 

6469 

121 

USMC 

6491 

121 

(USMC 

6492 

121 

iiUSMC 

7212 

121 

USAF 

2M000 

121 

USAF 

2M031 

121 

(USAF 

2M031A 

121 

USAF 

2M031B 

121 

USAF 

2M051 

121 

USAF 

2M071 

121 

USAF 

2M090 

121 

USCG 

180 

122 

DOD 

122 

122 

USA 

24H 

122 

USAF 

2E800 

122 

USAF 

2E831 

122 

USAF 

2E851 

122 

(USAF 

2E871 

122 

USAF 

2E891 

122 

USCG 

320 

123 

DOD 

123 

123 

USN 

TM 

123 

USN 

TM  0746 

123 

,USN 

TM  0747 

123 

!USN 

TM  0749 

123 

-USN 

tM  0750 

123 

USN 

TM  0751 

123 

USCG 

191 

13 

DOD 

13 

130 

DOD 

130 

130 

(USN 

OT  0624 

130 

USN  OT0625 

130 

USN 

OT  0626 

130 

USN 

OT  0628 

130 

USN 

OT  0629 

130 

USN 

OTA 

130 

USN 

OTM 

130 

USN 

RM  23JH 

130 

USN 

STG 

130 

USN 

STG0401 

130 

USN  ' 

STG0402 

130 

USN 

STG0404 

130 

(jsN 

STG0405 

130 

USN 

STG0406 

130 

USN 

STG0407 

130 

USN 

STG0410 

130 

USN 

STG041 1 

130 

USN 

STG0413 

130 

USN  ! 

STG0414 

130 

USN 

STG0415 

130 

USN 

STG0429 

130 

USN 

STG0430 

130 

USN 

STG0436 

130 

USN 

STG0438 

130 

USN 

STG0439 

130 

USN 

STG0443 

130 

USN 

STG0445 

130 

USN 

STG0450 

130 

USN  1 

STG0455 

130 

USN 

STG0457 

130 

USN 

STG0464 

SERVICE  OCC  TITLE 


(Aircraft  Elec. Equip. Test  Set  (EETS)/Mobile  Elec  Test  Set  Technician,  IMA 
jAdvanced  Automatic  Test  Equipment  Technician,  IMA 
(Aviation  Precision  Measuring  Equipment  (PME)  Chief 

•  Aircraft  Precision  Measurement  Equipment/Calibration  and  Repair  Technician,  IMA 
(Low  Altitude  Air  Defense  (LAAD)  Gunner 

(Missile  And  Space  Systems  Maintenance  Manager 
(Missile  And  Space  Systems  Electronic  Maintenance  Apprentice 
(Missile  And  Space  Systems  Electronic  Maintenance  Apprentice,  ICBM 
(Missile  And  Space  Systems  Electronic  Maintenance  Apprentice,  ALCM 
(Missile  And  Space  Systems  Electronic  Maintenance  Journeyman 
(Missile  And  Space  Systems  Electronic  Maintenance  Craftsman 
(Missile  And  Space  Systems  Maintenance  Superintendent 
iFire  Control  Technician 

‘Missile  Checkout  Equipment,  Test  Equipment,  and  Calibration 
(Hawk  Fire  Control  Repairer 
(Instrumentation  And  Telemetry  Systems  Manager 
(Instrumentation  And  Telemetry  Systems  Apprentice 

•  Instrumentation  And  Telemetry  Systems  Journeyman 

•  Instrumentation  And  Telemetry  Systems  Craftsman 
(Instrumentation  And  Telemetry  Systems  Superintendent 
(Fireman 

i  Torpedo  Repair 
Torpedoman's  Mate 

(Advanced  Undersea  MK  46  Maintenance  Weaponsman 
(Advanced  Undersea  MK  46  Test  Equipment  Weaponsman 

•  MK  48  Heavyweight  Torpedo  Test  Equipment  Maintenance  Technician 
(Heavyweight  Torpedo  Technician 

[MK  48  Heavyweight  Torpedo  (ADCAPj  Test  Equipment  Maint.  Technician 
(Torpedoman’s  Mate 
Sonar  Equipment 

_ iSonar,  General 

ISURTASS  Maintenance  Technician 
jOcean  Systems  Advanced  Maintenance  Technician 
(Ocean  Systems  ADP  Maintenance  Technician 
(Ocean  Systems  Communication^Maintenance  Technician 
ITDP  Maintenance  Technician 
__(Ocean  Systems  Technician  Analyst 

•  Ocean  Systems  Technician  Maintainer  . 

a  Submarine  Radioman  Tactical  Communications  Equipment  Technician 

(Sonar  Technician  G  (Surface) 

(AN/SQQ-30  Mine  Classifying/Detecting  Set  Maintenance  Technician 

(FFG-7  Sonar  Subsystem  Level  II  Technician 

jAN/SQQ-28(V)  Sonar  Subsystem  Level  II  Technician 

(Sonar  Auxiliary  Maintenance  and  Operations  Repairman 

[AN/800-89(V)2  Sonar  Subsystem  Level  I  Technician  (Operator) 

iAN/SQR-19(V)/SQQ-28(V)  Sonar  Subsystem  Level  II  Technician 

(AN/SLQ-48(V)  Mine  Neutralization  Systems  (MNS)  Operator/Maintainance  Technician 

(AN/SQQ-89(V)4  Sonar  Subsystem  Levei  I  Technican/Operator 

(AN/SQQ-89(V)1/3  Sonar  Subsystem  Level  I  Technician/Operator 

(AN/SQS-53B  Sonar  Subsystem  Level  II  Operator/Maintenance  Technician 

iAN/SQQ-89(V)  Integrated  Towed  Array  and  Sonobuoy  Sensors  Level  II  Technician 

iAN/SQQ-89(V)  MK-1 16  ASW  Control  System  Maintenance  Technician 

(Underwater  Fire  Control  Sys^m  MK  1 1^MOD  7/ASW  Control  Systems  Operator 

(MK-1 16  MOD  4  IJnderwater  Fire  (Control  System  Level  II  Technician 

(MK-1 16  MOD  1  Underwater  Fire  Crmtroi  System  Levei  II  Technician 

[Underwater  FC  System  filK-l  16  MOD  6/8  Anti-Submarine  Warfare  Control  Sys  Operatoi 

(AN/SQR-17/17A(V)  Series  SSPS  Level  11  Technician 

(Intermediate  Acoustic  Analyst 

(Journeyman  Level  Acoustic  Analyst 

•  AN/SQS-53C  Sonar  Subsystem  Level  II  Technician 
(AN/SQS-53A  Sonar  Subystem  Level  II  Technician 
(AN/SQQ-89(V)1/3  Sonar  Supervisor 


’  Footnotes  are  defined  in  the  introductory  material. 


2-11 


CHAPTER  2 


FIMLISTED  CONVERSION  TABLES 


DOD  OCC  1 

SERVICE  [SERVICE  0 

130  i 

JSN  iSTG0465 

JSN  ;STG0466 

130 

JSN  iSTG0488 

130  iUSN  iSTG0490 

130  iUSN  iSTS 

130  iUSN 

STS041 2 

130  IUSN 

STS0418 

130  i 

USN 

STSb419 

130 

USN 

STS0421 

130  1 

USN 

STS0422 

130 

USN  [STS0424 

130  i 

USN  i 

STS0425 

130 

USN 

STS0495 

130  iUSN  i 

STS0501 

130 

USCG  i 

140 

130' . ! 

USCG 

160 

14 

DOD 

14 

140 

DOD 

140 

140 

USAF 

2W200 

140 

USAF 

2W231 

140 

USAF 

2W251 

140 

USAF 

2W271 

140 

USAF 

2W291 

15 

DOD 

15 

150  1 

DOD 

150 

150 

USA 

25L 

150 

USA 

74G 

150 

USN 

9517 

15'0 . 

USN 

9573 

150 

156”"""" . 

USN 

AT ‘6607 

150 

USN  lAT  7988 

150 

USN  !AT  7989 

150 

USN 

AT  7991 

150 

USN 

AT  7992 

150 

USN 

DS 

150 

USN 

DS  1613 

150 

USN 

DS  1615 

150 

USN 

DS  1622 

150 

USN 

DS  1623 

150 

USN 

DS  1624 

150 

USN 

DS  1633 

150 

USN 

DS 1646 

150 

USN 

DS  1647 

150 

USN 

DS  1648 

150 

USN 

DS 1654 

150 

USN 

DS  1656 

150 

USN 

DS  1657 

150 

USN 

IDS  1658 

150 

USN 

DS  1664 

150 

USN 

IDS  1671 

150 

USN 

DS  1672 

150 

IUSN 

DS  1673 

150 

IUSN 

IDS  1674 

l'50 

IUSN 

IDS  1676 

150 

IUSN 

IDS  1677 

150 

IUSN 

IDS  1681 

150 

USN 

IDS  1682 

150 

USN 

DS  1684 

150 

IUSN 

iDS  1685 

150 

sUSMC 

12821 

150 

iUSMC 

12826 

[T 


SERVICE  OCC  TITLE 


AN/SQQ-89(V)2  Sonar  Supervisor 

iAN/SQQ-89(V)4/6  Sonar  Watch  Supervisor  __ . . 

^AN/SQQ-32  Minehunting  Sonar  Set  Operator  . . . 

!AN/SQQ-32  Minehunting  Sonar  Set  Maintenance  Technician 
a^Sonar  Technician  S  (Submarine)  _ . . 

BQQ-5/5  (V)  Submarine  Sonar  Basic  Maintenance  Technician 

a  AN/BSY-1  (XN-1)(V)  Basic  Organizational  Maintenance  Technician 
a  AN/BSY-1  {XN-1)(V)  Advanced  Organizational  Maintenance  Technician 
a'Sub  Speciai  Purpose  Acoustic  Equipment  Maintenance  Technician 
a  BQQ-5/5  (Series)  Submarine  Sonar  Advanced  Maintenance  Technician 
a*AN/BQQ-6  TRIDENT  Level  II  Journeyman  Operation  &  Maintenance  Technician 
a  AN/BQQ-6  TRIDENT  Level  III  Master  Operation  &  Maintenance  Technician 

a^Sonar  Technician  AN/BQQ5  Series  (B/C/D/E)  Advanced  Maintain^er _ _ 

asSubmarine  Sonar  Master  Analyst  _ _ _ 

!  Sonar  Technician  . . . . . - _ _ _ _ _ _ _ 

iSonar  Watchstander  . . . . . . . . 

Nuclear  Weapons  Equipment  . . . . . . 

•Nuclear  Weapons  Equipment  Repair,  General  _ _ _ _ 

i  Nuclear  Weapons  Manager  _  _ _ _ _ _ 

iNuclear  Weapons  Apprentice  . . . . . . . . . . . 

(Nuciear  Weapons  Journeyman  _ _ _ 

iNuclear  Weapons  Craftsman  . . . . . . . . . . 

iNuclear  Weapons  Superintendent  _ _ _ 

\ADP  Computers  . . . . 

ADP  Computers,  General  _  _  ,  ,  . . . . - . . . . . . 

iAN/TSO-73  ADA  Command  and  Controi  System  OPgtator/Maintainer 

[  jTeiecommunications  Computer  Operator-Maintainer _ _ _ _ _ _ _ _ 

1  tShip's  3-M  System  Coordinator_ . . . 

I  'SNAP  II  Ship  System  Coordinator 


'  jS-3B  Computer  £ystem_Specialjst  . . . . . 

i DigitaTbataTink  CommunicaWisJMA  Teo^  _ _ _ 

i  AWG-9/AWM-23  Lo  w  Frequency  Test  Station  ]MA  _ _ 

iAWG-9/AWD/i-23  Computer  Test  Station  IMA  fechnioi^an _ _ _ _ 

iAWG-9/AWM-23  Controls  and  Displays  Test  Stadon  l_MA  J^chm^^^^ 
iAWG-9/AWM-23  Module  Test  Station  IMA  Technician 
(Data  Systems  Technician 


Tactical  Command  System  (TCS)  AN/USQ^T9Tv6&vTl'i^2lT^^  Technician . . . . 

i  Shipboard  Tactical  Data  Systems  Technician  _ _ — - - — _ 

iCDS  Upgrade  Computer/Peripheral  Maintenance  Technician  _ . . . . . . . . 

iData  Communications  LINK  Maintenance  Technician  . . . . . . . 

'AN/UYQ-21  Computer  Display  System  Maintenance  Technician  . . . . . . . . 

■ASWOC  Fast  Time  Analyzer  Subystem  (FTAS)  Maintenance  Technician  . . . . . . . 

'FLTSATCOM  (SSIXS-OPCONCEN)  Maintenance  Technician  _ _ _ _ — ^ 

-NCCS  Ashore  Maintenance  Technician  ,  ,  ,  ,  .  -  ^ — 

iNCCS  Ashore  Operations  Support  System  Maintenance  Technician 
Intelligence  Center  Maintenance  Technician 

CV/CVN  Combat  Dir  System(CDS)/(ASWM)  Computer/Peripheral  Subsytem  Maintenance  Technician 

CV-ASWM  Fast  Time  Analyzer  Subsystem  Upgrade  Systems  Technician  .  . 

LDH  1  Class  ITAWDS  Computer/Peripheral  Susbystem  Maintenance  Technician  .  .  . 

iSNAP  I  Computer  System  Maintenance  Technician  .  . . . . . . .  . 

CG-26/CGN'-9,38/DDG-20/FFG-7/LHA-1  Class  Computer/Peripheral  Technician 

iDD-963  Class  Computer/Peripheral  Technician  . „ . . . . . . . . . 

LHA  Class  Computer  &  Associated  Subsystems  Technician 

iLHA  Integrated  Tactical  Amphibious  Warfare  Data  Systems  Maintenance  Technician  _ 

iTOMAHAWK  Command  and  Control  System  Maintenance  Technidan  _  . _ _ _ _ _ 

Joint  Maintenance  Command  Informtion  System  (JMCIS)  Maintenance  Technician 

iFFG-7  Class  Display  Equipment  Maintenance  Technician  . . . 

iDD-963/LHA  Class  Display  Equipment  Maintenance  Technjcian  _  . . 

CG/CGN/DDG  CDS  Upgrade  Data  Display  Techniciari 
Tactical  Support  Center  (TSC)  Acoustic  System  Maintenance  Technician 
i  Computer  Technician 


!AN/MSC-63A  Maintenance  technician 


Footnotes  are  defined  in  the  introductory  material. 
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1  SERVICE 

ISERVICE  OCC 

1 

1  SERVICE  OCC  TITLE 

llUSMC 

2855 

[Marine  Air-Ground  Intelligence  Systems  (MAGIS)  Technician 

USMC 

:5962 

iTactical  Air  Command  Central  Repairer 

USMC 

5963 

sTactical  Air  Operations  Module  Repairer 

USMC 

5964 

[Tactical  Air  Command  Center  CTAPS/Systems  Administrator 

USMC 

5974 

Tactical  Air  Command  Central  Technician 

USMC 

5979 

iTactical  Air  Operations  Module  Technician 

USMC 

6494 

[Computer  System  Technician,  Honeywell  DPS-6  (An/UYK-65(V))  System,  IMA 

USAF 

1A531 

lAirborne  Missions  Systems  Apprentice 

iUSAF 

1A551 

sAirborne  Missions  Systems  Journeyman 

USAF 

1A571 

Airborne  Missions  Systems  Craftsman 

USAF 

2E231 

[Electronic  Computer  and  Switching  Systems  Apprentice 

USAF 

2E231A 

Electronic  Computer  and  Switching  Systems  Apprentice,  AN/TYQ-32  (V)2  and  AN  FYQ-93 

USAF 

2E231B 

Electronic  Computer  and  Switching  Systems  Apprentice,  Airborne  Computer  Maintenance 

USAF 

2E231C 

Electronic  Computer  and  Switching  Systems  Apprentice,  Strategic  Communications  Systems 

USAF 

2E251 

Electronic  Computer  And  Switching  Systems  Journeyman 

USAF 

2E251A 

Electronic  Computer  and  Switching  Systems  Journeyman,  AN/TYQ-32(V2)  and  AN/FYQ-93 

USAF 

2E251B 

Electronic  Computer  and  Switching  Systems  Journeyman,  Airborne  Computer  Maintenance 

USAF 

2E251C 

[Electronic  Computer  and  Switching  Systems  Journeyman,  Strategic  Comm  Systems 

USAF 

2E271 

[Electronic  Computer  And  Switching  Systems  Craftsman 

USAF 

2E291 

Electronic  Computer  And  Switching  Systems  Superintendent 

WG 

26008 

[Electronic  Digital  Computer  Mechanic 

DOD 

16 

i  Teletype  and  Cryptographic  Equipment 

DOD 

160 

Teletype  and  Cryptographic  Equipment,  Generai 

,USA 

35J~ 

[Telecommunications  Terminal  Devices  Repairer 

lUSN 

ET1573 

[AIMS  (TSEC/Crypto)  Technician 

USN 

RM  2306 

Computer  Based  Training  Technician 

USN 

RM  2343 

(AN/UGC-143A(V)  Communications  Maintainer 

USN 

RM  23EY 

a 

Submarine  Radioman  Strategic  Communications  Equipment  Technician 

USN 

RM  23JS  ) 

a 

Submarine  Radioman  Tactical  Communications  Equipment  Technician 

iUSN  i 

RM  23MZ 

aiSubmarine  Radioman  Communications  Combined  Maintenance  Technician 

USN  1 

RM  23NJ 

ai Submarine  Radioman  Communications  Combined  Maintenance  Technician 

IUSN 

RM  23SM 

lUSN 

RM  23SO 

IUSN 

-RM  23TA 

IUSN 

RM  23TB 

IUSN 

RM  23TC 

iUSN  ' 

IRM  23TM 

. fuSN 

RM  23TO 

lUSMC 

12818 

lUSMC' 

1 2891 

USAF 

i2E331 

USAF 

2E351 

■USAF 

2E371 

IUSAF 

2E391 

DOD 

19 

DOD 

191 

USN 

1C  4743 

USN 

1C  4746 

USN 

1C  4747 

USMC 

4653 

USAF 

2E134 

USAF 

2E154 

USAF 

2E174 

USCG 

811 

WG 

53065 

DOD 

193 

USN 

ET  1471 

USN 

ET  1473 

USN 

ET  1479 

I  USN 

ET  1480 

IUSN 

ET  3323 

USN 

ET  3324 

!  a  SSN  ECS  Maintenance  Technician  . . 

a^SSN  ECS  Operator 

i  TRIDENT  Radioman  Exterior  Comm  Sub-Systems  Operations  and  Maint  Technician . 

i  aiTRiDENT  Radiomari  J_xterior  Cornm  Sub-Systems  Operations  and  Maint  Technician 

i  ajTRIDENT  Radioman  Exterior  Comm  Sub-Systems  Operations  and  Maint  Technician 

I  a  TRiDENT  ECS  Maintenance  Technician 
a  TRIDENT  ECS  Operator 

-  Computer/Tactical  Office  Machine  Repairer  ™ 

Data/Communications  Maintenance  Chief 
i  Secure  Communications  Systems  Apprentice 
Secure  Communications  Systems  Journeyman 

; Secure  Communications  Systems  Craftsman  . 

!  Secure  Communications  Systems  Superintendent 
Other  Electronic  Equipment 
i  Training  Devices 

jlntegrated  Launch  and  Recovery  TV  Surveiiiance  (ILARTS)  System  Maintenance  Technician 
iCIosed  Circuit  TV  Technician 
iBroadcast  Engineering  Technician 
Combat  Visuai  Information  Equipment  Technician 
Teievision  And  Intrusion  Detection  Systems  Apprentice 
■  Teievision  And  intrusion  Detection  Systems  Journeyman 

Teievision  And  Intrusion  Detection  Systems  Craftsman  ”  . . 

iTradesman  . . . . . . 

iPhysioiogical  Trainer  Mechanic 
Shipboard  Inertial  Navigation  Systems 
;URN-25  Tacticai  Air  Navigation  Technician 
iTacticai  Air  Navigation  (LIRN-20)  Technician 

iShip's  Nav.  &  Aircraft  Inertiai  Aiignment  System  (CVNS/SNAIS)  Technician 
iAN/FAC-6(V)  Intersite  System  Maintenance  Technician 
a  Centrai  Navigation  Computer  (CNC)  Tech  (CP-890B  or  TRIDENT  SSBN) 
ai Ships  Inertial  Navigation  System  (SINS)  Technician 


*  Footnotes  are  defined  in  the  introductory  material. 
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ENLISTED  CONVERSION  TABLES 


(DODOCt: 

SERVICE  ISERVICE  OCC  I 

3 

193 

USN 

ET  3327  1 

a 

193  1 

USN  i 

ET  3328 

a 

193  i 

USN  I 

ET9611 

a 

193 

USN  1 

OS  0325 

a 

198  I 

DOD 

198 

198  1 

USA  I 

35F 

198 

USA  5 

35H  1 

198 

USA  i 

35Y  i 

198 

USA  i 

39B 

198 

USN 

AT  6636 

198 

USN 

AT  6650 

198 

USN 

AT  6653 

198 

USN  i 

AT  6658 

198 

USN 

AT  6659 

198 

USN 

AT  6660 

198 

USN 

AT  6663 

198 

USN 

AT  6704 

198 

USN 

AT  6705 

198 

USN 

AT  6718 

198 

USN 

ET  1589  i 

198 

USMC 

2871  i 

198 

USMC 

2874 

198 

USMC 

2877 

198 

USMC 

2881 

198 

USAF 

2A000 

198 

USAF 

2A031A 

198 

USAF 

2A031B 

198 

USAF 

2A051A 

198 

USAF 

2A051B 

198 

'198 . 

Uw*  Ai 

USAp— 

2Ad71  B 

198 

USAF 

2A090 

198 

USAF 

2A135A 

198 

USAF 

2A135B 

198 

USAF 

2A155A 

... 

198 

(USAF 

2A155B 

198 

(USAF 

2A175A 

198 

iUSAF 

2A175B 

198 

mSAF 

.2A331A 

'l98 

iUSAF 

I2A331B 

198 

iUSAF 

i2A331C 

198 

iUSAF 

I2A332A 

198 

iUSAF 

i2A332B 

198 

IUSAF 

i2A332C 

198 

iUSAF 

i2A351A 

! 

198 

JUSAF 

i2A351B 

198 

IUSAF 

I2A351C 

198 

iUSAF 

i2A352A  1 

198 

iUSAF 

2A352B 

198 

IUSAF 

I2A352C 

198 

IUSAF 

i2A371  1 

198 

USAF 

I2A372  i 

198 

IUSAF 

I2A533A 

198 

IUSAF 

I2A533B  i 

198 

,USAF 

i2A533C  1 

198 

USAF 

!2A553A 

198 

USAF 

2A553B 

198 

IUSAF 

i2A553C 

198 

USAF 

i2A573A 

198 

IUSAF 

2A573B 

198 

IUSAF 

2A573C 

198 

IUSAF 

I2E531  i 

_ _ SERVICE  OCC  TITLE _ 

Navigation  AIDS  (NAVAIDS)  Technician  (TRIDENT  Navigation  Subsytem) 


Navigation  Electronic  Technician 
AN/SSN-2(V)4  Maintainer 
AN/SSN-2  (V)  4  Operator 

Electronic  Instruments,  N.E.C.  . 

Special  Electronic  Devices  Repairer  _ _  _ _ _ 

Test  Measurement,  and  Diagnostic  Equipment  jJMDE)  Maintenance  Support  Specialist  . 

Integrated  Family  of  Test  Equipment  (IFTE)  Operator  and”  Maintainer 

^Automatic  Test  Equipment  Operator/Maintainer  .  . .  . . . 

AN/USM-470(V)1  Automatic  Test  System  (ATS)  Off-Line  Maint.  Technician  . . 

AN/USM-470(V)1  Automatic  Test  System  (ATS)  Advanced  IMA  Technician  . . 

■  VAST  (USM-247  (V))  On-Line  Maintenance  Technician  . 

AN/L)SM-470(V)1  Automatic  test  System  (ATS)  On-Line  Maint.  Technician  __ 

AN/USM-247  Versatile  Avionic  Shop  Test  (VAST)  Advanced  Operator  (Intermediate  Mamt) 

Dynamic  Alignment  Test  Set  IMA  Technician  - 

VAST  (USM-247  (V))  Off-Line  Maintenance/Calibration  Technician  . 

CASS  Test  Station  Intermediate  Maintenance  Operator/Maintainer 

CASS  Test  Station  Inter  Maint  Calibration/Adv  Maint  Technician _ 

Electronics  Standards  Specialist 
Fleet  Electronics  Calibration  (FECL)  Technician 
Test  Measurement  and  Diagnostic  Equipment  Technician  _ 

1  Metrology  Technician 

I Radiac  Instrument  Technician  ,  _ 

iCommunication  Security  Equipment  Technician 
Avionics  Systems  Manager 

lAvionics  Test  Station  And  Components  Apprentice,  F-15/M11 
^Avionics  Test  Station  And  Cornponents  Appr^ice,  F-16/F-1 17/A-10/B-1 


B 


Avroriicsl^est  Station  And  Components  J£urneymam  . 

Avronios~fesF Station  And  ^  O/B-1 B 

Avioni’cTTesrs^^^^  Cornponents  Craftsman,  F-15/F-1 1 1  _  __ 

lAvi^niM  fesFstation  And  _Comp_one_nts  Crafts^ 

iAviordoFresTstation  And  Components  Superintended . 

'  l  Avionics  Support  Equipment  (SE)  Apprentice,  F-4 _ _ _ 

(Avionics  Support  Equipment  (SE)  Apprentice,  C-5 


Avionics  Support  Equipment  (SE)  Journeyman,  F-4  . . . . . 

(Avionics  Support  Equipment  (SE)  Journeymar^  C-5  _  _  . . . . . . — . . . 

(Avionics  Support  Equipment  (SE)  Craftsman,  F-4  _ _ _ _ _ _ _ 

(Avionics  Support  Equipment  (SE)  Craftsman,  C-5  . .  . . . . . . . . . . 

sF-l  5/F-1 1 1  Avionic  Systems  Apprentice,  Attack  Control  . . . . . 

iF-Ts/F-l  11  Avionic  Systems  Apprentice,  Instrument  And  Flight  Control  . 

(F-15/F-111  Avionic  Systems  Apprentice,  Comm,  Navigation,  And  Penetration  Aids  _  . . . 

(F-16  Avionic  Systems  Apprentice,  Attack  Control  _ _ _ 

iF-IB  Avionic  Systems  Apprentice,  Instrument  And  Flight  Control  . . . . . . 

F-ie  Avionic  Systems  Apprentice,  Comm,  Navigation,  And  Penetration  Aids  . . 

F-15/F-1 11  Avionic  Systems  Journeyman,  Attack  Control  _ _ _ _ _ 

iF-15/F-i  11  Avionic  Systems  Journeyman,  Instrument  And  Flight  Control  . . . 

(F-15/F-111  Avionic  Systems  Journeyman,  Comm,  Navigation,  And  Penetration  Ajds 

(F-ie  Avionic  Systems  Journeyman,  Attack  Control 

iF-16  Avionic  Systems  Journeyman,  Instrument  And  Flight  Control 

(F-16  Avionic  Systems  Journeyman,  Communication,  Navigation,  And  Penetration  Aids 

F-1 5/F-1 1  i  Avionic  Systems  Craftsman  . .  . 

iF-16  Avionic  Systems  Craftsman 

(Bomber  Avionics  Sys  Apprentice,  Offensive  Avionic  Sys,  CITS,  OBTS,  and  Doppler  Radar  Sys 
(Bomber  Avionics  Systems  Apprentice,  Instrument  And  Flight  Control  Computer 
Bomber  Avionics  Systems  Apprentice,  Comm,  Navigation,  And  Defensive  Avionic  Sys 
(Bomber  Avionics  Sys  Jrnyman,  Offensive  Avionic  Sys,  CITS,  OBTS,  and  Doppler  Radar  Sys 
1  Bomber  Avionics  Systems  Journeyman,  Instrument  And  Flight  Control  Computer 

Bomber  Avionics  Sys  Journeyman,  Comm,  Navigation,  Arid  Defensive  Avionic  Sys  . . . . 

TSornber  Avionics  Sys  Craftsman,  Offensive  Avionic  Sys,  (ilTS,  OBTS,  and  Doppler  Radar  Sys 

Bomber  Avionics  Systems  Craftsman,  Instrument  And  Flight  Control  Computer . 

Bomber  Avionics  Systems  Craftsman,  Comm,  Navigation,  And  Defensive  Avionic  Sys 
j  imagery  Sysfems  Maintenance  Apprentice  _ _ _ 


'  Footnotes  are  defined  in  the  introductory  materiai. 
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ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE 

SERVICE  OCC 

1  1  SERVICE  OCC  TITLE 

198 

USAF 

'2E551 

(Imagery  Systems  Maintenance  Journeyman 

198 

USAF 

2E571 

(Imagery  Systems  Maintenance  Craftsman 

198 

?USAF 

12P000 

(Precision  Measurement  Equipment  Laboratory  Manager 

198 

USAF 

=2P031 

(Precision  Measurement  Equipment  Laboratory  Apprentice 

198 

USAF 

2P051 

i  jPrecision  Measurement  Equipment  Laboratory  Journeyman 

198 

USAF 

2P071 

(Precision  Measurement  Equipment  Laboratory  Craftsman 

198 

USAF 

2P091 

1  (Precision  Measurement  Equipment  Laboratory  Superintendent 

198 

WG 

26002 

!  (Eiectronic  Measurement  Equipment  Mechanic 

198 

WG 

26004 

!  (Electronics  Mechanic 

198 

WG 

26006 

(Electronic  Industrial  Controis  Mechanic 

198 

WG 

26010 

(Electronic  Integrated  Systems  Mechanic 

2 

DOD 

2 

i  Communications  and  inteliigence  Speciaiists 

20 

DOD 

20 

\  Radio  and  Radio  Code 

201 

DOD 

201 

[Radio  Code  .  . 

201 

USA 

31C 

(Radio  Operator-Maintainer  . . . 

201 

USN 

RM 

(Radioman 

201 

USN 

RM  2301 

(Enlisted  Frequency  Manager 

201 

USN 

RM  S'is 

(Communications  System  Technical  Control  Operator 

201 

USN 

RM  2319 

(Communications  System  Technical  Control  Supervisor 

201 

USN 

RM  2321 

(Surface  Communications  Systems  Operator 

201 

liSMC 

2537 

(Radio  Chief 

201 

USMC 

2581 

(Radio  Frequency  Management  Technician 

201 

USMC 

2591 

(Operational  Communication  Chief 

201 

USMC 

7382 

(Airborne  Radio  Operator/Loadmaster 

201 

USMC 

8981 

(Military  Affiliate  Radio  System  Radio  Operator 

201 

USAF 

1A300 

Airborne  Communications  Systems  Manager 

201 

USAF 

1A331 

(Airborne  Communications  Systems  Apprentice 

201 

USAF 

1A351 

Airborne  Communications  Systems  Journeyman 

201 

USAF 

1A371 

lAirborne  Communications  Systems  Craftsman 

201 

USAF 

1A391 

(Airborne  Communications  Systems  Superintendent 

201 

USAF 

1A500 

Airborne  Missions  Systems  Manager 

201 . 

USAF 

1A591 

(Airborne  Missions  Systems  Superintendent 

201 

USAF 

3C131 

1  Radio  Communications  Systems  Apprentice 

201 

USAF 

3C132 

(Electromagnetic  Spectrum  Management  Apprentice 

201 

USAF 

3C151 

(Radio  Communications  Systems  Journeyman 

201 

USAF 

3C171 

(Radio  Communications  Systems  Craftsman 

201 

USAF  i3C172 

(Electromagnetic  Spectrum  Management  Craftsman 

201 

USAF 

3C191 

(Radio  Communications  Systems  Superintendent 

201 

USAF 

3C192 

(Electromagnetic  Spectrum  Management  Superintendent 

201 

USAF 

3C231 

(Communications  -  Computer  Systems  Control  Apprentice 

201 

USAF 

3C251 

(Communications  -  Computer  Systems  Control  Journeyman 

201 

USAF 

3C271 

(Communications  -  Computer  Systems  Control  Craftsman 

201 

USAF 

3C291 

(Communications  -  Computer  Systems  Control  Superintendent 

201 

USCG  ! 

350 

(Radioman 

201 

USCG  i 

355 

(Radioman  Watchstander 

202 

DOD  ! 

202 

sNon-Code  Radio 

202 

USN  s 

RM  2358 

(SFIF  SATCOM  Systems  Operator 

202 

USN  1 

RM  2375 

sTactical  Support  Communications  (TSCOMM)  Replacement  Program  System  Operator 

202 

USN  ? 

RM  2378 

5 VERDIN/ISABPS  Shore  Communications  System  Operator 

202 

USMC  i 

2531 

(Field  Radio  Operator  ”  .  . 

202 

USMC  ^ 

2532 

(Multichannel  Equipment  Operator 

202  1 

USMC  1 

2534 

(High  Frequency  Communication  Central  Operator 

202 

USMC  12535 

(Fleet  SATCOM  Terminal  Operator 

202 

USMC  12536 

(Ground  Mobile  Forces  SATCOM  Operator 

203  1 

DOD  1 

203  1 

\Non-Radio  Communications  (Visual) 

203 

USN  1 

SM  1 

(Signalman 

203 

USCG  1 

121  I 

(Signalman 

203 

USN  ! 

CT  9303  1 

(Integrated  Data  Network  Exchange  Operations  and  Maintenance 

DOD 

21 

i  Sonar 

210  i 

DOD  1 

210 

Sonar  Operator,  General 

210 

USN  i 

AW 

(Aviation  Antisubmarine  Warfare  Operator 

210  1 

USN  1 

AW  7821  i 

(P3B/C  Acoustic  Sensor  Operator 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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210 

USN 

AW  7825 

ASW  Operations  Center  Equipment  Operator 

210 

USN 

AW  7827 

ASW  Operations  Center  Electronic  Warfare  Analyst  _  _  . . 

210 

USN 

AW  7834 

§S3B  Multi-Sensor  Operator  . . . 

210 

USN 

AW  7835 

Tactical  Support  Center  (TSC)  Systems  Operator . . 

210 

USN 

AW  7836 

CV/CVN  ASWMOD/TSC  Watch  Supervisor 

Pin 

USN 

AW  7841 

P-3C  UPDATE  lil  Acoustic  Sensor  Operator 

210 

USN 

AW  7846 

CV-ASM  Moduie  (ASWMOD)  Equipment  Operator 

210 

USN 

AW  7851 

P3B/EP-3J  Non-Acoustic  Operatoror 

2io 

USN 

AW  7861 

P3C  Non-Acoustic  Operator  . . . . 

210 

USN 

AW  7872 

SH3H  Muiti-Sensor  Operator  . . 

210 

USN 

AW  7873 

SH60B  Multi  Sensor  Operator  _ _ , . . . . 

210 

USN 

AW  7874 

SH2G  Multi-Sensor  Operator  .  ,  .  . 

210 

USN 

AW  7876 

SH60F  Muiti-Sensor  Operator  . . 

_ 

USN 

AW  7877 

Update  III  ASUW  Improvement  Program  (AlP)  Non-Acoustic  Operator  _  _ _ 

210 

USN 

OT 

iOcean  Systems  Technician  . 

210 . 

USN 

OT  0612 

TDP  Displays  Analyst  . . . 

210 

USN 

OT  0614 

SURTASS  Analyst 

210 

USN 

OT  0615 

iiAP  Dispiays  Anaiyst 

210 . 

USN 

OT  0619 

lIUSS  Acoustic  Anaiyst 

P10 

USN 

STG0417 

ASW  Specialist  . 

210 

USN 

STG0505 

lUSS  Analyst  . 

210  . . 

"usn"' 

STG0506 

lUSS  Maintenance  Technician  . 

210" 

usn' 

STG0507 

iUSS  Master  Analyst  . 

210 

USN 

STS0416 

Acoustic  Intelligence  Speciaiist  . 

22 

DOD 

22 

Radar  and  Air  Traffic  Control 

221 

DOD 

221 

Radar  . . . . . . . . . .  . . 

221 

USA 

13R 

a 

FA  Firefinder  Radar  Operator  __  _ _ _ _ _ .  ,  . . . . . 

221 

USN 

OS 

Operations  Speciaiist  . . . .  . . . . . 

221 

USN 

OS  0302 

AN/SYS-2  Integrated  Automatic  Detection  and  Tracking  (lADT)  Systems  Operator  . . 

221 . 

USN 

OS  0310 

AEGIS  Operations  Specialist  (CG  65-DDG^79)  . 

221 

usn" 

OS  0311 

AEGiS  Operations  Speciaiist  (CG  47-64)  ,  . . . . 

221 

USN 

OS  0318 

Air  Intercept  Controller  . 

221 

USN 

OS  0319 

Superviory  Air  Intercept  Controller 

221 

USN 

OS  0321 

Antisubmarine  Air  Controller  ___  _  _  _  . _ _ _ 

221 

USN 

0S  0322 

LAMPS  MK  III  Air  Tactical  Control  Operator  _  ^  „ . ,  .  _ 

22J 

MSN 

OS  0324 

ASW/ASUW  Tactical  Air  Controller  (AST/ 

221 

USN 

OS  0332 

TOMAHAWK  Weapon  System  (Surface)  Operator 

221 

USN 

OS  0334 

Harpnnn  (AN/SWG-1A)  Enoaoement  Planning  Operator  . 

221 

USN 

OS  0336 

Tartir.fll  Support  Center  (TSC)  Ooerations  Control  Operator  . 

221  . 

usn' 

OS  0342 

Navy  Tactical  Command  System  Afloat  (NTCS-A)  Operator 

221 

USN 

OS  0344 

^la^/y  rommanri  and  Control  System  (NCOS)  Ashore  System/Operator 

221 

USN 

SN  9720 

Seaman  -  Communications  and  Intelligence  Specialists  . 

P  P  1 

USMC 

0842 

a 

Field  Artillery  Radar  Operator  . . 

221  . . 

USMC 

7234 

Air  Command  &  Control  Electronics  Operator  . . . . 

221 

USMC 

7236 

Tactical  Air  Defense  Controller  . . . . . . . . . . . . 

221 

USMC 

7242 

Air  Support  Operations  Operator  . . . . . 

221 

usaf" 

1A400 

Airborne  Warning  Command  And  Control  Systems  Manager  . .  _  . _ . 

221 

USAF 

1A431 

Airborne  Warning  Command  And  Control  Systems  Apprentice 

221 

USAF 

1A451 

Airborne  Warning  Command  And  Control  Systems  Journeyman 

221 

USAF 

1A451D 

■  Airborne  Warning  Command  And  Control  Systems  Journeyman,  Weapons  Director . 

22-1 

USAF 

1A4'71 

■Airborne  Warning  Command  And  Control  Systems  Craftsman  . . 

221  ” 

;USAF 

1A471D 

Airborne  Warning  Command  And  Control  Systems  Craftsman,  Weapons  Director 

221 

iUSAF 

1A491 

■  Airborne  Warning  Command  And  Control  Systems  Superintendent 

221 

USAF 

lC50d 

Aerospace  Control  And  Warning  System  Manager 

221 

iUSAF 

1C531A 

Aerospace  Control  And  Warning  Systems  Apprentice,  Manuel  Systems 

221 

mSAF 

1C531B 

Aerospace  Control  And  Warning  Systems  Apprentice,  Sector  Operations  Control  Center 

221 

^USAF 

1C531C 

Aerospace  Control  And  Warning  Systems  Apprentice,  Theater  Air  Control  System 

221 

USAF 

1C551 

Aerospace  Control  And  Warning  Systems  Journeyrnan  .  . 

221 

USAF 

1C551D 

Aerospace  Control  And  Warning  Systems  Journeyman,  Weapons  Director 

221 

USAF 

1C571 

^Aerospace  Control  And  Warning  Systems  Craftsman  . . 

221 

iUSAF 

1C591 

i  Aerospace  Control  And  Warning  Systems  Superintendent . .  . . 

221 

SUSAF 

1C600 

'Soace  Systems  Operations  Manager  . 

'  Footnotes  are  defined  in  the  introductory  material. 
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221 

USAF 

1C631 

Space  Systems  Operations  Apprentice 

221 

USAF 

1C651 

Space  Systems  Operations  Journeyman 

221 

USAF 

1C671 

Space  Systems  Operations  Craftsman 

221 

USAF 

1C691 

Space  Systems  Operations  Superintendent 

221 

USCG 

130 

Radarman 

222 

DOD 

222 

Air  Traffic  Control 

222 

USA 

93C 

iAir  Traffic  Control  Operator 

222 

USN 

AC 

Air  Traffic  Controller 

222 

USN 

AC  6901 

Facility  Rated  Approach  Controller 

222 

USN 

AC  6902 

Carrier  Air  Traffic  Control  Center  Controller 

222 

USN 

AC  6903 

Amphibious  Air  Traffic  Control  Center  Controllers 

222 

USN 

AN  9720 

Airman  -  Communications  and  Intelligence  Specialists 

222 

USN 

ET  1570 

Air  Traffic  Control  Communications  Technician 

222 

USMC 

7252 

Air  Traffic  Controller-Tower 

222 

USMC 

7253 

lAir  Traffic  Controller-Radar 

222 

USMC 

7254 

(Radar  Approach  Controller 

222 

USMC 

7291 

(Senior  Air  Traffic  Controller 

222 

USAF 

1C100 

(Air  Traffic  Control  Manager 

222 

USAF 

1C131 

(Air  Traffic  Control  Apprentice 

222 

USAF 

1C151 

(Air  Traffic  Control  Journeyman 

222 

USAF 

1C171 

(Air  Traffic  Control  Craftsman 

222 

USAF 

1C191 

(Air  Traffic  Control  Superintendent 

222 

USCG 

591 

(Air  Controlman 

222 

GS 

2152 

(Air  Traffic  Control 

222 

GS 

2154 

(Air  Traffic  Assistance 

23 

DOD 

23 

i  Signal  Intelligence/Electronic  Warfare 

230 

DOD 

230 

Signal  Intelligence/Electronic  Warfare,  Genera! 

230 

USA 

98Z 

(Signals  Intelligence/Electronic  Warfare 

230 

USN 

CT  9104 

(Telemetry  Collection  and  Analysis  Technician 

230 

USN 

CT  9112 

BULLSEYE  Outstation  Operator 

230 

USN 

CT  9116 

Cryptologic  Supervisor 

230 

USN 

CT  9124 

Direct  Support  (DIRSUP)  Operator 

230 

USN 

CT  9125 

OUTBOARD  System  Operator 

230 

USN 

CT  9126 

SEAMARK  Advanced  Operator 

230 

USN 

CT  9131 

Combat  Direction  Finding  System  (AN/SRS-1)  Operator 

230 

USN 

CT  9132 

Cryptologic  Surface  Warfare  Systems  Supervisor 

230 

USN 

CT  9133 

CROSSHAIR  Net  Control  Station  (NCS)/CROSSHAIR  Support  Center  (CSC)  Operator 

230 

USN 

CT  9134 

Subsurface  Augmentee  Operator 

230 

USN 

CT  9135 

Subsurface  Augmentee  ELINT  Operator 

230 

USN 

CT  9137 

Apprentice  Analysis  and  Reporting  Specialist 

230 

USN 

CT  9176 

CLASSIC  WIZARD  System  Support  Operator 

230 

USN 

CT  9177 

CLASSIC  Owl  Operator 

230 

USN 

CT  9190 

Special  Security  Assistant 

230 

USN 

CT  9304 

Database  Administrator 

230 

USN 

CTM9103 

Fleet  Cryptologic  Systems  Maintenance  Technician 

230 

USN 

CTT9160 

Classic  Wizard  EDP  Tuner 

230 

USN 

CTT9170 

CLASSIC  WIZARD  Basic  Operator 

230 

USN 

CTT9171 

CLASSIC  WIZARD  Collection  System  Operator 

230 

USN 

CTT9174 

Classic  Wizard  Configuration  Maintenance  Analyst 

230 

USN 

CTT9175 

CLASSIC  WIZARD  Reporting  System  Operator 

230 

USN 

EW 

Electronics  Warfare  Technician 

230 

USN 

OS  0303 

ACDS  Block  1  Operator 

230 

USMC 

2691 

Signals  Intelligence/Electronic  Warfare  Chief 

231 

DOD 

231 

intercept  Operators  (Code  and  Non-Code) 

231 

USA 

97G 

Multi-Discipline  Counter-Intelligence  Operator/Analyst 

231 

USA 

98D 

Emitter  Locator/Identifier 

231 

USA 

98G 

Voice  Interceptor 

231 

USA 

98H 

Morse  Interceptor 

231 

USA 

98K 

Non-Morse  Interceptor/Analyst 

231 

USN 

CT 

Cryptologic  Technician 

231 

USN 

CT  9102 

Battle  Force  ELINT  Analyst  (BFEA) 

231 

USN 

CT  9138 

Journeyman  Analysis  and  Reporting  Specialist 

’  Footnotes  are  defined  in  the  introductory  material. 
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231 

USN 

CTR  i 

Cryptologic  Technician  Collection 

231 

USN  1CTR9147 

Intermediate  Signals  Analyst 

231 

USN 

CTR9149 

Advanced  Signals  Analyst 

231 

USN 

CTR9154  i 

Collection  and  Forwarding  System  (CFS)  Operator 

231 

USN 

CTR9155 

Collection  and  Forwarding  System  (CFS)  Analyst 

231 

USN 

CTR9166  ! 

Advanced  High  Freguency  Direction  Finding  Specialist 

231 

USN 

CTR9169 

Morse  Code  Intercept  Operator 

231 

USN 

CTT 

Cryptologic  Technician  Technical 

231 

USN 

CTT9141 

Intermediate  Technical  ELINT  (TECHELINT)  Analysis  Technician 

231 

USN 

CTT9158 

CIASSIC  WIZARD  Analyst 

231 

USMC 

2621 

Communications  Intelligence  Intercept  Operator/Analyst 

231 

USMC 

2631 

Electronic  Intelligence  Intercept  Operator/Analyst 

231 

USMC 

2651 

Special  Intelligence  Communicator 

231 

USAF 

1N231 

Signals  Intelligence  Production  Apprentice 

231 

USAF 

1N251 

Signals  Intelligence  Production  Journeyman 

231 

USAF 

1N271 

iSignals  Intelligence  Production  Craftsman 

231 

USAF 

1N291 

(Signals  Intelligence  Production  Superintendent 

232 

DOD 

232 

Analysis 

232 

USA 

98C 

iSignais  Intelligence  Analyst 

232 

USN 

8203 

(ES-3  Electronic  Warfare  Operational  Intelligence  Crewman 

232 

USN 

8295 

Cryptologic  Technician  Operator/Analyst 

232 

USN 

8296 

SEP-3E  Cryptologic  Technician  Operator/Analyst 

232 

USN 

8297 

ES-3A  Cryptologic  Technician  Operator/Analyst 

232 

USN 

CTI 

(Cryptologic  Technician  Interpretative 

232 

USN 

CTI9192 

(Basic  Thai  Linguist 

232 

USN 

CTI9193 

(Basic  Indonesian  Linguist 

232 

USN 

CTI9194 

•  Basic  Cambodian  Linguist 

232 

USN 

CTI9195 

•  Basic  Burmese  Linguist 

232 

USN 

CTI9196 

Basic  Maly  Linguist 

232 

USN 

CTI9197 

•  Basic  Serbio-Croatian  Linguist 

232 

USN 

CTI9198 

•Basic  Polish  Linguist 

232 

USN 

CTI9201 

•  Basic  Russian  Linguist 

232 

USN 

CTI9202 

•  Basic  Tagalog  Linguist 

232 

USN 

CTI9203 

•  Basic  Spanish  Linguist 

232 

USN 

CTI9204 

•  Basic  French  Linguist 

232 

USN 

CTI9207 

•  Basic  German  Linguist 

232 

USN 

CTI9208 

•  Basic  Albanian  Linguist 

232 

USN 

CTI9209 

•  Basic  Persian  (Farsi)  Linguist 

232 

USN 

CTI9211 

•  Basic  Chinese  (Madarin)  Linguist 

232 

USN 

CTI9212 

•  Basic  Korean  Linguist 

232 

USN 

CTI9213 

Basic  North  Vietnamee  Linguist 

232 

USN 

CTI9215 

Basic  Hebrew  Linguist 

232 

USN 

CTI9216 

Basic  Arabic  Linguist 

232 

USN 

CTI9310 

Basic  Bulgarian  Linguist 

232 

USN 

CTI9311 

Basic  Georgian  Linguist 

232 

USN 

CTI9312 

Basic  Kurdish  Linguist 

232 

USN 

CTI9313 

Basic  Portuguese  Linguist 

232 

USN 

CTI9314 

Basic  Romanian  Linguist 

232 

USN 

CTI9315 

Basic  Ukrainian  Linguist 

232 

USMC 

2629 

Signals  Intelligence  Analyst 

232 

USMC 

2643 

Cryptologic  Translator 

232 

USMC 

2649 

Cryptanalyst 

232 

USMC 

2669 

Cryptologic  Support  Specialist 

232 

USMC 

2671 

Cryptologic  Linguist,  Arabic 

232 

USMC 

2673 

•  Cryptologic  Linguist,  Korean 

232 

USMC 

2674 

•  Cryptologic  Linguist,  Spanish 

232 

USMC 

2675 

•  Cryptologic  Linguist,  Russian 

232 

USAF 

1N200 

•  Signals  Intelligence  Analysis  Manager 

232 

USAF 

1N331A 

Germanic  Cryptologic  Linguist  Apprentice,  German 

232 

USAF 

1N331B 

•  Germanic  Cryptologic  Linguist  Apprentice,  Dutch 

232 

USAF 

1N331C 

•  Germanic  Cryptologic  Linguist  Apprentice,  Flemish 

232 

USAF 

1N331D 

•  Germanic  Cryptologic  Linguist  Apprentice,  Swedish 

Footnotes  are  defined  in  the  introductory  material. 
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232 

USAF 

1N331E 

Germanic  Cryptologic  Linguist  Apprentice,  Afrikaans 

232 

USAF 

1N332A 

Romance  Cryptologic  Linguist  Apprentice,  Spanish  (Latin  American) 

232 

USAF 

1N332B 

Romance  Cryptologic  Linguist  Apprentice,  Portuguese  (Latin  American) 

232 

USAF 

1N332C 

Romance  Cryptologic  Linguist  Apprentice,  French 

232 

USAF 

1N332D 

Romance  Cryptologic  Linguist  Apprentice,  Italian 

232 

USAF 

1N332E 

Romance  Cryptologic  Linguist  Apprentice,  Romanian 

232 

USAF 

1N332F 

Romance  Cryptologic  Linguist  Apprentice,  Haitian-Creole 

232 

USAF 

1 N332G 

Romance  Cryptologic  Linguist  Apprentice,  l\/lolodovan 

232 

USAF 

1N333A 

Slavic  Cryptologic  Linguist  Apprentice,  Russian 

232 

USAF 

1N333B 

Slavic  Cryptologic  Linguist  Apprentice,  Polish 

232 

USAF 

1N333C 

•  Slavic  Cryptologic  Linguist  Apprentice,  Czech 

232 

USAF 

1N333D 

iSlavic  Cryptologic  Linguist  Apprentice,  Serbo-Croatian 

232 

USAF 

1N333E 

•  Slavic  Cryptologic  Linguist  Apprentice,  Russian  (White) 

232 

USAF 

1N333F 

Slavic  Cryptologic  Linguist  Apprentice,  Hungarian 

232 

USAF 

1N333G 

Slavic  Cryptologic  Linguist  Apprentice,  Lithuanian 

232 

USAF 

1N333H 

Slavic  Cryptologic  Linguist  Apprentice,  Slovenian 

232 

USAF 

1N333J 

Slavic  Cryptologic  Linguist  Apprentice,  Bulgarian 

232 

USAF 

1N333L 

Slavic  Cryptologic  Linguist  Apprentice,  Macedonian 

232 

USAF 

1N334A 

Far  East  Cryptologic  Linguist  Apprentice,  Chinese  (Mandarin) 

232 

USAF 

1N334B 

Far  East  Cryptologic  Linguist  Apprentice,  Vietnamese 

232 

USAF 

1N334C 

Far  East  Cryptologic  Linguist  Apprentice,  Thai 

232 

USAF 

1N334 

Far  East  Cryptologic  Linguist  Apprentice,  Cambodian 

232 

USAF 

1N334E 

Far  East  Cryptologic  Linguist  Apprentice,  Lao 

232 

USAF 

1N334F 

Far  East  Cryptologic  Linguist  Apprentice,  Japanese 

232 

USAF 

1N334H 

Far  East  Cryptologic  Linguist  Apprentice,  Chinese  (Cantonese) 

232 

USAF 

1N334J 

Far  East  Cryptologic  Linguist  Apprentice,  Tagalog 

232 

USAF 

1N335A 

Mid  East  Cryptologic  Linguist  Apprentice,  Arabic 

232 

USAF 

1N335B 

Mid  East  Cryptologic  Linguist  Apprentice,  Arabic  (Syrian) 

232 

USAF 

1N335C 

Mid  East  Cryptologic  Linguist  Apprentice,  Hebrew 

232 

USAF 

1N335D 

Mid  East  Cryptologic  Linguist  Apprentice,  Persian 

232 

USAF 

1N335E 

Mid  East  Cryptologic  Linguist  Apprentice,  Turkish 

232 

USAF 

1N335F 

f  * 

Mid  East  Cryptologic  Linguist,  Greek 

232 

USAF 

1N335G 

Mid  East  Cryptologic  Linguist  Apprentice,  Indonesian 

232 

USAF 

1N335H 

Mid  East  Cryptologic  Linguist  Apprentice,  Hindi-Urdu 

232 

USAF 

1N335J 

Mid  East  Cryptologic  Linguist  Apprentice,  Armenian 

232 

USAF 

1N335K 

Mid  East  Cryptologic  Linguist  Apprentice,  Azeri 

232 

USAF 

1N335L 

Mid  East  Cryptologic  Linguist  Apprentice,  Pushtu 

232 

USAF 

1N335M 

Mid  East  Cryptologic  Linguist  Apprentice,  Georgian 

232 

USAF 

1N335N 

Mid  East  Cryptologic  Linguist  Apprentice,  Tadzhik 

232 

USAF 

1N335P 

Mid  East  Cryptologic  Linguist  Apprentice,  Kazakh 

232 

USAF 

1N335Q 

Mid  East  Cryptologic  Linguist  Apprentice,  Turkmen 

232 

USAF 

1N335R 

Mid  East  Cryptologic  Linguist  Apprentice,  Uzbek 

232 

USAF 

1N351A 

Germanic  Cryptologic  Linguist  Journeyman,  German 

232 

USAF 

1N351B 

Germanic  Cryptologic  Linguist  Journeyman,  Dutch 

232 

USAF 

1N351C 

Germanic  Cryptologic  Linguist  Journeyman,  Flemish 

232 

USAF 

1N351D 

Germanic  Cryptologic  Linguist  Journeyman,  Swedish 

232 

USAF 

1N351E 

Germanic  Cryptologic  Linguist  Journeyman,  Afrikaans 

232 

USAF 

1N352A 

Romance  Cryptologic  Linguist  Journeyman,  Spanish  (Latin  American) 

232 

USAF 

1N352B 

Romance  Cryptologic  Linguist  Journeyman,  Portuguese  (Latin  American) 

232 

USAF 

1N352C 

Romance  Cryptologic  Linguist  Journeyman,  French 

232 

USAF 

1N352D 

•  Romance  Cryptologic  Linguist  Journeyman,  Italian 

232 

USAF 

1N352E 

•  Romance  Cryptologic  Linguist  Journeyman,  Romanian 

232 

USAF 

1N352F 

•  Romance  Cryptologic  Linguist  Journeyman,  Haitian-Creole 

232 

USAF 

1N352G 

•  Romance  Cryptologic  Linguist  Journeyman,  Molodovan 

232 

USAF 

1N353A 

•  Slavic  Cryptologic  Linguist  Journeyman,  Russian 

232 

USAF 

1N353B 

Slavic  Cryptologic  Linguist  Journeyman,  Polish 

232 

USAF 

1N353C 

Slavic  Cryptologic  Linguist  Journeyman,  Czech 

232 

USAF 

1N353D 

Slavic  Cryptologic  Linguist  Journeyman,  Serbo-Croatian 

232 

USAF 

1N353E 

•  Slavic  Cryptologic  Linguist  Journeyman,  Russian  (White) 

232 

USAF 

1N353F 

•  Slavic  Cryptologic  Linguist  Journeyman,  Hungarian 

232 

USAF 

1N353G 

•  Slavic  Cryptologic  Linguist  Journeyman,  Lithuanian 

232 

USAF 

1N353H 

iSlavic  Cryptologic  Linguist  Journeyman,  Slovenian 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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232 

USAF 

1N353J 

m 

Slavic  Cryptologic  Linguist  Journeyman,  Bulgarian 

232 

USAF 

1N353K 

Slavic  Cryptologic  Linguist  Journeyman,  Ukrainian 

232 

USAF 

1N353L 

Slavic  Cryptologic  Linguist  Journeyman,  Macedonian 

232 

USAF 

1N354A 

Far  East  Cryptologic  Linguist  Journeyman,  Chinese  (Mandarin) 

232 

USAF 

1N354B 

Far  East  Cryptologic  Linguist  Journeyman,  Vietnamese 

232 

USAF 

1N354C 

Far  East  Cryptologic  Linguist  Journeyman,  Thai 

232 

USAF 

1N354D 

Far  East  Cryptologic  Linguist  Journeyman,  Cambodian 

232 

USAF 

1N354E 

Far  East  Cryptologic  Linguist  Journeyman,  Lao 

232 

USAF 

1N354F 

Far  East  Cryptologic  Linguist  Journeyman,  Japanese  _ _ 

232 '■ 

USAF 

1N354G 

Far  East  Cryptologic  Linguist  Journeyman,  Korean 

'232 " 

USAF 

1N354H 

Far  East  Cryptologic  Linguist  Journeyman,  Chinese  (Cantonese)  . . 

232 

USAF 

1N354J 

Far  East  Cryptologic  Linguist  Journeyman,  Tagalog  . . . . 

232 

USAF 

1N355A 

Mid  East  Cryptologic  Linguist  Journeyman,  Arabic 

232 . . 

USAF 

1N355B 

^  Mid  East  CrvDtoloaic  Linguist  Journeyman,  Arabic  (Syrian)  . 

232"~"" 

USAF 

1N355C 

Mid  East  Cryptologic  Linguist  Journeyman,  Hebrew 

232 

‘uSAF 

1N355D 

Mid  East  Cryptologic  Linguist  Journeyman,  Persian 

232 

USAF 

1N355E 

Mid  East  Cryptologic  Linguist  Journeyman,  Turkish 

232 . . . 

USAF 

1N355F 

Mid  East  Cryptologic  Linguist  Journeyman,  Greek 

'232 

USAF 

1N355G 

Mid  East  Cryptologic  Linguist  Journeyman,  Indonesian 

232 . 

USAF 

1N355H 

Mid  East  Cryptologic  Linguist  Journeyman,  Hindi-Urdu 

232 

USAF 

1N355J 

Mid  East  Cryptologic  Linguist  Journeyman,  Armenian 

232  . 

USAF 

1N355K 

Mid  East  Cryptologic  Linguist  Journeyman,  Azeri 

232 

USAF 

1N355L 

Mid  East  CrvDtolooic  Linguist  Journeyman,  Pushtu 

232"’" . 

USAF 

1N355M 

Mid  East  Cryptologic  Linguist  Journeyman,  Georgian 

232 

USAF 

1N355N 

Mid  East  Cryptologic  Linguist  Journeyman,  Tadzhik 

232 . 

USAF 

1N355P 

Mid  East  Cryptologic  Linguist  Journeyman,  Kazakh 

23'2' . 

USAF 

1N355Q 

Mid  East  Cryptologic  Linguist  Journeyman,  Turkmen 

232 . 

USAF 

1N355R 

Mid  East  Cryptofogic  Linguist  Journeyman,  Uzbek  . . 

232 

USAF 

1N371A 

Germanic  Cryptologic  Linguist  Craftsman,  German 

'232 . 

usaf”"’ 

1N371B 

Germanic  Cryptologic  Linguist  Craftsman,  Dutch 

232 . 

usaf” 

iN371C 

Germanic  Cryptologic  Linguist  Craftsman,  Flemish  . . 

’2’32’" 

USAF 

"Tn3'71'd” 

Germanic  Cryptologic  Linguist  Craftsman,  Swedish  . . . 

232 

USAF 

1N371E 

Germanic  Cryptologic  Linguist  Craftsman,  Afrikaans  . 

232 

USAF 

1N372A 

Romance  Cryptologic  Linguist  Craftsman,  Spanish  (Latin  American) 

232 

USAF 

1N372B 

Romance  Cryptologic  Linguist  Craftsman,  Portuguese  (Latin  American) 

232” . 

USAF 

1N372C 

Romance  Cryptologic  Linguist  Craftsman,  French 

232 

USAF 

1N372D 

Romance  Cryptologic  Linguist  Craftsman,  Italian 

232 

USAF  ’ 

1N372E  ’ 

Romance  Crvotolooic  Linguist  Craftsman,  Romanian 

232 

USAF 

1N372F 

Romance  Crvotolooic  Linguist  Craftsman,  Haitian-Creole 

'2a2 

usaf’ 

1N372G 

Romance  Crvotolooic  Linguist  Craftsman,  Molodovan 

232 

USAF 

1N373A 

Slavic  Crvotolooic  Linguist  Craftsman,  Russian 

232 

USAF 

1N373B 

Slavic  Crvotolooic  Linguist  Craftsman,  Polish 

232 

USAF 

1N373C 

Slavic  Cryptologic  Linguist  Craftsman,  Czech  .  . . 

232"''” 

USAF 

1N373D 

Slavic  Cryptologic  Linguist  Craftsman,  Serbo-Croatian  .  .  . 

232 . 

USAF 

1N373E 

Slavic  Crvptoloflic  Linguist  Craftsman,  Russian  (White)  . . 

2^2"’ . 

USAF 

1N373F 

Slavic  Cryptologic  Linguist  Craftsman,  Hungarian  _ _ _ _ 

2321 

USAF 

1N373G 

Slavic  Cryptologic  Linguist  Craftsman,  Lithuanian  . 

'232 

USAF 

1N373H 

Slavic  Cryptologic  Linguist  Craftsman,  Slovenian 

232 

USAF 

1N373J 

Slavic  Cryptologic  Linguist  Craftsman,  Bulgarian 

232""'"" 

USAF 

1N373K 

Slavic  Cryptologic  Linguist  Craftsman,  Ukrainian 

232 

USAF 

1N373'l 

Slavic  Cryptologic  Linguist  Craftsman,  Macedonian  _ 

232 

USAF 

1N374A 

Far  East  Cryptologic  LinguistCraftsman,  Chinese  (Mandarin)  _ 

232 

USAF 

1N374B 

Far  East  Cryptologic  Linguist  Craftsman,  Vietnamese  _  ....  _ _ 

232 

USAF 

1N374C 

Far  East  Cryptologic  Linguist  Craftsman,  Thai 

232 

USAF 

1N374D 

Far  East  Cryptologic  Linguist  Craftsman,  Cambodian 

232 

USAF 

1N374E 

Far  East  Cryptologic  Linguist  Craftsman,  Lao 

232 

USAF 

1N374F 

Far  East  Cryptologic  Linguist  Craftsman,  Japanese 

232 

USAF 

1 N374G 

Far  East  Cryptologic  Linguist  Craftsman,  Korean 

232 

USAF 

1 N374H 

Far  East  Cryptologic  Linguist  Craftsman,  Chinese  (Cantonese) 

232 

USAF 

1N374J 

Far  East  Cryptologic  Linguist  Craftsman,  Tagalog 

232  " 

USAF 

1N375A 

Mid  East  Cryptologic  Linguist  Craftsman,  Arabic 

232 

USAF 

1N375B 

Mid  East  Cryptologic  Linguist  Craftsman,  Arabic  (Syrian) 

'  Footnotes  are  defined  in  the  introductory  meteriai. 
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232 

USAF 

1N375C 

Mid  East  Cryptologic  Linguist  Craftsman,  Hebrew 

232 

USAF 

1N375D 

Mid  East  Cryptologic  Linguist  Craftsman,  Persian 

232 

USAF 

1N375E 

Mid  East  Cryptologic  Linguist  Craftsman,  Turkish 

232 

USAF 

1N375F  ^ 

Mid  East  Cryptologic  Linguist  Craftsman,  Greek 

232 

USAF 

1N375G 

Mid  East  Cryptologic  Linguist  Craftsman,  Indonesian 

232 

USAF 

1N375H 

Mid  East  Cryptologic  Linguist  Craftsman,  Hindi-Urdu 

232 

USAF 

1N375J 

Mid  East  Cryptologic  Linguist  Craftsman,  Armenian 

232 

USAF 

1N375K 

sMid  East  Cryptologic  Linguist  Craftsman,  Azeri 

232 

USAF 

1N375L 

iMid  East  Cryptologic  Linguist  Craftsman,  Pushtu 

232 

USAF 

1N375M 

iMid  East  Cryptologic  Linguist  Craftsman,  Georgian 

232 

USAF 

1N375N 

iMid  East  Cryptologic  Linguist  Craftsman,  Tadzhik 

232 

USAF 

1N375P 

Mid  East  Cryptologic  Linguist  Craftsman,  Kazakh 

232 

USAF 

1N375Q 

Mid  East  Cryptologic  Linguist,  Craftsman,  Turkmen 

232 

USAF 

1N375R 

Mid  East  Cryptologic  Linguist  Craftsman,  Uzbek 

232 

USAF 

1N390 

Cryptologic  Linguist  Superintendent 

232 

USAF 

1N431 

Signals  Intelligence  Analysis  Apprentice 

232 

USAF 

1N451 

Signals  Intelligence  Analysis  Journeyman 

232 

USAF 

1N471 

Signals  Intelligence  Analysis  Craftsman 

232 

USAF 

1N491 

iSignals  Intelligence  Analysis  Superintendent 

232 

GS 

1 541 

b  Cryptanalysis 

233 

DOD 

233 

Eiectronic  Countermeasures 

233 

USA 

96H 

Imagery  Ground  Station  Operator 

233 

USA 

98J 

Noncommunications  Interceptor 

233 

USN 

8284 

Electronics  Warfare  Operational  Intelligence  Crewman 

233 

U’SN 

EW  1 733 

Electronics  Warfare  Systems  Technician  (AN/SLQ-32(V)2) 

233 

USN 

EW  1 734 

. 

Electronics  Warfare  Systems  Technician  (SLQ-32(V)3) 

233 

USN 

EW  1736 

SQL-32(V)4  Maintenance  Technician 

233 

USN 

EW  1737 

Electronics  Warfare  Systems  Technician  (AN/SLQ-32(V)5) 

233 

USN 

EW  1738 

AN/SLQ-32(V)3  Journeyman  Maintenance  Technician 

233 

USN 

EW  1743 

Electronics  Warfare  Systems  Technician  (AN/WLR-1H) 

233 

USN 

EW  1781 

Electronics  Warfare  Technician  (Advanced  Application) 

233 

USN 

IS  3907 

OSIS  Baseline  Upgrade  (OBU)  User/Analyst 

233 

USMC 

8621 

... 

Surveillance  Sensor  Operator 

233 

USAF 

1N600 

Defensive  C3cm  Manager 

233 

USAF 

1N631  I 

Electronic  System  Security  Assessment  Apprentice 

233 

USAF 

1N651 

Electronic  System  Security  Assessment  Journeyman 

233 

USAF 

1N671 

Electronic  System  Security  Assessment  Craftsman 

233 

USAF 

1N691 

Electronic  System  Security  Assessment  Superintendent 

24 . ^ 

DOD 

24 

inteiligance 

241 

DOD 

241 

Language  interrogation/interpretation 

241 

USA 

97E 

Interrogator 

241 

USA 

97L 

T  ranslator/Interpreter 

241 

USN 

9520 

Consecutive  Foreign  Language  Translator 

241 

USN 

9590 

Support  Equipment  Asset  Managerf 

241 

USMC 

0251  1 

Interrogation-T ranslation  Specialist 

241 

USMC 

8611  1 

Interpreter  (Designated  Language) 

241 

USAF 

8D000 

Linguist  Debriefer/interrogator 

241 

USAF 

9L000 

Interpreter/translator 

241 

GS 

1040 

Language  Specialist 

242 

DOD 

242 

image  Interpretation 

242 

USA 

96D 

Imagery  Analyst 

242 

USN 

IS 

!  Intelligence  Specialist 

242 

USN 

IS  3901 

Satellite  Sensor  Interpreter 

242 

USN 

IS  3910 

Ndval  Imagery  Interpreter 

242 

USN 

IS  3922 

Navy  Tactical  Command  System-Afloat  (NTCS-A)  IDB  Analyst 

242 

USN 

IS  3923 

Navy  Tact.  Comm.  System-Afloat  (NTCS-A)  Strike  Plan  Appl.  Analyst 

242 

USN 

IS  3924 

i  NTCS-A  Operational  Intelligence  Analyst 

242 

USN 

IS  3925 

i Digital  Imagery  Workstation  Suite  Afloat  (DIWSA)  Operator/Analyst 

242 

USMC 

0241 

i  Imagery  Interpretation  Specialist 

242 

USAF 

1N000 

Intelligence  Applications  And  Exploitation  Manager 

242 

USAF 

1N131 

Imagery  Analysis  Apprentice 

242 

USAF 

1N151 

imagery  Analysis  Journeyman  | 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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242 

USAF 

1N171 

■ 

Imagery  Analysis  Craftsman 

242  . 

USAF 

INI  91 

Imagery  Analysis  Superintendent 

243 

DOD 

243 

Operationai  inteiiigence 

243 

USA 

37F 

Psychological  Operations  Specialist 

243 

USA 

96B 

Intelligence  Analyst 

243 

USA 

96R 

a 

Ground  Surveillance  Systems  Operator  _ 

243 

USA 

96U 

Unmanned  Aerial  Vehicle  Operator  . . 

243 

USA 

96Z 

Intelligence  Senior  Sergeant 

243 

USN 

IS  3905 

Independent  Surface  Warfare  Operational  Intelligence  (OPINTEL)  Analyst 

243 

USMC 

0231 

Intelligence  Specialist 

243 

USMC 

0291 

Intelligence  Chief  .  .  . 

243 

USMC 

8431 

Psychological  Operations  Non-Commissioned  Officer 

243 

USMC 

8441 

Civil  Affairs  Non-Commissioned  Officer  .  . . . . 

243 

USAF 

1N031 

Intelligence  Applications  Apprentice  ,,  _ 

243  ' 

USAF 

1N051 

Intelligence  Applications  Journeyman  .  . . .  „ 

243 

USAF 

1N071 

Intelligence  Applications  Craftsman 

243 

USAF 

1N091 

Intelligence  Applications  Superintendent 

243 

USCG 

411 

Intelligenceman  ....  .  ,  . - 

244 

DOD  1244 

Counterinteiiigence 

244 

USA 

97B 

Counterintelligence  Agent  . 

244 

USA  ' 

97Z 

Counterintelligence/Human  Intelligence,  Senior  Sergeant 

'244" 

USMC 

0211 

Counterintelligence  Specialist 

25 

DOD 

25 

Combat  Operations  Controi 

250 

DOD 

250 

Combat  Operations  Controi,  Generai  . 

250 

USA 

13C 

a 

Automated  Fire  Support  Systems  Specialist 

250"'“"' 

USA 

13E 

a 

Cannon  Bre  Direction  Specialist 

250 

USA 

13F 

a?  Fire  Support  Specialist  .  . . . . . . . 

250 

USA 

19D 

aiCavalry  Scout  . . .  . . . . . . 

250 

USA 

93B 

iAerosoout  Observer 

250 

USN 

FC  1321 

!  Combat  Systems  Senior  Enlisted  . . . .  . 

250 

USMC  "" 

0848 

a 

Field  Artillery  Operations  Man  .  . . . .  _  \ 

250 

USMC 

8711 

iOround  Operations  Specialist  . 

250 

USAF 

1C200 

iCombat  Control  Manager  . . . . . . 

250 . . 

USA?  ~ 

1C231 

a 

Combat  Control  Apprentice  . . . . . .  . . . 

250 

USAF 

1C251 

a 

Combat  Control  Journeyman  . . . 

250 

USAF 

1C271 

a 

Combat  Control  Craftsman  . 

250 

USAF 

1C291 

a 

Combat  Control  Superintendent 

250 . 

usaf"  ' 

1C  300 

Command  And  Control  Manager  . . . . . . . 

250 

USAF 

1C331 

Command  And  Control  Apprentice  . 

250 

USAF 

1C351 

Command  And  Control  Journeyman 

250 

USAF 

1C371 

Command  And  Control  Craftsman  .  . . . 

250 

USAF 

1C400 

Tactical  Air  Command  And  Control  Manager  . . . . . . 

250 

USAF 

1C431 

a 

Tactical  Air  Command  And  Control  Apprentice  . . . . . 

250 

USAF 

1C451 

a 

Tactical  Air  Command  And  Control  Journeyman  _ _ 

USAF 

1C471 

a 

Tactical  Air  Command  And  Control  Craftsman 

250 

USAF 

VC491 

a 

Tactical  Air  Command  And  Control  Superintendent  . . . . . „ . „„ 

26  ^ 

DOD 

26 

Communications  Center  Operations 

260 

DOD 

260 

Communications  Center  Operations,  Generai 

260 

USA 

31F 

Network  Switching  Systems  Operator-Maintainer  .  . .  . .  _ 

260 

USA 

31W 

Telecommunications  Operations  Chief  ,  .  . . 

260 

USA 

31Z 

Senior  Signal  Sergeant  . . . 

260 

USA 

74C 

Record  Telecommunications  Operator  . 

260 

USN 

CTM9285 

FIPW  Fundamentals  Technician 

260 

USN 

CTO 

Cryptologic  Technician  Communications 

260’”" 

USN 

Ct09l“78 

NEWSDEALER  Communications  Operator 

260 

USN 

'^"Cf09182 

Automated  Telecommmunications  Systems  Technician 

260 

USN 

CT09185 

Tacintel  Communications  Operator 

260 

USN 

CT09186 

CryptoLogic  Technical  Control  Operator 

USN 

CTR9152 

Communications  Satellite  (COMSAT)  Operator 

260 

USN 

CTR9153 

Communications  Satellite  Analyst  . . . .  . . 

260 

USN 

RM  2350 

NAVMACS(V)5  Ship  System  Operator  _ _ _ _ _ _ _ 

260 

USN 

RM  2354 

FLTSATCOM  (SSIXS-OPCONCEN)  Operator 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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260 

USN 

RM  2363 

DSCS  Satellite  Operator 

260 

USMC 

2542 

Communication  Center  Operator 

260 

USMC 

2549 

Communication  Center  Chief 

260 

USMC 

2585 

PLRS  Master  Station  Operator 

260 

USCG 

370 

Telecommunications  Specialist 

260 

USCG 

375 

Telecommunications  Watchstander 

260 

GS 

0382 

Telephone  Operating 

260 

GS 

0390 

Communications  Relay  Operation 

260 

GS 

0392 

General  Communications 

3 

DOD 

3 

Health  Care  Specialists 

30 

DOD 

30 

Medicai  Care 

300 

DOD 

300 

Medical  Care  and  Treatment  General  { 

300 

USA 

91B 

Medical  Specialist 

3(. 

USA 

91B  Y6 

Cardiovascular  Specialist 

300 

USA 

91C 

Practical  Nurse 

300 

USA 

91V 

Respiratory  Specialist 

300 

USN 

HA 

Hospitalman  Apprentice 

300 

USN 

hm‘ 

Hospital  Corpsman 

300 

USN 

HM  8404 

Medical  Field  Service  Technician 

300 

USN 

HM  8408 

Cardiovascular  Technician 

300 

USN 

HM  8425 

Surface  Force  Independent  Duty  Corpsman 

300 

USN 

HM  8427 

a 

Fleet  Marine  Force  Reconnaissance  Corpsman 

300 

USN 

HM  8454 

Electroneurodiagnostic  Technician 

300 

USN 

HM  8491 

a 

Special  Operations  Independent  Duty  Corpsman 

300 

USN 

HM  8492 

a 

Special  Operations  Technician 

300 

USN 

HM  8495 

j  Dermatology  Technician  | 

300 

USN 

HM  8541 

Respiratory  Therapy  Technician 

300' 

USN 

HN 

Hospitalman 

300 

USN 

HR 

Hospitalman  Recruit 

300  . 

USN 

SN  9730 

Seaman  -  Medical  and  Dental  Specialists 

300 

USAF 

4H000 

Cardiopulminary  Laboratory  Manager 

300 

USAF 

4H031 

Cardiopulmonary  Laboratory  Apprentice 

300 

USAF 

4H051 

Cardiopulmonary  Laboratory  Journeyman 

300 

USAF 

4H071 

Cardiopulmonary  Laboratory  Craftsman 

300 

usaf" 

4H091 

Cardiopulmonary  Laboratory  Superintendent 

300 

USAF 

4N000 

Medical  Service  Manager 

300 

USAF 

4N031 

Medical  Service  Apprentice 

300 

USAF 

4N031A 

Medical  Service  Apprentice,  Allergy/immunology 

300 

USAF 

4N031B 

Medical  Service  Apprentice,  Neurology 

300 

USAF 

4N051 

Medical  Service  Journeyman 

300 

USAF 

4N051A 

Medical  Service  Journeyman,  Allergy/immunology 

"300 

USAF 

4N051B 

Medical  Service  Journeyman,  Neurology 

300 

USAF 

4n671 

Medical  Service  Craftsman 

300 

USAF 

4N090 

Medical  Service  Superintendent 

300 

USCG 

870 

Health  Services  Technician 

300 

USCG 

891 

Hospitalman 

300 

GS 

0621 

Nursing  Assistant 

300 

GS 

0640 

Health  Aid  &  Technician 

300 

GS 

0649 

Medical  Machine  Technician 

300 

GS 

0699 

Medical  &  Health  Student  Trainee 

301 

DOD 

301 

Surgery 

301 

USA 

91 B  P2 

Ear,  Nose  and  Throat  Specialist 

301 

USA 

91D 

Operating  Room  Speciaiist 

301 

USN 

HM  8446 

Otoiaryngoiogy  Technician 

301 

USN 

HM  8483 

Operating  Room  Technician 

301 

USN 

HM  8486 

Urology  Technician 

301 

USAF 

4N131 

Surgical  Service  Apprentice 

301 

USAF 

4N131B 

Surgical  Service  Apprentice,  Urology 

301 

USAF 

4N131C 

Surgical  Service  Apprentice,  Orthopedics 

301 

USAF 

4N131D 

iSurgical  Service  Apprentice,  Otorhinolaryngology 

301 

USAF 

4N151 

i  Surgical  Service  Journeyman 

301 

USAF 

4N151B 

'Surgical  Service  Journeyman,  Urology 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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301 

USAF 

i4N151C 

•  Surgical  Service  Journeyman,  Orthopedics 

301 

USAF 

4N151D 

Surgical  Service  Journeyman,  Otorhinolaryngology 

301 

USAF 

4N171 

Surgical  Service  Craftsman 

301 

USAF 

i4N171B 

Surgical  Service  Craftsman,  Urology  _ 

301 

USAF 

i4N171C 

iSurgical  Service  Craftsman,  Orthopedics 

301 

USAF 

i4N171D 

i  Surgical  Service  Craftsman,  Otorhinolaryngology 

302 

DOD 

302 

Behaviorai  Sciences 

302 

USA 

91X 

^Mental  Health  Specialist 

302 

USN 

HM  8485 

!  Psychiatry  Technician 

302 

USAF 

4COOO 

Mental  Health  Service  Manager 

302 

USAF 

4C031 

•  Mental  Health  Service  Apprentice 

302 

USAF 

i4C051 

Mental  Health  Service  Journeyman 

302 

USAF 

4C071 

Mental  Health  Service  Craftsman 

302 

USAF 

4C091 

iMental  Health  Service  Superintendent  | 

303 

DOD 

303 

Therapy 

303 

USA 

S91B  N3 

Occupational  Therapy  Specialist 

303 

USA 

91B  N9 

1  Physical  Therapy  Specialist  | 

303 

USN 

HM  8466 

Physical  Therapy  Technician 

303 

USN 

HM  8467 

Occupational  Therapy  Assistant 

303 

USAF 

o 

o 

o 

-5 

Biomedical  Therapy  Manager 

303 

USAF 

4J031 

Occupational  Therapy  Apprentice 

303 

USAF 

4J032 

Physical  Therapy  Apprentice 

303 

USAF 

4J051 

Occupational  Therapy  Journeyman 

303 

USAF 

4J052 

Physical  Therapy  Journeyman 

303 

USAF 

4J071 

Occupational  Therapy  Craftsman 

303 

USAF 

4J072  ! 

Physical  Therapy  Craftsman 

303 

USAF 

43091 

Occupational  Therapy  Superintendent 

303 

USAF 

4J092 

Physical  Therapy  Superintendent 

303 

GS 

0636 

Rehabilitation  Therapy  Assistant 

303 

GS  ' 

0651 

Respiratory  Therapist 

304 

DOD 

304 

Orthopedic 

304 

USA  ’ 

91B  PI 

Orthopedic  Specialist 

304 

USN 

HM  8489 

Orthopedic  Cast  Room  Technician 

304 

USAF 

4U000 

Orthotic  Manager 

304 

USAF 

4U031 

Orthotic  Apprentice 

304 

USAF 

4U051 

Orthotic  Journeyman 

304 

USAF 

4U071 

Orthotic  Craftsman 

304 

USAF 

4U091 

Orthotic  Superintendent 

304 

GS 

0664 

Restoration  Technician 

304 

GS 

0667 

Orthotist  &  Prosthetist 

304 

GS 

0672 

b 

Prosthetic  Representative 

305 

DOD 

305 

•Aerospace  and  Underseas  Medicine  1 

305 

USN 

HM  8401 

iSearch  and  Rescue  Medical  Technician  1 

305 

USN 

HM  8402 

a 

Submarine  Force  Independent  Duty  Corpsman 

305 

USN 

HM  8403 

a 

Special  Amphibious  Reconnaissance  Independent  Duty  Corpsman 

305 

USN 

HM  8406 

lAerospace  Medical  Technician  | 

305 

USN 

HM  8493 

Medical  Deep  Sea  Diving  Technician 

305 

USN 

HM  8494 

Deep  Sea  Diving  Independent  Duty  Corpsman 

305 

USAF 

4F000 

Aeromedical  Manager 

305 

USAF 

4F031 

Aeromedical  Apprentice 

305 

USAF 

4F051 

Aeromedical  Journeyman 

305 

USAF 

4F071 

Aeromedical  Craftsman 

305 

USAF 

4F091 

Aeromedical  Superintendent 

31 

DOD 

31 

Anciiiary  Medicai  Support 

311 

DOD 

311 

Biomedicai  Laboratory  Services 

311 

USA 

91K  ! 

Medical  Laboratory  Specialist 

311 

USA 

91K  M2 

Cytology  Specialist 

311 

USA 

91  K  M4 

Blood  Donor  Center  Operations 

311  1 

USA 

91K  P9 

Biological  Sciences  Assistant 

311 

USA 

91Q  Y7 

Sterile  Pharmacy  Specialist 

311  i 

USN 

HM  8434 

Hemodialysis/Aspheresis  Technician 

311  ; 

USN 

HM  8496 

Mortician 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC 

1 

SERVICE  OCC  TITLE 

311 

USN 

HM  8501 

Basic  Laboratory  Technician 

311 

USN 

HM  8503 

Histopathology  Technician 

311 

USN 

HM  8505 

Cytotechnologist 

311 

USN 

HM  8506 

Advanced  Medical  Laboratory  Technician 

311 

USAF 

4T000 

Medical  Laboratory  Manager 

311 

USAF 

4T032 

Histopathology  Apprentice 

311 

USAF 

4T033 

Cytotechnolopy  Apprentice 

311 

USAF 

4T051 

Medical  Laboratory  Journeyman 

311 

USAF 

4T052 

Histopathology  Journeyman 

311 

USAF 

4T053 

Cytotechnology  Journeyman 

311 

USAF 

4T071 

Medical  Laboratory  Craftsman 

311 

USAF 

4T072 

Histopathology  Craftsman 

311 

USAF 

4T073 

Cytotechnology  Craftsman 

311 

USAF 

4T090 

Medical  Laboratory  Superintendent 

311 

GS 

0625 

Autopsy  Assistant 

311 

GS 

0642 

Nuclear  Medicine  Technician 

311 

GS 

0645 

Medical  Technician 

311 

GS 

0646 

Pathology  Technician 

311 

GS 

0650 

b 

Medical  Technical  Assistant 

312 

DOD 

312 

Pharmacy 

312 

USA 

91Q 

Pharmacy  Specialist 

312 

USN 

HM  8482 

Pharmacy  Technician 

312 

USAF 

4P000 

Pharmacy  Manager 

312 

USAF 

4P031 

Pharmacy  Apprentice 

312 

USAF 

4P051 

Pharmacy  Journeyman 

312 

USAF 

4P071 

Pharmacy  Craftsman 

312 

USAF 

4P091 

Pharmacy  Superintendent 

312 

GS 

0661 

Pharmacy  Technician 

313 

DOD 

313 

,  - 

Radiology 

313 

USA 

91P 

Radiology  Specialist 

313 

USA 

91 P  M5 

Nuclear  Medicine  Specialist 

313 

USN 

HM  8416 

Clinical  Nuclear  Medicine  Technician 

313 

USN 

HM  8451 

Basic  X-Ray  Technician 

313 

USN 

HM  8452 

Advanced  X-Ray  Technician 

313 

USAF 

I4R666' 

Diagnostic  Imaging  Manager 

313 

USAF 

4R031 

Diagnostic  Imaging  Apprentice 

313 

USAF 

4R031A 

Diagnostic  Imaging  Apprentice,  Nuclear  Medicine 

313 

USAF 

4R031B 

1  Diagnostic  imaging  Apprentice,  Ultrasound 

313 

USAF 

4R031C 

■  Diagnostic  imaging  Apprentice,  Magnetic  Resonance  Imaging 

313 

USAF 

4R051 

■  Diagnostic  Imaging  Journeyman 

313 

USAF 

4R051A 

■  Diagnostic  Imaging  Journeyman,  Nuclear  Medicine 

313 

USAF 

4R051B 

■  Diagnostic  Imaging  Journeyman,  Ultrasound 

313 

USAF 

4R051C 

Diagnostic  Imaging  Journeyman,  Magnetic  Resonance  Imaging 

313 

USAF 

4R0'7i 

Diagnostic  Imaging  Craftsman 

313 

USAF 

4R071A 

Diagnostic  Imaging  Craftsman,  Nuclear  Medicine 

313 

USAF 

4R071B  i 

Diagnostic  Imaging  Craftsman,  Ultrasound 

313 

USAF 

4R071C  1 

Diagnostic  Imaging  Craftsman,  Magnetic  Resonance  Imaging 

313 

USAF 

4R090 

Diagnostic  Imaging  Superintendent 

313 

GS 

0647 

Diagnostic  Radiologic  Technologist 

313 

GS 

0648 

Therapeutic  Radiologic  Technologist 

32 

DOD 

32 

Biomedical  Sciences  and  Allied  Health 

321 

DOD 

321 

Veterinary  Medicine 

321 

USA 

91R 

Veterinary  Food  Inspection  Specialist 

321 

USA 

91T 

Animal  Care  Specialisi 

321 

GS 

0704 

Animal  Health  Technician 

321 

GS 

1863 

b  Food  Inspection  I 

322 

DOD 

322 

Environmental  Health  Services 

322 

USA 

91S 

Preventive  Medicine  Specialist 

322 

USN 

HM  8407 

Radiation  Health  Technician 

322 

USN 

HM  8432 

Preventive  Medicine  Technician 

322 

USAF 

4B000 

Bioenvironmental  Engineering  Manager 

322 

USAF 

4B031 

Bioenvironmental  Engineering  Apprentice 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE 

SERVICE  OCC 

1 

SERVICE  OC 

322 

USAF 

4B051 

Bioenvironmental  Engineering  Journeyman 

322 

USAF 

4B071 

Bioenvironmentai  Engineering  Craftsman 

322 

USAF 

4B091 

Bioenvironmentai  Engineering  Superintendent 

322 

USAF 

4E000 

Public  Heaith  Manager 

322 

USAF 

4E031 

Public  Heaith  Apprentice 

322 

USAF 

4E051 

Public  Heaith  Journeyman 

322 

USAF 

4E071 

Public  Heaith  Craftsm. 

322 

USAF 

4E091 

Public  Heaith  Superintendent 

322 

GS 

0698 

Environmental  Health  Technician 

322 

GS 

1864 

b 

Public  Health  Quarantine  Inspection 

323 

DOD 

323 

Ophthalmology/Optometry 

323 

USA 

42E 

Optical  Laboratory  Specialist 

323 

USA 

91B  P3 

Eye  Specialist 

323 

USN 

HM  8445  i 

Ocular  Technician 

323 

USN  ‘ 

HM  8463 

Optician 

323 

USAF 

4V000  i 

Optometry  Manager 

323 

USAF 

4V031 

Optometry  Apprentice  _ 

323 

USAF 

4V031A 

Optometry  Apprentice,  Ophthaimoiogy 

323 

USAF 

4V051 

Optometry  Journeyman 

323 

USAF 

4V051A 

Optometry  Journeyman,  Ophthaimoiogy 

323 

USAF 

4V071A 

Optometry  Craftsman,  Ophthalmology 

323 

USAF 

4V090 

Optometry  Superintendent 

324 

DOD 

324 

Physiology 

324 

USA 

91 S  N4 

Health  Physics  Specialist 

324 

USN 

HM  8409 

Aerospece  Physioiogy  Technician 

324 

USAF 

4M000 

Aerospace  Physioiogy  Manager 

324 

USAF 

4M031 

Aerospace  Physioiogy  Apprentice 

324 

USAF 

4M051  f 

Aerospace  Physioiogy  Journeyman 

324 

USAF 

^4M071  i 

Aerospace  Physioiogy  Craftsman 

324 

USAF 

4M091  i 

Aerospace  Physioiogy  Superintendent 

32S 

DOD 

325 

Diet  Therapy 

325 

USA 

91M  1 

Hospital  Food  Service  Speciailst 

325 

USAF 

4D000 

Diet  Therapy  Manager 

325 

USAF 

4D031 

Diet  therapy  Apprentice 

325 

USAF 

4D051 

Diet  Therapy  Journeyman 

325 

USAF 

4D071  i 

Diet  Therapy  Craftsman 

325 

USAF 

4D091 

Diet  Therapy  Superintendent 

326 

DOD 

326 

Biomedical  Equipment  Maintenance  &  Repair 

326  — 

91A 

Medicai  Equipment  Repairer 

326 

USN 

DT  8732 

Dentai  Equipment  Repair  Technician 

326 

USN 

HM  8478 

Advanced  Biomedicai  Equipment  Technician 

326 

USN 

HM  8479 

Basic  Biomedical  Equipment  System  Technician 

326 

USAF 

4A200 

Biomedical  Equipment  Manager 

326 

USAF 

4A231 

Biomedical  Equipment  Apprentice 

326 

USAF 

4A251 

Biomedical  Equipment  Journeyman 

326 

USAF 

4A271 

Biomedical  Equipment  Craftsman 

326 

USAF 

4A291 

Biomedical  Equipment  Superintendent 

327 

DOD 

327 

Other  Biomedical  Science  and  Allied  Health 

327 

USN 

HM  8472 

Biomedicai  Photography  Technician  _ 

33 

DOD 

33 

Dental  Care 

330 

DOD 

330 

Dental  Care,  General 

330 

USA 

91E 

Dentai  Speciaiist 

330 

USN 

DA 

Dentaiman  Apprentice 

330 

USN 

DN 

Dentaiman 

330 

USN 

DR 

Dentaiman  Recruit 

330 

USN 

DT 

Dental  Technician 

330 

USN 

DT  8703 

Dental  Administrative  Technician 

330 

USN 

DT  8707 

Fieid  Service  Dental  Technician 

330 

USN 

DT  8708 

Dental  Hygienist 

330 

USN 

DT  8783 

Dentai  Surgical  Technologist 

330 

USAF 

4Y000 

Dentai  Manager 

330 

USAF 

4Y031 

Dentai  Assistant  Apprentice 

’  Footnotes  are  defined  in  the  introductory  material. 
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SERVICE  OCC  TITLE 

330 

USAF 

4Y051 

Dental  Assistant  Journeyman 

330 

USAF 

4Y071 

Dental  Assistant  Craftsman 

330 

USAF 

4Y090 

Dental  Superintendent 

330 

USCG 

890 

Health  Services  -  Dental 

330 

GS 

0681 

Dental  Assistant 

330 

GS 

0682 

Dental  Hygiene 

331 

DOD 

331 

Dental  Laboratory 

331 

USA 

91E  N5 

Dental  Laboratory  Specialist 

331 

USN 

DT  8752 

Dental  Laboratory  Technician,  Basic 

331 

USN 

DT  8753 

Dental  Laboratory  Technician,  Advanced 

331 

USN 

DT  8765 

Dental  Laboratory  Technician,  Maxillofacial 

331 

USAF 

4Y032 

Dental  Laboratory  Apprentice 

331 

USAF 

4Y052 

Dental  Laboratory  Journeyman 

331 

USAF 

4Y072 

Dental  Laboratory  Craftsman 

331 

GS 

0683 

Dental  Laboratory  Aid  &  Technician 

34 

DOD 

34 

Medical  Administration  and  Logistics 

340 

DOD 

340 

Medical  Administration 

340 

USA 

71G 

Patient  Administration  Specialist 

340 

USN 

HM  8424 

Advanced  Medical  Administration  Technician 

340 

USAF 

4A000 

Health  Services  Management  Support  Manager 

340 

USAF 

4A031 

Health  Services  Management  Apprentice 

340 

USAF 

4A051 

Health  Services  Management  Journeyman 

3‘; 

USAF 

4A071 

Health  Services  Management  Craftsman 

340 

USAF 

4A091 

Health  Services  Management  Superintendent 

340 

GS 

0669 

Medical  Record  Librarian 

340 

GS 

0675 

Medical  Record  Technician 

340 

GS 

0679 

Medical  Clerk 

341 

DOD 

341 

Medical  Logistics 

341 

USA 

76J  ■ 

Medical  Supply  Specialist 

341 

USAF 

4Alb6 

Medical  Materiel  Manager 

341 

USAF 

4A111 

Medical  Materiel  Helper 

341 

USAF 

4A131 

Medical  Materiel  Apprentice 

341 

USAF 

4A151 

Medical  Materiel  Journeyman 

341 

USAF 

4A171 

Medical  Materiel  Craftsman 

341 

USAF 

4A191 

Medical  Materiel  Superintendent 

341 

GS 

622 

Medical  Supply  Aide  and  Technician 

4 

DOD 

4 

Other  Technical  and  Allied  Specialists 

40 

DOD 

40 

Photography 

400 

DOD 

400 

Photography,  General 

400 

USA 

25M 

Multimedia  Illustrator 

400 

USA 

25R 

Visual  Information  Equipment  Operator-Maintainer 

400 

USA 

25V 

Combat  Documentation/Production  Specialist 

400 

USA 

25Z 

Visual  Information  Operations  Chief 

400 

USN 

8288 

Aerial  Cameraman 

400 

USN 

PH 

Photographer’s  Mate 

400 

USN 

PH  8126 

Photographic  Quality  Controlman 

400 

USN 

PH  81 :  ■ 

EH-38  Photographic  Quality  Control  Technician 

400 

USN 

PH  8143 

Video/Film  Camerman 

400 

USN 

PH  8144 

Motion  Picture/TV  Director 

400 

USN 

PH  8147 

Photojournalism  Specialist 

400 

USN 

PH  8148 

Photojournalist 

400 

USN 

PH  8192 

sPhotoqraphic  Equipment  Maintenance  Technician 

400 

USN 

PH  8193 

!  Electronic  Imaging  System  Specialist 

400 

USMC 

4641 

Combat  Photographic  Specialist 

400 

USMC 

4671 

Combat  Motion  Media  Photographer 

400 

USMC 

4672 

I  Motion  Picture  Editor/Scriptwriter 

400 

USMC 

4691 

Visual  Information  Chief 

400 

USAF 

3N032 

Radio  And  Television  Broadcasting  Apprentice 

400 

USAF 

3N052 

iRadio  And  Television  Broadcasting  Journeyman 

400 

USAF 

3N072 

Radio  And  Television  Broadcasting  Craftsman 

400 

USAF 

3V000 

iVisual  Information  Manager 

400 

USAF 

3V032 

:Still  Photographic  Apprentice 

^  Footnotes  are  defined  in  the  introductory  materiai. 
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m 

SERVICE  OCC  title 

400 

USAF 

i3V033 

■Visual  Information  Production-documentation  Apprentice 

400 

USAF 

^3V052 

■  Still  Photographic  Journeyman 

400 

USAF 

3V053 

fVisual  Information  Production-documentation  Journeyman  i 

400 

USAF 

3V072 

Still  Photographic  Craftsman 

400 

USAF 

3V073 

■  Visual  Information  Production-documentation  Craftsman 

400 

USAF 

3V090 

Visual  Information  Services  Superintendent 

400 

USCG 

340 

■  Photojournalist 

400 

GS 

1060 

^Photography  j 

400 

WG 

39010 

•  Motion  Picture  Projection 

400 

WG 

39011 

Sound  Recording  Equipment  Operating 

400 

WG 

39019 

■  Television  Equipment  Operating 

400 

WG 

39040 

Broadcasting  Equipment  Operating 

400 

WG 

39041 

■Public  Address  Equipment  Operating 

400 

WG 

90003 

sFilm  Assembling  &  Repairing 

400 

WG 

90004 

■  Motion  Picture  Developing/Printing  Machine  Operating 

41 

DOD 

41 

Mapping,  Surveying,  Drafting,  and  iilustrating 

411 

DOD 

411 

‘.Mapping 

411 

USA 

81C 

■  Cartographer 

411 

USA 

81Q 

Terrain  Analyst 

411 

USMC 

0261 

■  Topographic  Intlligence  Specialist 

411 

GS 

1371 

■  Cartographic  Technician 

411 

GS 

1374 

■  Geodetic  Technician 

412 

DOD 

412 

Surveying 

412 

USA 

81Z 

■  Topographic  Engineering  Supervisor 

412 

USA 

82C 

alField  Artillery  Surveyor 

412 

USA 

82D 

■  Topographic  Surveyor 

412 

USMC 

1361 

Engineer  Assistant 

412 

USAF . 

3E531 

Engineering  Apprentice 

412 

USAF 

3E551 

Engineering  Journeyman 

412 

USAF 

3E571 

Engineering  Cragsman 

412 . 

USAF 

3E591 

Engineering  Superintendent 

412 

USCG 

671 

Engineering  Aide 

412 

USCG 

673 

Engineering  Aide  -  Surveyor 

412 

GS 

0817 

Surveying  Technician 

413 

DOD 

_ 

Drafting 

4^3  ^ 

USA 

51T 

Technical  Engineering  Specialist 

4l'3  '  ‘ 

USCG 

672 

Engineering  Aide  -  Draftsman 

413 

¥s 

0818  ^ 

Engineering  Drafting 

413 

GS 

1021 

Office  Drafting 

414 

DOD 

414 

illustrating 

414 

USN 

DM 

Illustrator  Draftsman 

414 

USMC 

4611 

■  Graphics  Specialist 

414 

USAF 

3V031 

■  Visual  Information  Apprentice 

414 

USAF 

3V051 

Visual  Information  Journeyman 

414 

USAF 

3V071 

Visual  Information  Craftsman 

414 

GS 

1010 

Exhibits  Specialist 

414 

GS 

1020 

Illustrating 

414 

WG 

41004 

Sign  Painting 

414 

WG 

44045 

biBanknote  Designing  | 

42 

DOD 

42 

Weather 

420 

DOD 

420 

Weather,  General 

420 

USA 

93F 

Field  Artillery  Meteorological  Crewmember 

420 

USN 

AG 

Aerographer's  Mate 

420 

USN 

AG  7412 

Analyst-Forecaster 

420 

USN 

AN  9740 

Airman  -  Other  Technical  and  Allied  Specialists 

420 

USMC 

0847 

a?Artillery  Meteorological  Man  | 

420 

USMC 

6821 

Weather  Observer 

420 

USMC 

6842 

Weather  Forecaster 

420 

USAF 

1W000 

Weather  Manager 

420 

USAF 

1W031 

Weather  Apprentice 

420  j 

USAF 

1W031A 

Weather  Apprentice,  Forecaster 

420  lUSAF 

1W051 

Weather  Journeyman 

’  Footnotes  are  defined  in  the  introductory  materiai.  2-28 
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420 

USAF 

1W051A 

iWeather  Journeyman,  Forecaster 

420 

lUSAF 

1W071A 

(Weather  Craftsman,  Forecaster 

420 

USAF 

1W091 

(Weather  Superintendent 

420 

SGS 

1341 

(Meteorological  Technician 

43 

DOD 

43 

Ordnance  Disposal  and  Diving 

431 

DOD 

431 

EOD/UDT 

431 

USA 

55D 

(Explosive  Ordnance  Disposal  Specialist 

431 

USN 

5309 

^Explosive  Ordnance  Disposal  Mobile  Unit  (EODMU)  Apprentice 

431 

USN 

5320 

a 

Basic  Combatant  Swimmer 

431 

USN 

5323 

a  SDV  Pilot/Navigator/DDS  Operator 

431 

USN 

5326 

a  Combatant  Swimmer  (SEAL) 

431 

USN 

5330 

EOD  Apprentice  Diver 

431 

USN 

5332 

EOD  Technician 

431 

USN 

5333 

EOD  Technician/Parachutist 

431 

USN 

5339 

Explosive  Ordnance  Disposal  Mobile  Unit  (EODMU)  Diver 

431 

iUSMC 

2336 

Explosive  Ordnance  Disposal  Technician 

431 

USAF 

3E800 

Explosive  Ordnance  Disposal  Manager 

431 

USAF 

3E831 

Explosive  Ordnance  Disposal  Apprentice 

431 

iUSAF 

3E851 

Explosive  Ordnance  Disposal  Journeyman 

431 

USAF 

3E87i 

Explosive  Ordnance  Disposal  Craftsman 

431 

USAF 

3E891 

Explosive  Ordnance  Disposal  Superintendent 

431" 

WG 

65005 

Munitions  Destroying  | 

431 

WG 

65017 

Explosives  Test  Operating 

433 

DOD 

433 

Divers 

433 

USA 

OOB 

Diver 

433 

msN 

5301 

a 

UDT/SEAL  Candidate  | 

433 

USN 

5302 

EOD  Candidate 

433 

luSN 

5311 

Saturation  Diver 

433 

USN 

5334 

Senior  EOD  Technician 

433 

luSN 

5335 

Senior  EOD  Technician/Paraohutist 

433 

USN 

5336 

Master  EOD  Technician 

433 

'jUSN 

5337 

Master  EOD  Technician/Parachutist 

433 

USN 

5341 

Master  Diver 

433 

msN 

5342 

Diver  First  Class 

433' 

msN 

5343 

Diver  Second  Class 

433 

msN 

5344 

Submarine  SCUBA  Diver 

433 

msN 

5345 

Scuba  Diver 

433 

iUSN 

534e 

Master  Saturation  Diver 

433 

USN 

5348 

Marine  Mammal  Systems  Operator 

433 

lUSN 

5375 

Salvage/Construction  Demolition  Diver  I 

433 

lUSN 

AW  7815 

(Tactical  Helicopter  Search  and  Rescue  Aircrew  Swimmer 

45 

IDOD 

45 

i  Musicians 

450 

DOD 

450 

\  Musicians,  General 

450 

msA 

02B 

(Cornet  or  Trumpet  Player 

450 

^USA 

02C 

(Euphonium  Player 

450  ' 

mSA 

02D 

(French  Horn  Player 

450 

msA 

02E 

(Trombone  Player 

450 

iUSA 

02F 

(Tuba  Player 

450 

msA 

02G 

(Flute  or  Piccolo  Player 

450 

USA 

02H 

(Oboe  Player 

450 

USA 

02J 

(Clarinet  Player 

450 

USA 

02K 

(Bassoon  Player 

450 

iUSA 

02L 

(Saxophone  Player 

450 

sUSA 

02M 

(Percussion  Player 

450 

lUSA 

02N 

Keyboard  Player 

4" 

msA 

02S 

(Special  Bands  Member 

450 

USA 

02T 

(Guitar  Player 

450 

iUSA 

02U 

(Electric  Bass  Player 

450 

SUSA 

02Z 

(Bands  Senior  Sergeant 

450 

mSN 

MU 

(Musician 

450 

USN 

MU  3801 

1  Flute/Piccolo  Instrumentalist 

450 

USN 

MU  3802 

(Oboe  Instrumentalist 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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450 

USN 

MU  3803 

Clarinet  Instrumentalist 

450 

USN 

MU  3804 

Bassoon  Instrumentalist 

450 

USN 

MU  3805 

Saxophone  Instrumentalist 

450 

USN 

MU  3806 

Trumpet/Cornet  Instrumentalist 

450 

USN 

MU  3807 

French  Horn  Instrumentalist 

450 

USN 

MU  3808 

Baritone/Euphonium  Instrumentalist 

450 

USN 

MU  3809 

Trombone  Instrumentalist 

450 

USN 

MU  3811 

Tuba  Instrumentalist 

450 

USN 

MU  3812 

Guitar/Auxillary  Percussionist 

450 

USN 

MU  3813  i 

Percussion  Instrumentalist 

450 

USN 

MU  3814 

Piano/Auxiliary  Percussionist 

450 

USN 

MU  3815  i 

Electric  Bass/String  Bass  Instrumentalist 

450 

USN 

MU  3825 

Vocalist/Auxillary  Percussionist 

450 

USN 

MU  3851 

Assistant  Bandleader 

450 

USN 

SN  9740 

Seaman  -  Other  Technical  and  Allied  Specialists 

450 

USMC 

[5519 

Enlisted  Band  Leader 

450 

USMC 

5521 

Band  Drum  Major 

450 

USMC””' 

5523 

Instrument  Repair  Specialist 

450 

USMC 

5526 

Musician,  Oboe/English  Horn 

450 

USMC' 

5528 

Musician,  Bassoon 

450 

USMC 

5534 

Musician,  Clarinet 

450 

USMC 

5536 

Musician,  Flute  &  Piccolo 

450' 

USMC 

5537 

Musician,  Saxophone 

450 

USMC 

5541 

i^Musician,  Cornet/Trumpet 

450 

USMC 

5543 

Musician,  Baritone  Horn/Euphonium 

450 

USMC 

5544 

Musician,  French  Horn 

450 

USMC 

5546 

Musician,  Trombone 

450 

USMC 

5547 

Musician,  Tuba 

450 

USMC 

5548 

. 

Musician,  Sstring  Bass/Electric  Bass 

450 

iUSMC"' 

5563 

. 

Musician,  Percussion  (Drums,  Timpani,  Mallets) 

450 

USMC 

5565 

L 

Musician,  Piano 

450 . 

USMC 

5566 

i 

Musician,  Guitar 

450 

USMC 

9811 

Member  "The  President's  Own"  U.S.M.C.  Band 

450 

USMC 

9812 

Member,  U.S.  Marine  Drum  and  Bugle  Corps 

450 

USAF 

3N100 

Band  Manager 

450 

USAF 

3N131A 

Regional  Band  Apprentice,  Clarinet 

450 

USAF 

3N131B 

Regional  Band  Apprentice,  Saxophone 

450 

USAF 

3N131C 

Regional  Band  Apprentice,  Bassoon 

450 

USAF 

3N131D 

Regional  Band  Apprentice,  Oboe 

450  . 

USAF 

3N131E 

Regional  Band  Apprentice,  Flute  Or  Piccolo 

450 

USAF 

3N131F 

Regional  Band,  French  Horn 

450 

USAF 

3N131G 

Regional  Band  Apprentice,  Cornet  Or  Trumpet 

450 

USAF 

3N131H 

Regional  Band  Apprentice,  Baritone  Or  Euphonium 

450 

USAF 

3N131J 

Regional  Band  Apprentice,  Trombone 

450 

USAF 

3N131K 

Regional  Band  Apprentice,  Tuba 

450 

USAF 

3N131L 

Regional  Band  Apprentice,  Percussion 

450 

USAF 

3N131M 

Regional  Band  Apprentice,  Plano 

450  . 

USAF 

3N131N 

Regional  Band  Apprentice,  Guitar 

450 

USAF 

3N131P 

Regional  Band  Apprentice,  Music  Arranger 

450 

USAF  ' 

3N131R 

Regional  Band  Apprentice,  Vocalist 

450 

USAF 

3N131S 

Regional  Band  Apprentice,  Electric  Bass/string  Bass 

450 

USAF 

3’n131T 

Regional  Band  Apprentice,  Military  Band  Spt  (USAF  Band  Or  The  USAF  Band  Of  The  Rockies) 

450 

USAF 

3N131V 

Regional  Band  Apprentice,  Audio  And  Lighting  Engineer 

450' 

USAF . 

3N131Z 

Regional  Band  Apprentice,  Instrumentalist,  General  (Air  National  CBuard  Bands) 

450 

USAF 

3N151A 

Regional  Band  Journeyman,  Clarinet 

450 

USAF 

3N151B 

Regional  Band  Journeyman,  Saxophone 

450 . 

USAF 

3N151C 

Regional  Band  Journeyman,  Bassoon 

450 

USAF 

3N151D 

Regional  Band  Journeyman,  Oboe 

450 

USAF 

Regional  Band  Journeyman,  Flute  Or  Piccolo 

450 

USAF 

3Ni51F 

Regional  Band  Journeyman,  French  Horn 

450 

USAF 

3N151G 

Regional  Band  Journeyman,  Cornet  Or  Trumpet 

450 

USAF 

3N151H 

Regional  Band  Journeyman,  Baritone  Or  Euphonium 
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450 

USAF 

3N151J 

Regional  Band  Journeyman,  Trombone 

450 

USAF 

3N151K 

Regional  Band  Journeyman,  Tuba 

450 

USAF 

3N151L 

Regional  Band  Journeyman,  Percussion 

450 

USAF 

3N151M 

Regional  Band  Journeyman,  Piano 

450 

USAF 

3N151N 

Regional  Band  Journeyman,  Guitar 

450 

USAF 

3N151P 

1  Regional  Band  Journeyman,  Music  Arranger 

450 

USAF 

3N151R 

Regional  Band,  Vocalist 

450 

USAF 

3N151S 

Regional  Band  Journeyman,  Electric  Bass/string  Bass 

450 

USAF 

3N151T 

1  Regional  Band  Jrnyman,  Military  Band  Spt  (USAF  Band  Or  The  USAF  Band  Of  The  Rockies) 

450 

USAF 

3N151V 

^  Regional  Band  Journeyman,  Audio  And  Lighting  Engineer 

450 

USAF 

3N151Z 

i  Regional  Band  Journeyman,  Instrumentalist,  General  (Air  National  Guard  Bands) 

450 

USAF 

3N171A 

i  Regional  Band  Craftsman,  Clarinet 

450 

USAF 

3N171B 

i  Regional  Band  Craftsman,  Saxophone 

450 

USAF 

3N171C 

i  Regional  Band  Craftsman,  Bassoon 

450 

USAF 

3N171D 

(Regional  Band  Craftsman,  Oboe 

450 

USAF 

3N171E 

1  Regional  Band  Craftsman,  Flute  or  Piccolo 

450 

USAF 

3N171F 

i  Regional  Band  Craftsman,  French  Horn 

450 

USAF 

3N171G 

(Regional  Band  Craftsman,  Cornet  or  Trumpet 

450 

USAF 

3N171H 

iRegional  Band  Craftsman,  Baritone  or  Euphonium 

450 

USAF 

3N171J 

(Regional  Band  Craftsman,  Trombone 

450 

USAF 

3N171K 

sRegional  Band  Craftsman,  Tuba 

450 

USAF 

3N171L 

•  Regional  Band  Craftsman,  Percussion 

450 

USAF 

3N171M 

iRegional  Band  Craftsman,  Piano 

450 

USAF 

3N171N 

iRegional  Band,  Guitar 

450 

USAF 

3N171P 

Regional  Band  Craftsman,  Music  Arranger 

450 

USAF 

3N171R 

Regional  Band  Craftsman,  Vocalist 

450 

USAF 

3N171S 

(Regional  Band  Craftsman,  Electric  Bass/string  Bass 

450 

USAF 

3N171T 

Regional  Band  Craftsman,  Military  Band  Spt  (USAF  Band  Or  The  USAF  Band  Of  The  Rockies) 

450 

USAF 

3N171V 

iRegional  Band  Craftsman,  Audio  And  Lighting  Engineer 

450 

USAF 

3N171Z 

Regional  Band  Craftsman,  Instrumentalist,  General  (Air  National  Guard  Bands) 

450 

USAF 

3N1 90 

Regional  Band  Superintendent 

450 

USAF 

3N200 

Instrumentalist  Manager 

450 

USAF 

3N231 

Premier  Band  Apprentice 

450 

USAF 

^271 

Premier  Band  Craftsman 

450 

USAF 

3N291 

Premier  Band  Superintendent 

450 

USCG 

840 

Musician 

450 

^GS 

1051 

Music  Specialist 

49 

DOD 

49 

Technical  Specialists,  N.E.C. 

491 

DOD 

491 

Physicai  Science  Laboratory 

491 

USA 

77L 

Petroleum  Laboratory  Specialist 

491 

USN 

9559 

Engineering  Bulk  Fuel  System  (Shore)  Technician 

491 

USN 

9571 

Safety  Technician 

491 

USN 

AD  6403 

Oil  Analysis  Operator/Evaluator 

491 

USAF 

9S2o6 

Applied  Sciences 

491 

GS 

0458 

Soil  Conservation  Technician 

492 

DOD 

492 

Memorial  Activities  and  Embalming 

492 

USA 

92M 

Mortuary  Affairs  Specialist 

492 

USMC 

9051 

Graves  Registration  Specialist 

493 

DOD 

493 

Safety 

493 

USN 

9595 

Hazardous  Matgerial  Control  Management  Technician 

493 

USN 

SW  6021 

Safety  Inspector 

493 

USMC 

9954 

Hazardous  Material/Hazardous  Waste  Staff  Non-Commissioned  Officer/Non-Comm  Officer 

493 

USMC 

9956 

Ground  Safety  Specialist 

493 

USAF 

1S000 

Safety  Manager 

493 

USAF 

1S031 

Safety  Apprentice 

493 

USAF 

1S051 

Safety  Journeyman 

493 

USAF 

1S071 

Safety  Craftsman 

493 

USAF 

1S091 

Safety  Superintendent 

493 

GS 

0019 

Safety  Technician 

493 

GS 

1822 

b 

Mine  Safety  &  Health 

493 

GS 

1862 

b 

Consumer  Safety  Inspection 

494 

DOD 

494 

Nuclear,  Biological,  and  Chemical  Warfare  Specialists 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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494 

USA 

54B 

Chemical  Operations  Speciaiist 

494 

USN 

9598 

Disaster  Preparedness  Operations  &  Training  Specialist 

494 

USMC" 

5711 

Nuclear,  Biological  &  Chemical  Defense  Specialist 

494 

USAF 

3E900 

Readiness  Manager 

494 

USAF 

3E931 

Readiness  Apprentice 

494 

USAF 

3E951 

Readiness  Journeyman 

494 

USAF 

3E971 

Readiness  Craftsman 

494 

USAF 

3E991 

1  Readiness  Superintendent 

494 

USCG 

790 

Marine  Science  Technician  .  i 

494 

GS 

0084 

b  Nuclear  Materials  Courier 

494 

WG 

52005 

Gas  &  Radiation  Detecting  . 

495 

DOD 

495 

Firefighting  and  Damage  Control 

495 

USA 

51M 

Fire  Fighter 

495 . . 

usm'c 

7051 

Aircraft  Firefighting  &  Rescue  Specialist 

495 . . 

USMC 

8811 

Firefighter  . . . 

495 

USAF 

3E700 

Fire  Protection  Manager 

495 

USAF 

3E731 

Fire  Protection  Apprentice 

495 

USAF 

3E751 

Fire  Protection  Journeyman  . 

495 

USAF 

3E771 

Fire  Protection  Craftsman 

495 

USAF 

3E791 

Fire  Protection  Superintendent 

495 

USCG 

210 . 

Damage  Controlman 

495 

GS 

0081 

Fire  Protection  &  Prevention 

WG 

99010 

Damage  Control  Assistant  Leader 

495 

WG 

99018 

Damage  Control  Leader 

495 

WG 

99029' 

Damage  Controlman  . 

496 

DOD 

496 

Other  Technical  Specialists  and  Assistants 

496' 

USAF  ' 

8E00b 

Research  And  Development  Craftsman 

496 

GS 

0021 

iCommunity  Planning  Technician 

496 

GS 

0062 

iCIothing  Design  '  . 

496 

GS 

0102 

" 

Social  Science  Aid  &  Technician  I 

'496 

GS 

0119 

!  Economics  Assistant  . 

496 

GS 

0181 

iPsvcholoqy  Aid  &  Technician 

496 

GS 

0404 

iBioloqical  Technician 

496 

GS 

0421 

bi  Plant  Protection  technician  . 

496 

GS 

0455 

iRanqe  Technician  . . . . 

496 

GS 

0459 

b;  irrigation  System  Operation  . 

496 

i_GS . 

0462 

Forestry  Technician  . . 

496 

GS 

0802 

Engineering  Technician  .  .  . 

496 

GS 

0828 

Construction  Analyst  .  . . . . 

496 

GS . 

0895 

Industrial  Engineering  Technician  . 

496 

GS 

1016 

Museum  Specialist  &  Technician  .  ,  .  ,  ,  .  . .  . 

496 

GS 

1311 

Physical  Science  Technician  .  . 

496 

GS 

1316 

Hydrologic  Technician  . 

496 

GS 

1397 

bi  Document  Analysis  . .  I 

496 

'gs 

1421 

Archives  Technician 

496 

GS 

1521 

Mathematics  Technician 

496 

1531 

Statistical  Assistant 

496 

GS 

1898 

bsAdmeasurement  ,, 

496 

GS 

1981 

biAqriculturai  Commodity  Aid  . 

496 

WG 

35015 

Laboratory  Support  Working  _ _  „ 

496 

WG 

52035 

Test  Range  Tracking 

496 

WG 

54039 

Testing  Equipment  Operating  . . . 

496 

WG 

66006 

Artillery  Testing 

5 

DOD 

5 

[Functional  Support  and  Administration  \ 

SO 

DOD 

SO 

Personnel 

500 

DOD 

500 

Personnel,  General 

500 

USA 

75B 

Personnel  Administration  Specialist 

500 

USA 

75F 

Personnel  Information  Systems  IVIanagement  Specialist 

500 

USA 

75H 

Personnel  Services  Specialist 

500 

USN 

9515 

Equal  Opportunity  Program  Specialist 

500 

USN 

PN 

Personnelman 

500 

USN 

PN  2612 

Classification  Interviewer 

’  Footnotes  are  defined  in  the  introductory  materiai. 


2  -  32 


CHAPTER  2 


ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE 

SERVICE  OCC 

1 

SERVICE  OCC  TITLE 

500 

USAF 

3S000 

!  Personnel  Systems  Manager 

500 

USAF 

3S031 

(Personnel  Apprentice 

500 

USAF 

3S051 

(Personnel  Journeyman 

500 

USAF 

3S071 

(Personnel  Craftsman 

500 

USAF 

3S090 

(Personnel  Superintendent 

500 

USAF 

3U000 

(Manpower  Resource  Manager 

500 

USAF 

3U031 

(Manpower  Management  Journeyman 

500 

USAF 

3U071 

(Manpower  Management  Craftsman 

500 

USAF 

3U091 

(Manpower  Management  Superintendent 

500 

USAF 

8C000 

(Family  Support  Center  Superintendent 

500 

USCG 

381 

iPersonnelman 

500 

GS 

0086 

(Security  Clerical  &  Assistance 

500 

GS 

0203 

(Personnel  Clerical  &  Assistance 

500 

GS 

0204 

(Military  Personnel  Clerical  &  Technician 

500 

GS 

0299 

(Personnel  Management  Student  Trainee 

500 

GS 

0967 

Passport  &  Visa  Examining 

500 

GS 

1008 

Interior  Design 

501 

DOD 

501 

Recruiting  and  Counseiing 

501 

USA 

79R 

Recruiter 

501 

USA 

79S 

Career  Counselor 

501 

USN 

9519 

Navy  Drug  and  Alcohol  Counselor 

501 

USN 

9522 

Navy  Drug  and  Alcohol  Counselor  Intern 

501 

USN 

9585 

Navy  Recruiter  Canvasser 

501 

USN 

9586 

Navy  Recruiting  District  (NRD)  Recruiter/Classifier 

501 

USN 

9588 

Career  Information  Program  Advisor 

501 

USN 

NC 

Navy  Counselor 

501 

USN 

NC  2186 

Career  Recruiter 

501 

USMC 

8411 

Recruiter 

601 

USMC 

8412 

Career  Recruiter 

601 

USMC 

8421 

Career  Planner 

601 

USMC 

8638'" 

Substance  Abuse  Counselor  .  . . 

501 

USAF 

3S100 

Equal  Opportunity  and  Treatment  Manager 

501 

USAF 

3S131 

Equal  Opportunity  and  Treatment  Journeyman 

501 

USAF 

3S171 

Equal  Opportunity  and  Treatment  Craftsman 

501 

USAF 

3S191 

Equal  Opportunity  and  Treatment  Superintendent 

501 

USAF 

SRO'OO 

Recruiter 

501 

GS 

[0399 

Administration  and  Office  Support  Student  Trainee 

51 

DOD 

51 

Administration 

510 

DOb 

510 

Administration,  Generai 

510 

USA 

71L 

Administrative  Specialist  . 

510 

USN 

9566 

Naval  Control  of  Shipping  Staff  Assistant 

510 

USN 

CTA 

i 

Cryptologic  Technician  Administrative 

510 

USN 

SN  9750 

Seaman  -  Functional  Support  and  Administration  Specialists 

510 

USN 

YN 

Yeoman 

510 

USN 

YN  2514 

Flag  Officer  VYriter 

510 

USMC 

0131 

Unit  Diary  Clerk 

510 

USMC 

0151  i 

Administrative  Clerk 

510 

USMC 

9935  [ 

Special  Technical  Operations  Marine 

510 

USAF 

3A000 

Information  Management  Manager 

510 

USAF 

3A031  ! 

Information  Management  Apprentice 

510 

USAF 

3A051 

Information  Management  Journeyman  _ 

510 

USAF 

3A071 

Information  Management  Craftsman 

510 

USAF 

3A091 

Information  Management  Superintendent 

510 

USAF 

8P100 

Defense  Attache  Specialist 

510 

USCG 

360  ; 

Yeoman 

510 

USCG 

371  ! 

Communications  Yeoman 

510 

USCG 

391 

!  (Postal  Clerk 

510 

GS 

0029 

(Environmental  Protection  Assistant 

510 

GS 

0072 

i  (Fingerprint  Identification 

510 

.GS 

0134 

(Intelligence  Aid  &  Clerk 

510 

GS 

m302 

(  (Messenger 

510 

GS 

10303 

(Miscellaneous  Clerk  &  Assistant 

’  Footnotes  are  defined  in  the  introductory  materiai. 


2  -  33 


CHAPTER  2 


ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE 

SERVICE  OCC 

B 

SERVICE  OCC  TITLE 

510 

GS 

0304 

Information  Receptionist 

510 

GS 

0305 

Mail  &  File 

510 

GS 

0309 

Correspondence  Clerk 

510 

GS 

0313 

Work  Unit  Supervising 

510 

GS 

0318 

Secretary 

510 

GS 

0322 

Clerk-Typist  _ 

510 

GS 

0326 

Office  Automation  Clerical  and  Assistance 

510 

GS 

0342 

Support  Services  Administration 

510 

GS 

0344 

Management  Clerical  &  Assistance 

510 

GS 

0350 

Equipment  Operator 

510 

GS 

0351 

Printing  Clerical 

510 

GS 

0357 

Coding 

510 

GS 

0361 

Equal  Opportunity  Assistance 

510 

GS 

0394 

Communications  Clerical 

510 

GS 

0998 

Claims  Clerical 

510 

GS 

1046 

Language  Clerical 

510 

GS 

1087 

Editorial  Assistance 

510 

GS 

1411 

Library  Technician 

510 

GS' 

1499 

Library  and  Archives  Student  Trainee 

510 

GS 

1897 

Customs  Aid 

511 

DOD 

511 

Stenography 

511 

USN 

AK  8012 

Aviation  Supply  Systems  Specialist 

511 

USN 

AK  8013 

NALCOMIS  Supply  Data  Base  Administrator 

511 

GS 

0312' 

Clerk-Stenographer  &  Reporter 

511 

GS 

0319 

Closed  Microphone  Reporter 

512 

DOD 

512 

Legal 

512 

USA 

71D 

Legal  Specialist 

512 

USN 

LN 

Legalman 

512 

USMC 

4421 

Legal  Services  Specialist 

512 

USMC 

4429 

Legal  Services  Reporter-Stenotype 

512 

USAF 

5J000 

Paralegal  Manager 

512 

lliSAF . 

5J031 

Paralegal  Apprentice 

512 

USAF 

5J051 

Paralegal  Journeyman 

512 

USAF 

5J071 

Paralegal  Craftsman 

512 

USAF 

5J091 

Paralegal  Superintendent 

512 

GS 

0945 

Clerk  of  Court 

512 

GS 

0950 

Paralegal  Specialist 

512 

GS 

0962 

Contact  Representative 

512 

GS 

0963 

Legal  Instruments  Examining 

512 

GS 

0965 

b 

Land  Law  Examining 

512 

GS 

0986 

Legal  Clerk  &  Technician 

512 

GS 

0990 

General  Claims  Examining 

512 

GS 

0991 

biWorkers*  Compensation  Claims  Examining  | 

512 

GS 

0992 

Loss  &  Damage  Claims  Examining  I 

512 

GS 

0993 

b' Social  Insurance  Claims  Examining 

512 

GS 

0994 

bi  Unemployment  Compensation  Claims  Examining 

512 

GS 

0995 

Dependents  &  Estates  Claims  Examining 

512 

GS 

0996 

Veterans  Claims  Examining 

512 

GS 

0999 

Legal  Occupations  Student  Trainee 

512 

GS 

1202 

Patent  Technician 

512 

GS 

1211 

bi  Copyright  Technician 

512 

GS 

1299 

!  Copyright  and  Patent  Student  Trainee 

52 

DOD 

52 

f  Clericai/Personnei 

520 

DOD 

520 

■:  Combined  Personnel  and  Administration,  General 

520 

USMC 

0121 

i  Personnel  Clerk 

520 

USMC 

0193 

1  Personnel/Administrative  Chief 

520 

GS 

0593 

b  Insurance  Accounts 

521 

DOD 

521 

First  Sergeants,  Sergeants  Major,  and  Leading  Chiefs 

521 

USA 

ooz 

Command  Sergeant  Major 

521 

USA 

XXXXM 

First  Sergeant-Any  MOS  With  Suffix  -M- 

521 

USN 

9579 

a 

Chief  of  The  Boat  (All  Submarines) 

521 

USN 

9580 

Command  Master  Chief 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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521 

USMC 

9991 

iSergeant  Major  of  The  Marine  Corps 

521 

USMC 

9999 

sSergeant  Major/First  Sergeant 

521 

USAF 

8F000 

!  First  Sergeant 

521 

USAF 

8S000 

Missile  Facility  Manager 

521 

USAF 

9COOO 

Chief  Master  Sergeant  Of  The  Air  Force 

521 

USAF 

9eoo6 

Senior  Enlisted  Adviser 

521 

USCG 

910 

Petty  Officer 

521 

USCG 

990 

Master  Chief  Petty  Officer  of  the  Coast  Guard 

53 

DOD 

53 

Data  Processing 

531 

DOD 

531 

Operators/Anaiysts 

531 

USA 

74B 

Information  Systems  Operator-Anaiyst 

531 

USA 

74Z 

Information  Systems  Chief 

531 

USN 

CT  9301 

Entry  Levei  Programmer/Anaiyst 

531 

USN 

CT  9302 

Cryptoioqic  Network  and  Systems  Configuration  Manager 

531 

USN 

DP 

iData  Processing  Technician 

531 

USN 

DP  2708 

OSIS  Baseline  Upgrade  (OBU)  System  Manager 

531 

USN 

DP  2720 

NTCS-A  System  Administrator 

531 

USN 

DP  2730 

iSystem  Administrator 

531 

USN 

DP  2732 

SNAP  lil  Automated  information  Systems  (AIS)  Resource  Technician 

531  ' 

USN 

DP  2735 

Information  Systems  Administrator 

531 

USN 

DP  2736 

Database  Management  System  (DBMS)  Speciaiist 

531 

USN 

DP  2739 

Information  Center  Supervisor 

531 

USN 

DP  2755 

AN/UYK-65(V)  System  Supervisor  (SNAP  1) 

531 

USN 

DP  2756 

AN/UYK-65(V)  System  Operator  (SNAP  1)  . 

531 

USN 

DP  2757 

CV-ASWM  Data  Processing  Technician 

531 

USN 

DP  2776 

Navy  Command  and  Control  System  (NCCS)  Ashore  System  Manager 

531 

USN 

DP  2777 

•Tactical  Support  Center  (TSC)  Data  Processing  Technician 

531 

USN 

DP  2778 

Mission  Distribution  System  (MDS)  Operator 

531 

USMC 

0171 

Manpower  information  Systems  Anaiyst 

531 

USMC 

4025  ; 

Network  Control  Specialist 

531 

USMC 

4034 

Computer  Operator 

531 

USMC 

4038 

Data  Controi  Speciaiist 

531 

USMC 

4068 

Data  Network  Technician 

531 

USMC 

4099 

Data  Processing  Chief 

531 

USMC 

6047 

Aircraft  Maintenance  Data  Anaiyst/Administrator 

531 

USMC 

6673 

Automated  Informaton  Systems  (AIS)  Computer  Operator 

531  ■ 

USMC 

9982 

Small  Computer  Systems  Operator/Programmer 

531 

USAF  ' 

3C031  ”  ; 

Communications  -  Computer  Systems  Operations  Apprentice 

531 

USAF 

3C051 

Communications  -  Computer  Systems  Operations  Journeyman 

531 

USAF 

3C071 

Communications  -  Computer  Systems  Operations  Craftsman 

531 

USAF 

3S032 

i  Personnel  System  Management  (PSM)  Apprentice 

531 

USAF 

3S052 

; Personnel  System  Management  (PSM)  Journeyman 

531 

USAF 

3S072 

1  Personnel  System  Management  (PSM)  Craftsman 

531 

USAF 

9S100 

Applied  Geophysics 

531 

GS 

0332 

Computer  Operation 

531 

GS 

033”5 

Computer  Cierk  &  Assistant 

531 

GS 

0356 

Data  Transcriber 

531 

GS 

0359  i 

Eiectric  Accounting  Machine  Operation 

531 

GS 

0362 

Eieotric  Accounting  Machine  Project  Pianning 

532 

DOD 

532 

Programmers 

532 

USN 

DP  2743 

Computer  Programmer  (FORTRAN) 

532 

USN 

DP  2750 

Smail  Computer  System  Specialist 

532 

USMC 

4066 

Smail  Computer  Systems  Speciaiist  (SCSS) 

532 

USMC 

4067 

Programmer,  ADA 

532 

USMC 

4069 

Systems  Programmer 

532 

USMC 

4071 

Data  Base  Management  System  (DBMS)  Specialist 

532 

USMC 

4075 

Computer  Security  Speciaiist 

532 

USMC 

9981 

Tactical  Data  Systems  Specialist 

532 

USAF 

3C000 

Communications  -  Computer  Systems  Manager 

532 

;USAF 

3C032 

Communications  -  Computer  Systems  Programming  Apprentice 

532 

USAF 

3C052 

Communications  -  Computer  Systems  Programming  Journeyman 

532 

USAF 

3C072 

Communications  -  Computer  Systems  Programming  Craftsman 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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532 

USAF 

3C090 

^Communications  -  Computer  Systems  Superintendent  I 

54 

DOD 

54 

Accounting,  Finance  and  Disbursing 

541 

DOD 

541 

Auditing  and  Accounting 

541 

USA 

73D 

Accounting  Specialist 

541 

USMC 

3441 

NAF  Audit  Technician 

541 

USMC 

3451 

iFIscal/Budget  Technician  | 

541 

USAF 

6F000 

Financial  Manager 

541 

USAF 

6F031 

Financial  Management  Apprentice 

541 

USAF 

6F051 

'Financial  Management  Journeyman 

541 

USAF 

6F070 

'Financial  Management  And  Services  Craftsman 

541 

USAF 

6F090 

'Financial  Management  And  Services  Superintendent 

541 

USCG 

441 

Machine  Accountant 

541 

USCG 

443 

Data  Processing  Technician 

541 

GS 

0503 

Financial  Clerical  &  Assistance 

541 

GS 

0525 

Accounting  Technician 

541 

GS 

0526 

b  Tax  Technician  | 

541 

GS 

0540 

Voucher  Examining 

541 

GS 

0561 

Budget  Clerical  &  Assistance  ' . 

541 

GS 

0592 

b'Tax  Examining 

542 

DOD 

542 

•  Disbursing 

542 

USA 

73C 

'Finance  Specialist 

542 

USA  ' 

13Z 

'Finance  Senior  Sergeant 

542 

USN 

DK 

Disbursing  Clerk  . 

'542 

USN 

DK  2905 

Disbursing  Afloat  Automated  Systems  Specialist 

542 

USMC 

3432 

Disbursing  Technician 

542 

USAF 

6F032 

Financial  Services  Apprentice 

542 

USAF 

6F052 

Financiai  Services  Journeyman 

542 . 

USCG 

431 

(Disbursing  Clerk  . . 

542 

GS 

0530 

Cash  Processing 

542 

GS 

0544 

Payroll  . . . 

542 

G'S . 

0645 . 

j  Military  Pay  . . . . . . 

542 

WG 

99088 

Purser 

642 

WG 

99089 

lJunlor  Purser 

K . . 

DOD . 

55 

( Other  Functional  Support 

551 

DOD 

_  - 

i  Suppiv  A  dministratlon 

551 

USA 

92A 

Automated  Logistical  Specialist  ,,  ,  . . . 

551  . . 

USA 

92Z 

Senior  Noncommissioned  Logistician 

551" 

^usn' 

9549 

lAcQuisition  Loqistics  Specialist 

551 

USN 

AK 

Aviation  Storekeeper  . 

551 

USN 

AN  9750 

Airman  -  Functional  Support  and  Administration  Specialists 

551 

USN 

SK 

Storekeeper 

551"  . 

USN 

SK  2813 

Independent  Duty  Ashore  Storekeeper 

usn'”'  " 

SK  2814 

SNAP  II  Supply  and  Financial  Management  (SFM)  Storekeeper 

551''”’ 

USN 

SK  2815 

Independent  Duty  Afloat  Storekeeper 

551 . 

USN 

SK  2819' 

Personal  Property  Specialist 

551 . . 

USN 

SK  2820 

SNAP  II  Supply  and  Financial  Management  (SFM)  Functional  Area  Supervisor 

551 

USN 

SK  2824 

Supply  and  Accounting  (SUADPS  R/T)  Technical  Specialist 

551 

USN 

SK  2825 

Supply  and  Accounting  (SUADPS  R/T)  Advanced  Technical  Specialist 

551 

USMC 

0411 

Maintenance  Management  Specialist 

551 

USMC 

0431 

Embarkation/Logistics  and  Combat  Service  Support  (CSS)  Specialist 

551 

USMC 

0491 

Combat  Service  Support  Chief 

551 

USMC 

3043 

Supply  Administration  &  Operations  Clerk 

551 

USMC 

3044 

Purchasing  &  Contracting  Specialist 

551 

USMC 

6672 

Aviation  Supply  Clerk 

551 

USAF 

2G000 

Logistics  Plans  Manager 

551 

USAF 

2G031 

Logistics  Plans  Apprentice 

551 

USAF 

2G051 

Logistics  Plans  Journeyman 

551 

USAF 

2G071 

Logistics  Plans  Craftsman 

551 

USAF 

2G091 

Logistics  Plans  Superintendent 

551 

USAF 

2S000 

(Supply  Manager 

551 

USAF 

2S031 

(Supply  Management  Apprentice 

551 

USAF 

2S032 

(Supply  Systems  Analysis  Apprentice 

’  Footnotes  are  defined  in  the  introductory  materiai. 


2  -  36 


CHAPTER  2 


ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE 

SERVICE  OCC 

1 

SERVICE  OCC  7I7LE 

551 

USAF 

2S051 

Supply  Management  Journeyman 

551 

USAF 

2S052 

Supply  Systems  Analysis  Journeyman 

551 

USAF 

2S071 

Supply  Management  Craftsman 

551 

USAF 

2S072 

sSupply  Systems  Analysis  Craftsman 

551 

USAF 

2S090 

(Supply  Management  Superintendent 

551 

USAF 

6C000 

iContracting  Manager 

551 

USAF 

6C031 

(Contracting  Apprentice 

551 

USAF 

6C051 

(Contracting  Journeyman 

551 

USAF 

6C071 

■  Contracting  Craftsman 

551 

USAF 

6C091 

(Contracting  Superintendent 

551 

USCG 

420 

(Storekeeper 

551 

USCG 

500 

(Subsistence  Specialist 

551 

GS 

1101 

(General  Business  &  Industry 

5!  ■ 

GS 

1105 

(Purchasing 

551 

GS 

1106 

(Procurement  Clerical  &  Assistance 

551 

GS 

1107 

Property  Disposal  Clerical  &  7echnician 

551 

GS 

1199 

Business  and  Industry  Student  7rainee 

551 

GS 

2001 

General  Supply 

551 

GS 

2005 

Supply  Clerical  &  7echnician 

551 

GS 

2010 

Inventory  Management 

551 

GS 

2050 

Supply  Cataloging 

551 

GS 

2099 

Supply  Student  7rainee 

551 

WG 

99094 

b 

Assistant  Storekeeper 

551 

WG 

99098 

b 

Yeoman  Storekeeper 

562 

DOD 

552 

Unit  Suppiy 

552 

USA 

92Y 

Unit  Supply  Specialist 

553 

DOD 

553 

Transportation 

553 

USA 

88N 

7raffic  Management  Coordinatior 

553 

USN 

8278 

Loadmaster 

553 

USN 

8279 

C-2  7ransport  Aircrewman 

553 

USN 

8289 

Flight  Attendant 

553 

USN 

SK  2821 

Air  7ransportation  Specialist 

553 

USMC 

3112 

7raffic  Management  Specialist 

553 

USAF 

27000  i 

7raffic  Manager 

553 

USAF 

2703 1  i 

7raffic  Management  Apprentice 

553 

USAF 

27051 

7raffic  Management  Journeymai 

553 

USAF 

27071 

7raffic  Management  Craftsman 

553 

USAF 

27091 

7raffic  Management  Superintendent 

553 

USAF 

27200 

Air  7ransportation  Manager 

553 

USAF 

27231 

Air  7ransportation  Apprentice 

553 

USAF 

27251 

Air  7ransportation  Journeyman 

553 

USAF 

27271 

Air  7ransportation  Craftsman 

553 

USAF 

27291 

Air  7ransportation  Superintendent 

553 

USAF 

8A000 

In-flight  Passenger  Service  Specialist 

553 

GS 

2102 

7ransportation  Clerk  &  Assistant 

5! 

G! 

2111 

b;Transportation  Rate  &  Tariff  Examining  | 

553 

GS 

2132 

7ravel 

553 

GS 

2135 

7ransportation  Loss  &  Damage  Claims  Examining 

553 

GS 

2144 

Cargo  Scheduling 

553 

GS 

2161 

Marine  Cargo 

553 

GS 

2199 

7ransportation  Student  7rainee 

554 

DOD 

554 

Postai 

554 

USN 

PC 

(Postal  Clerk 

554 

USMC 

0161 

(Postal  Clerk 

554 

USAF 

8M000 

(Postal  Specialist 

554 

USAF 

8P000 

(Courier 

555 

DOD 

555 

•Aviation  Maintenance  Records  and  Reports 

555 

USN 

AZ 

(Aviation  Maintenance  Administrationman 

555 

USN 

AZ  6301 

Enhanced  Comprehensive  Asset  Management  Systems  (ECAMS)  Operator 

555 

USN 

AZ  6313 

’3-M  System  Data  Analyst 

555 

USN 

AZ  6314 

iNALCOMIS  Data  Base  Administrator/Analyst 

555 

USN 

AZ  6315 

(NALCOMIS  System  Administrator/Analyst 

’  Footnotes  are  defined  in  the  introductory  materiai. 


2  -  37 


CHAPTER  2 


ENLISTED  CONVERSION  TABLES 


DOD  OCC 

SERVICE  [service  OCC 

[]] 

SERVICE  dll  TITLE 

555 

USMC 

6046 

Aircraft  Maintenance  Administration  Clerk 

556 

DOD 

556 

iFtfght  Operations 

556 

USA 

93P 

Ayiation  Operations  Specialist 

556 

USMC 

7041 

Ayiation  Operations  Specialist 

556 

USAF 

1C000 

Air  Operations  Manager 

556 

USAF 

1C03l' 

Airfield  Management  Apprentice 

556 

USAF 

1C032 

Operations  Resource  Management  Apprentice 

556 . 

USAF 

1C051 

Airfield  Management  Journeyman 

556 

USAF 

1C052 

Operations  Resource  Management  Journeyman  _  . . . . . . . . 

556 

USAF 

1C071 

Airfield  Management  Craftsman  _  .  . .  . . . 

556 

USAF 

1C072 

Operations  Resource  Management  Craftsman  . . .  . . . . . 

556 

USAF 

1C091 

Airfield  Management  Superintendent  . . . 

556 

USAF 

1C092 

Operations  Resource  Management  Superintendent 

5¥6 

USAF 

1N500 

Electronic  Intelligence  Operations  Manager 

556  ^ 

USAF 

1N531 

Electronic  Signals  Intelligence  Exploitation  Apprentice  _ _ 

556  ' 

USAF 

1N551 

Electronic  Signals  Intelligence  Exploitation  Journeyman 

556 

USAF 

1N571 

Electronic  Signals  Intelligence  Exploitation  Craftsman 

556 

USAF 

1N591 

Electronic  Signals  Intelligence  Exploitation  Superintendent  . 

557'“ 

DOD 

557 

{production  and  Quality  Control  . 

557 

GS 

1152 

I  Production  Control  . . . . . . 

557 

GS 

1910 

1  Quality  Assurance  . .  ,  _ _ _ 

557 

GS 

1980 

bi  Aoriculturaf  Commodity  Grading 

557 

GS 

1999  ' 

Quality  Inspection  Student  Trainee  .  J 

'558 

bob 

558 

\  Functional  Analysis  . . 1 

558 

USN 

9512 

3-M  System  Coordinator  . . . 

558'’"''” . 

USAF  ' 

2R000 

Maintenance  Data  Systems  Analysis  Manager  . . . . . 

558 

USAF 

2R031 

Maintenance  Data  Systems  Analysis  Apprentice 

558 

USAF 

2R051 

Maintenance  Data  Systems  Analysis  Journeyman  . . 

558  ' 

USAF 

2noii 

Maintenance  Data  Systems  Analysis  Craftsman 

558 

USAF 

2R091 

(Maintenance  Data  Systems  Analysis  Superintendent  . .  . . . . . 

558 

USAF 

2R100 

sMaintenance  Scheduling  Manager  . . . . 

558 

USAF 

2R131 

Maintenance  Scheduling  Apprentice  . 

558 

USAF 

2R151 

iMaintenance  Scheduling  Journeyman  . . 

558 

USAF 

2R171 

!  Maintenance  Scheduling  Craftsman  . . . 

558 

USAF 

2R191 

Maintenance  Scheduling  Superint^ent^  ,  ,  .  . . 

558 

USAF 

2T333 

Vehicle  Maintenance  Control  And  Analysis  Apprentice  .  . . 

558 

USAF 

2T353 

Vehicle  Maintenance  Control  And  Analysis  Journeyman  . 

558 

USAF 

2T373 

Vehicle  Maintenance  Control  And  Analysis  Craftsman  . .  . . . . 

558 

USAF 

3C331 

Communications  -  Computer  Systems  Planning  And  Implementation  Apprentice  . . 

558 . 

USAF 

3C351 

Communications  -  Computer  Systems  Planning  And  Implementation  Journeyman 

558 

USAF 

3C371 

Communications  -  Computer  Systems  Planning  And  Implementation  Craftsman 

558 

USAF 

3C391 

Communications  -  Computer  Systems  Planning  And  Implementation  Superintendent 

558 

USAF 

6F100 

Financial  Analysis  Manager  _  _  ^  . . ,  _ , 

558 

tFsAF 

6F131 

Financial  Analysis  Apprentice 

558 

USAF 

6F151 

Financial  Analysis  Journeyman  _  .  , . . . „ 

558 

USAF 

6F171 

Financial  Analysis  Craftsman  . . . . . . . 

558  ' 

USAF 

6F191 

Financial  Analysis  Superintendent  . 

56 

DOD 

56 

Religious,  Morale  and  Welfare 

561 

DOD 

561 

Chaplain's  Assistants 

561 . 

USA 

71M 

Chaplain  Assistant  . . . . . . . . 

'561 

USN 

RP 

Religious  Program  Specialist  . 

561 

USN 

RP  2401 

Marine  Basic  Combat  Skills  Specialist 

561 . 

USAF 

5R000 

Chaplain  Seryice  Support  Manager  _ 

561 

USAF 

5R031 

Chaplain  Seryice  Support  Apprentice 

561 

USAF 

5R051 

Chaplain  Seryice  Support  Journeyman 

561 

USAF 

5R071 

Chaplain  Seryice  Support  Craftsman 

561 

USAF 

5R091 

Chaplain  Seryice  Support  Superintendent 

562 

ooo'“ 

562 

Recreation  and  Welfare  .... 

562 

USMC 

8921 

Athletic  &  Recreation  Assistant 

562 

0030 

Sports  Specialist  . 

562 

GS 

0090 

Guide  . . 

562 

GS 

0186 

Social  Seryices  Aid  &  Assistant 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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562 

GS 

0187 

Social  Services 

562 

GS 

0189 

Recreation  Aid  &  Assistant 

562 

GS 

1054 

Theater  Specialist 

562 

GS 

1056 

Art  Specialist 

57 

DOD 

57 

information  and  Education 

570 

DOD 

570 

information  and  Education,  Generai 

570 

USA 

38A 

Civil  Affairs  Specialist 

570 

USA 

46Q 

Journalist 

570 

USA 

46  R 

Broadcast  Journalist 

570 

USA 

46Z 

Public  Affairs  Chief 

570 

USN 

JO 

Journalist 

570 

USN 

JO  3221 

Broadcast  Operations  Specialist 

570 

USN 

JO  3251 

Broadcast  Operations  Director 

570 

USMC 

4341 

Combat  Correspondent 

570 

USMC 

8231 

Education  Assistant 

570 

USAF 

3H000 

Historian  Manager 

570 

USAF 

3H031 

•  Historian  Apprentice 

570 

USAF 

3H051 

•  Historian  Journeyman 

570 

USAF 

3H071 

Historian  Craftsman 

570 

USAF 

3H091 

Historian  Superintendent 

570 

USAF 

3N000 

iPublic  Affairs  Manager 

570 

USAF 

3N031 

•  Public  Affairs  Apprentice 

570 

USAF 

3N051 

!  Public  Affairs  Journeyman 

570 

USAF 

3N071 

;  Public  Affairs  Craftsman 

570 

USAF 

3N090 

i Public  Affairs  Superintendent 

570 

USAF 

3S200 

lEducation  And  Training  Manager 

570 

USAF 

3S231 

[Education  And  Training  Apprentice 

570 

USAF 

3S251 

•  Education  and  Training  Journeyman 

570 

USAF 

3S271 

•  Education  And  Training  Craftsman 

570 

mSAF 

3S291 

•  Education  And  Training  Superintendent 

570 

GS 

1001 

■General  Arts  &  Information 

570 

GS 

1099 

•  Information  and  Arts  Student  Trainee 

570 

GS 

1702 

•  Education  &  Training  Technician 

570 

GS 

1799 

Education  Student  Trainee 

6 

DOD 

6 

Eiectricai/Mechanicai  Equipment  Repairers 

60 

DOD 

60 

Aircraft  and  Aircraft  Reiated 

600 

DOD 

600 

Aircraft,  Generai 

600 

USA 

67G 

Utility  Airplane  Repairer 

600 

USA 

67N 

UH-1  Helicopter  Repairer 

600 

USA 

67R 

Attack  Helicopter  Repairer  (AH-64) 

600 

USA 

67S 

Scout  Helicopter  Repairer  (NISH) 

600 

USA 

ST’f 

UH-60  Helicopter  Repairer 

600 

USA 

67U 

CH-47  Helicopter  Repairer 

600 

USA  |67V 

Observation/Scout  Helicopter  Repairer 

600 

USA 

67Y 

AH-1  Attack  Helicopter  Repairer 

600 

USA 

67Z 

Aircraft  Maintenance  Senior  Sergeant 

600 

USN 

8238 

E-6A  In-Flight  Technician 

600 

USN 

8300 

Aviation  Maintenance  Material  Control  Master  Chief 

600 

USN 

8303 

CH/MH-53E  System  Organizational  Maintenance  Technician 

600 

USN 

8305 

C2/E2  System  Organizational  Maintenance  Technician 

600 

USN 

8306 

E-2C  Group  II  Systems  Organizational  Maintenance  Technician 

600 

USN 

8307 

C-2A  System  Organizational  Maintenance  Technician 

600 

USN 

8310 

C9B  Systems  Organizational  Maintenance  Technician 

600 

USN 

8312 

Aircraft  Aerial  Refueling  Stores  (ARS)  Organizational  Maintenance  Technician 

600 

USN 

8318 

C-130  TACAMO  System  Organization  Maintenance  Technician 

600 

USN 

8319 

P-3  System  Organization  Maintenance  Technician 

600 

USN 

8331 

A-6  System  Organization  Maintenance  Technician 

600 

USN 

8332 

EA-6B  System  Organizational  Maintenance  Technician 

600 

USN 

8335 

F-14D  System  Organizational  Maintenance  Technician 

600 

USN 

8342 

F/A-18  System  Organizational  Maintenance  Technician 

600 

USN 

8343 

E-6A  System  Organizational  Maintenance  Technician 

600 

USN 

8345 

F-14  System  Aircraft  Organizational  Maintenance  Technician 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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B 
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600 

USN 

8346 

S-3A  System  Organizational  Maintenance  Technician 

600 

USN 

8347 

S-3B  System  Organizational  Maintenance  Technician 

600 

USN 

8351 

A-4  System  Organizational  Maintenance  Technician 

Unmanned  Air  Vehicle  (UAV)  Systems  Organizational  Maintenance  Technician 

600 

USN 

8361 

600 

USN 

8362 

Unmanned  Air  Vehicle  (UAV)  Systems  Operator 

600 

USN 

8370 

SH-2G  LAMPS  System  Organization  Maintenance  Technician 

600 

USN,,.  j 

8375 

H-2  LAMPS  System  Organizational  Maintenance  Technician . 

600 

USN 

8376 

SH-60  (LAMPS  MK  111)  System  Organizational  Maintenance  Technician 

600 

USN 

8377 

SH-3  System  Organizational  Maintenance  Technician 

600 

USN 

8378 

SH-60F/HH-6bH  System  Organizational  Maintenance  Technician 

600 

600" 

USN 

USN  ' 

8379 

8380 

H-46  System  Organizational  Maintenance  Technician 

UH-1N  System  Organizational  Maintenance  Technician 

600 

USN 

8391 

Airborne  Mine  Countermeaures  Maintenance  (AMCM)  Technician . . 

"c"h7iWH^-5”3  brJa^ational  Apprentice  Maintenance  Technician  . 

C-27e-2  Systems  Organizational  Apprentice  Maintenance  Techriician  .  .  . . . 

600 

USN 

8803 

600 

USN 

8805 

600 

USN 

8806 

E-2C  Group  II  Systems  Organizational  Apprentice  Maintenance  Technician 

600 

USN 

8819 

P-3  Organizational  Apprentice  Maintenance  Technician  _ 

EA-6B  Systems  Organizational  Apprentice  Maintejianc^Jechnician . .  . . . 

600 

USN 

8832 

600 

USN 

8835 

F-14D  Systems  Organizational  Apprentice  Maintenance  Technician  _ _ _ 

600 

USN 

8842 

F/A-1 8  Systems  Organizational  Apprentice  Maintenance  Technician 

600 

USN 

"8843' 

E-6A  Systems  Organizational  Apprentice  Maintenance  Technician 

600 

USN 

8845 

F-1 4  Systems  Organizational  Apprentice  Maintenance  Technician 

600 

USN 

8847 

S-3  Systems  Organizational  Apprentice  Maintenance  Technician  _ 

600 

USN 

8877’ 

H-3  Systems  Organizational  Apprentice  Maintenance  Technician 

600 

USN 

8878 

SH-6bF/HH-60H  Systems  Organizational  Apprentice  Maintenance  Technician 

600 

USN 

8879 

lH-46  sVstems  Organizational  Apprentice  Maintenance  Technician 

600 

^USN 

8891 

Airborne  Mine  Countermeasures  (AMCM)  Systems  Org  Apprentice  Maintenance  lecnnician 

600 

USN 

AT  6522 

AKT-22  Data  Link  IMA  Technician 

600”' 

USN 

AT  6526 

Aviation  ASW  (MAD)  Technician  . . . 

600 

USN 

AT  6527 

SAviation  ASW  (Airborne  Sonar)  IMA  Technician 

600 

USN 

AT  6529 

ASW  Sonobuov  Receivers  and  Recorder  Group  Technician 

600 

USN 

AT  6605 

Aircraft  Radar  Altimeter  Equipment  IMA  Technician  . . 

600 

USN 

Af  6606 . 

iAircraft  Doppler  Radar  Navigation  IMA  Technician  . . 

600 

USMC 

6bY3 

(Aircraft  Mechanic,  EA-6  . . 

600 

USMC 

6015 

lAircraft  Mechanic,  AV-8/TAV-8  . . . 

600 

USMC 

6016 

Aircraft  Mechanic,  KC-1 30  . . . . 

600 

USMC 

6017 

!  Aircraft  Mechanic,  F/A-1 8 

600 

jUSMC 

6019 

•  Aircraft  Maintenance  Chief  . 

600 

USMC 

6042 

SuDoort  Eouipment  Asset  Manager  . 

600 

USMC 

6053 

Aircraft  Airframes  Mechanic,  EA-6  . . . . . . 

600 

USMC 

6055 

(Aircraft  Airframe  Mechanic,  AV-8/TAV-8  . .  . 

600  " 

USMC 

ebsT” 

Aircraft  Airframe  Mechanic,  F/A-1 8  . 

600 

USMC 

6112 

Helicopter  Mechanic  CH-46  . . . . . . 

600 

USMC 

6113 

Helicopter  Mechanic,  Ch-53  . . 

600 

USMC 

6114 

Helicopter  Mechanic  U/AH-1 

600 

USMC 

[611 5 

iHelicopter  Mechanic,  MV-22 

600 

USMC 

eTTF” . 

i  Helicopter  Maintenance  Chief  . 

600 

USMC 

6152 

Helicopter  Airframe  Mechanic,  CH-46  . . . 

600 

USMC 

6153 

Helicopter  Airframe  Mechanic,  CH-53 

ebo” 

"uSMC” 

6154 

Helicopter  Airframe  Mechanic,  A/UH-1 

600 

USMC 

6155 

Helicopter  Airframe  Mechanic,  MV-22 

600 

USMC 

6162 

Presidential  Support  Specialist  . . . . . . . . . 

600 

USAF 

2A300 

Aircraft  Manager  . . .  .  . 

600 

USAF 

2A333A 

Tactical  Aircraft  Maintenance  Apprentice,  F-1 5 

ebb” 

USAF 

2A333B 

Tactical  Aircraft  Maintenance  Apprentice,  F-1 6/F-1 17  , 

600 

USAF 

2A333C 

Tactical  Aircraft  Maintenance  Apprentice,  F/EF-1 1 1 

600 

USAF 

2A333D 

Tactical  Aircraft  Maintenance  Apprentice,  F-4 

ebb"  ”” 

USAF 

2A333E 

Tactical  Aircraft  Maintenance  Apprentice,  A-10  .  ..  .  _ 

600 

USAF 

2A333F 

Tactical  Aircraft  Maintenance  Apprentice,  T-1/T-38 

600 

USAF 

2A333G 

Tactical  Aircraft  Maintenance  Apprentice,  T-37/OA-37 

600 

USAF 

2A333H 

Tartinal  Airoraft  Maintenance  Apprentice,  U-2 

600 

USAF 

2A333Z 

Tactical  Aircraft  Maintenance  Apprentice,  All  Other 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC  TITLE 

600 

USAF 

i2A353A 

iTactical  Aircraft  Maintenance  Journeyman,  F-15 

600 

USAF 

i2A353B 

Tacticai  Aircraft  Maintenance  Journeyman,  F-16/F-1 17 

600 

USAF 

2A353J 

Tacticai  Aircraft  Maintenance  Journeyman,  General  (except  F-15/F-16) 

600 

USAF 

?2A373A 

iTactical  Aircraft  Maintenance  Craftsman,  F-15 

600 

tUSAF 

i2A373B 

Tactical  Aircraft  Maintenance  Craftsman,  F-16/F-117 

600 

USAF 

2A373J 

Tacticai  Aircraft  Maintenance  Craftsman,  Generai  (except  F-15/F-16) 

600 

USAF 

2A390 

Tacticai  Aircraft  Superintendent 

600 

iUSAF 

S2A531A 

lAerospace  Maintenance  Apprentice,  C-9/C-20/C-21/C-22/C-141/T-39/T143 

e  ■ 

lUSAF 

i2A531B 

1  Aerospace  Maintenance  Apprentice,  C-12/C-26/C-27/C-130 

600 

USAF 

i2A531C 

sAerospace  Maintenance  Apprentice,  C-5 

600 

USAF 

2A531D 

i Aerospace  Maintenance  Apprentice,  C-1 7 

600 

USAF 

?2A531E 

i Aerospace  Maintenance  Apprentice,  B-1/B-2 

600 

USAF 

i2A531F 

iAerospace  Maintenance  Apprentice,  B-52 

600 

USAF 

I2A531G 

i  Aerospace  Maintenance  Apprentice,  C-18/C-135/E-3/VC-25/VC-137 

600 

USAF 

2A531H 

i Aerospace  Maintenance  Apprentice,  KC-10/E-4  ”” 

600 

USAF 

2A532A 

iHeiicopter  Maintenance  Apprentice,  MH-53 

600 

USAF 

i2A532B 

iHeiicopter  Maintenance  Apprentice,  H-60 

600 

USAF 

2A532C 

iHeiicopter  Maintenance  Apprentice,  H-1 

600 

USAF 

2A551J 

•Aerospace  Maint  Jrnyman,  C-5/C-9/C-12/C-17/C-20/C-21/C-22/C-26/C-27/C-136/C-141/T-39/T-43  . 

600 

JJSAF 

2A551K 

iAerospace  Maintenance  Journeyman,  B-1/B-2/B-52 

600 

USAF 

i2A551L 

lAerospace  Maintenance  Journeyman,  Aii  C-135/C-18/E-3/E-4/KC-10/ VC-25/VC-13y 

600 

USAF 

2A552 

Heiicopter  Maintenance  Journeyman 

600 

USAF 

2A571 

Aerospace  Maintenance  Craftsman 

600 

USAF 

2A572 

Heiicopter  Maintenance  Craftsman 

600 

USAF 

2A590 

Aerospace  Maintenance  Superintendent 

600 

WG 

88052 

Aircraft  Mechanic 

600 

WG 

88062 

Aircraft  Servicing 

601 

DOD 

601 

Aircraft  Engines 

601 

USA 

68B 

Aircraft  Powerpiant  Repairer 

601 

USN 

AD 

Aviation  Machinist's  Mate 

601 

USN 

AD  6410 

F-1 10  Turbofan  Jet  Engine  First  Degree  Repair/IMA  technician 

601 

USN 

AD  6415 

TF-30  Turbofan  Jet  Engine  First  Degree/iMA  Mechanic 

601 

USN 

AD  6416 

iJ-52  Jet  Turbojet  Engine  First  Degree/IMA  Mechanic 

601 

USN 

AD  6417 

iT-400  Turboshaft  Jet  Engine  First  Degree/IMA  Mechanic 

601 

USN 

AD  6418 

:T-56  Turboprop  Engine  &  54H66  Series  Prop  First  Degree/IMA  Mechanic 

601 

USN 

AD  6419 

.:T-58  Turboshaft  Jet  Engine  First  Degree/IMA  Mechanic 

601 

USN 

AD  6420 

F-404  Turbofan  Jet  Engine  First  Degree/IMA  Mechanic 

601 

USN 

AD  6421 

TF-34  Turbofan  Jet  Engine  First  Degree/iMA  Mechanic 

601 

USN 

AD  6422 

Test  Ceii  Operator/Maintainer 

601 

USN 

AD  6423 

iT-56-425/427  Turboprop  Engine  and  Propeiler  IMA  Mechanic 

601 

USN 

AD  6424 

iT-64  Turboshaft  Jet  Engine  First  Degree/IMA  Mechanic 

601 

USN 

AD  6426 

iT-700  Turboshaft  Jet  Engine  First  Degree/iMA  Mechanic 

601 

USN 

AD  6428 

iHeiicopter  Rotors/Reiated  Components  iMA  Mechanic 

601 

USMC 

1342 

•  Smali  Craft  Mechanic 

601 

USMC 

6022 

Aircraft  Power  Piants  Mechanic  J-52 

601  1 

USMC 

6025 

Aircraft  Power  Plants  Mechanic  RoNs  Royce  Pegasus 

601  ^ 

USMC 

6026 

Aircraft  Power  Piants  Mechanic  T56 

601 

USMC 

6C.  ; 

Aircraft  Power  Piants  Mechanic,  F-404 

601 

USMC 

6035 

Aircraft  Power  Piants  Test  Ceii  Operator,  Fixed  Wing 

601 

USMC 

6122 

Heiicopter  Power  Piants  Mechanic,  T-58 

601 

USMC 

6123 

Heiicopter  Power  Piants  Mechanic,  T-64 

601 

USMC 

6124 

Heiicppter  Power  Piants  Mechanic,  T-400/T-766 

601 

USMC 

6125 

Helicopter  Power  Plants  Mechanic,  MV-22 

601  ! 

USMC 

6135 

Aircraft  Power  Plants  test  Cell  Operator,  Rotary  Wing 

601 

USAF 

2A631B 

Aerospace  Propulsion  Apprentice,  Turboprop  And  Turboshaft  Propulsion 

601 

USAF 

2A631C 

Aerospace  Propulsion  Apprentice,  TF33  Jet  Engines 

601 

USAF 

2A631D 

Aerospace  Propulsion  Apprentice,  FIDO  Jet  Engines 

601 

USAF 

2A631I 

Aerospace  Propulsion  Apprentice,  F1 10  Jet  Engines 

601  i 

USAF 

2A651A 

Aerospace  Propulsion  Journeyman,  Jet  Engines 

601  i 

USAF 

2A651B 

Aerospace  Propulsion  Journeyman,  Turboprop  And  Turboshaft  Propulsion 

601 

USAF 

2A671A 

Aerospace  Propulsion  Craftsman,  Jet  Engines 

601  1 

LiSAF 

2A671B 

Aerospace  Propulsion  Craftsman,  Turboprop  And  turboshaft  Propulsion 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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601 

USAF 

2A691 

601  i 

USCG  i 

520 

601 

USCG  1 

521 

601 

USCG  1 

522 

601 

WG  '  1 

86002 

601'' . 

WG  1 

88010 

602 

DOD 

602 

602 

USA  ( 

68  b 

602  ! 

USA 

68F 

602  ( 

USA 

68H 

602  i 

USA 

68K 

602 

USA 

68P 

602  -- 

USN 

AB  7011 

602  ; 

USN 

AB'7022 

6(D2 

USN 

AE 

602 

USN 

AE  7105 

602 

USN 

AE  7129 

602 

USN 

AE  7131 

60'2  ( USN 

AE  71 33 

602 

USN 

AE  7136 

602 

USN 

AE  7137 

602 

USN 

AE  7144 

602” 

USN 

AE  7173 

gQ2-  ■■ 

usn' 

AE  7174 

602 

USN 

AE  7175 

602 

USN 

AE  7182 

602 

usn" 

AE  7184 

602  lUSN 

AE'7197 

602'  ' 

usn 

AM  7'2‘l  2 

602 . 

USN 

AM  7213 

602  . 

USN 

AS 

602 

usn" 

AS  7601 

602 . 

USN 

AS  7603 

602 

USN 

AS  7606 

602 

USN 

AS  7607 

602  fUSN 

AS  7609 

602 

USN 

AS  7610 

602 . 

USN 

AS  7612 

602" . 

USN 

AS  7613 

'602 . . 

USN 

AS  7614 

602 

USN 

AS  7615 

602 

usn' 

AS  7616 

602 

USN 

AS  7617 

602 

USN 

AS  7618 

602 

USMC 

6083 

602' 

USMC 

6085'  ' 

602 

USMC 

6086 

602 

USMC'"' 

6087 

602 

USMC 

6132 

602 

USMC 

6333 

602 

USMC 

6335 

602 

USMC 

6336 

602 

USMC 

6337 

602 

USMC 

6431 

602 

USMC 

6432 

602 

USAF 

2A632 

602 

USAF 

2A633 

602 

USAF 

2A634 

602' 

USAF 

2A635 

602 

USAF 

2A636 

602 

USAF 

2A652 

602"” 

USAF 

2A653 

_ SERVICE  OCC  TITLE _ 

iAerospace  Propulsion  Superintendent 

sAviation  Machinist's  Mate  ...  ~  . 

lAviation  Machinist's  Mate  -  Turbojet  Engines 
SAviation  Machinist's  Mate  -  Reciprocating  Engines 

iAircraft  Engine  Mechanic  . 

:Aircraft  Propeller  Mechanic 
•Aircraft  Accessories 
lAircraft  Powertrain  Repairer 

(Aircraft  Electrician  _  _  _  . . . . . . 

(Aircraft  Pneudraulics  Repairer  . .  . . . . . . 

•  Aircraft  Components  Repair  Supervisor  .....  . 

(Avionics  Maintenance  Supervisor 

(Aircraft  Firefighting  and  Salvage  Specialists  .  ■  ,  .  ,  .  . 

(Aviation  and  Automotive  Fuels  Handler  .  ,  ,  _  ...  ,.  _ 

(Aviation  Electrician's  Mate  _  . . . . . . . 

(Attitude  Heading  Reference  System  IMA  Technician 
iF-14  EMATS  IMA  Technician 

'Power  Generating  Systems  [MA  Technician  . .  . . . 

(A6/EA6  Electrical  Component  Intermediate  Maintenance  Technician 

(P-3C  Automatic  Flight  Control  Systems  (AFCS)  IMA  Technician  __  _  ^ 

(Aircraft  Instrument  IMA  Technician  _ _ _  _ _ 

(Helicopter  ASE/AFCS  Intermediate  Maintenance  Technician  ^ 

(ASM-175  Electronic  Module  Test  Console  IMA  Technician 

'AFCS/ADC/INS/DRS  &  Flight  Sys  Mini-SACE  GT-4  Test  Console  Intermediate  Technician 

1P-3/C-130/E-2/C-2  Electrical  Component  IMA  Technician  . . . . . . . . . . 

iP-3A/B  Integrated  Electrical  System  OMA  Specialist^ _ _ _ _ _ _ 

SF/A-1 8  Electrical"  Systems  IMA  Technician .  .  . 

ASM-eOS  Inertial  Measurement  Unit  Test  Set  Maintenance  Techmdan . . . . . . 

(Stationary  Hydraulics  Test  Stand  Operator/Maintenanceman  . . . . 

(Hydraulic,  Pneumatic,  Servocylinder  Test  (STS)  Operator/Maintainer 

(Aviation  Support  Equipment  Technician .  . . . . 

(Support  Equipment  Cryogenic  Mechanic  . 

’Support  Equipment  Air  Conditioning  and  MMF  Technician  __  . . . . 

(Support  Equipment  Gas  Turbine  Meehan^ _ _ _ 

(Shore  Support  Equipment  Tow  Tractor  Technician _ _ _ _ _ _ _ 

(Support  Equipment  Maintenance  Manager  . .  . 

(Weapons  Handling/Loading  Equipment  Mechanic . 

Afloat  SE  Hydraulic  Equipment  Intermediate  Maintenance  Technician 

(Shore  Based  SE  Hydraulic  Equipment  intermediate  Maintenance  Technician  . . 

ishore  Based  Mobile  Electric  Power  Plant  Intermediate  Maint  Technician 

(Afloat  Mobile  Electric  Power  Plant  Technician  _  _ 

(Maintenance"Crane  Intermediate  Maintenance  Technician  (Shore)  . . 

(Crash  and  Material  Handling  Technician  (SEA)  . 

(Afloat  Support  Equipment  Technician  ,  . 

(Aircraft  Safety  Equipment  Mechanic,  EA-6  _ _  _ 

Aircraft  Safety  Equipment  Mechanic,  AV-8/TAV-8  _ _ _  _ _ 

(Aircraft  Safety  Equipment  Mechanic,  KC-1 30  _  _ _  _ 

(Aircraft  Safety  Equipment  Mechanic,  F/A-1 8 
(Helicopter  Dynamic  Components  Mechanic 

(Aircraft  Electrical  Systems  Technician,  EA-6  _  . . . . 

•  Aircraft  Electrical  Systems  Technician,  AV-8  . 

(Aircraft  Electrical  Systems  Technician,  KC-1 30 .  . 

(Aircraft  Electrical  Systems  Technician,  F/A-1 8 

Aircraft  Electrical  Systems  Technician  Trainee 
(Aircraft  Elect/lnstr/Fligt  Control  Systems  Tech,  Fixed  Wing,  IMA 
Aerospace  Ground  Equipment  (AGE)  Apprentice 
(Aircrew  Egress  Systems  Apprentice 
(Aircraft  Fuel  Systems  Apprentice 
(Aircraft  Hydraulic  Systems  Apprentice 
(Aircraft  Electrical  And  Environmental  Systems  Apprentice 
iAerospace  Ground  Equipment  (AGE)  Journeyman 

•  Aircrew  Egress  Systems  Journeyman _ _ _ 


Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC 

Q 

SERVICE  OCC  TITLE 

602 

USAF 

2A654 

lAircraft  Fuel  Systems  Journeyman 

602 

USAF 

i2A655 

■  Aircraft  Hydraulic  Systems  Journeyman 

602 

USAF 

’2A656 

■  Aircraft  Electrical  And  Environmental  Systems  Journeyman 

602 

USAF 

i2A672 

■  Aerospace  Ground  Equipment  (AGE)  Craftsman 

602 

USAF 

^2A673 

■  Aircrew  Egress  Systems  Craftsman 

602 

USAF 

!2A674 

i  iAircraft  Fuel  Systems  Craftsman 

602 

USAF 

^2A675 

i  sAIrcraft  Hydraulic  Systems  Craftsman 

602 

USAF 

2A676 

iAircraft  Electrical  And  Environmental  Systems  Craftsman 

602 

USAF 

2A690 

i  iAircraft  Systems  Superintendent 

602 

USAF 

2A692 

1  lAerospace  Ground  Equipment  (AGE)  Superintendent 

602 

USCG 

541 

■  Aviation  Ordnanceman 

602 

USCG 

^550 

lAviation  Electronics  Technician 

602 

USCG 

*551 

■  Aviation  Electronics  Technician  -  Communications  Equipment 

602 

USCG 

i552 

■  Aviation  Electronics  Technician  -  Radar 

602 

USCG 

560 

iAviation  Electrician's  Mate 

602 

\VG 

28092 

■  Aircraft  Electrical  Systems  Installing  &  Repairing 

602 

WG 

82068 

■  Aircraft  Pneudraulic  Systems  Mechanic 

602 

WG 

88040 

■  Aircraft  Mechanical  Parts  Repairing 

602 

WG 

88063 

■  Aircraft  Tire  Mounting 

603 

DOD 

603 

Aircraft  Structures 

603 

USA 

68G 

Aircraft  Structural  Repairer 

603 

USN 

AM 

Aviation  Structural  Mechanic 

603 

USN 

AM  7225 

Aircraft  Maintenance  Non-Destructive  Inspector 

603 

USN 

AME  i 

Aviation  Structural  Mechanic,  Safety  Equipment 

603 

USN 

AMH 

Aviation  Structural  Mechanic,  Hydraulics 

603 

USN 

AMS 

Aviation  Structural  Mechanic,  Structures 

603 

USN 

AN  9760 

Airman  -  Electrical/Mechanical  Equipment  Repairers 

603 

USMC 

6044 

■  Aircraft  Non-Destructive  Inspection  Technician 

603 

USMC 

6045 

■  Aircraft  Non-Destructive  Inspection  Operator 

603 

USMC 

6092 

Aircraft  Intermediate  Level  Structure  Mechanic 

603 

USMC 

6093 

Aircraft  Intermediate  Level  Hydraulic/Pneumatic  Mechanic  Trainee 

603 

USMC 

6094 

Aircraft  Intermediate  Level  Hydraulic/Pneumatic  Mechanic 

603 

USAF 

2A733 

Aircraft  Structural  Maintenance  Apprentice 

603 

USAF 

2A753 

Aircraft  Structural  Maintenance  Journeyman 

603 

USAF 

2A773 

Aircraft  Structural  Maintenance  Craftsman 

603 

USCG 

570 

Aviation  Strucutral  Mechanic 

603 

USCG 

571 

■  Aviation  Strucutral  Mechanic  -  Safety  Equipment 

603 

used 

572 

^Aviation  Strucutral  Mechanic  -  Hydraulics 

603 

USCG 

573 

■  Aviation  Strucutral  Mechanic  -  Structures 

603 

WG 

38019 

■  Airframe  Jig  Fitting 

603 

WG 

88082 

■  Airframe  Test  Operating 

604 

DOD 

604 

Aircraft  Launch  Equipment 

604 

USN 

AB 

■  Aviation  Boatswain's  Mate 

604 

USN 

AB  7003 

■  C-13  Catapult  Operator 

604 

USN 

AB  7004 

iC-13  Mod  1  Catapult 

604 

USN 

AB  7005 

MK-7  Arresting  Gear  Operator 

604 

USN 

AB  7006 

Aircraft  Launch  and  Recovery  Equipment  Maintenance  Technician 

604 

USN 

ABE 

Aviation  Boatswain's  Mate,  Launching  &  Recovery  Equipment 

604 

USN 

ABF 

■  Aviation  Boatswain's  Mate,  Fuels 

604 

USN 

ABH 

Aviation  Boatswain's  Mate,  Aircraft  Handling 

604 

USMC 

7011 

■  Aircraft  Recovery  Specialist 

61 

DOD 

61 

.Automotive 

610 

DOD 

610 

Automotive,  Generai 

610 

USA 

52X 

(Special  Purpose  Equipment  Repairer 

610 

USA 

63B 

(Light  Wheel  Vehicle  Mechanic 

610 

USA 

63G 

■  Fuel  &  Electrical  System  Repairer 

610 

USA 

63S 

■  Heavy  Wheel  Vehicle  Mechanic 

610 

USA 

63W 

■  Wheel  Vehicle  Repairer 

610 

USA 

63Z 

■  Mechanical  Maintenance  Supervisor 

610 

USMC 

3521 

■  Organizational  Automotive  Mechanic 

610 

USMC 

3522 

■  Intermediate  Automotive  Mechanic 

"610 

USMC 

3523 

■  Vehicle  Recovery  Mechanic 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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610 

USMC 

3524 

Fuel  &  Electrical  Systems  Mechanic  . 

610 

USMC  1 

3525 

Crash/Fire/Rescue/Vehicle  Mechanic  .  .  . . .  . .  . . . 

610 

USMC  1 

3529 

Motor  Transport  Maintenance  Chief  . .  . . . 

610 

USMC  § 

6072 

Aircraft  Maintenance  GSE  Hydraulic/Pneumatic/Structures  Mechanic  . 

610 

USMC 

6073 

Aircraft  Maintenance  Ground  Support  Equipment  Electrician/Refrigeration  Mechanic  . 

610 

USAF 

2T332A 

Special  Vehicle  Maintenance  Apprentice,  Fire  Trucks  . . . 

610 

USAF 

2T332B 

Special  Vehicle  Maintenance  Apprentjce,  Refueling  yehicles .  . . . . . 

610 

USAF 

2T352A 

^Special  Vehicle  Maintenance  Journeyman,  Fire  Trucks  . . . .  . . . . j 

610 

USAF 

2T352B 

Special  Vehicle  Maintenance  Journeyman,  Refueling  Vehicle  . 

610 

USAF 

2T370 

Special  Purpose  Vehicle  And  Equipment  Maintenance  Cjaftsman  .  .  . . .  . . . . 

610 

USAF 

2T431 

General  Purpose  Vehicle  Mechanic  Apprentice  _  . . .  . — ,, 

610 

USAF  !2T451 

General  Purpose  Vehicle  Mechanic  Journeyman  . . . . . 

610  ' 

WG  '  ' 

58006 

Mobile  Equipment  Servicing  . . . . . . . . . . . . — 

610 

WG 

58023 

Automotive  Mechanic  . . . . . . . 

610 

WG 

58076 

Electromotive  Equipment  Mechanic  _  _  _  - - - - - - - - - - - - - 

611 

DOD 

611 

Tracked  Vehicles  . . . . . . . . 

611 

USA 

630“ . 

a 

Self-Propelled  Field  Artillery  System  Mechanic  .  . . . 

_  ^ 

USA 

63E 

a 

Ml  ABRAMS  Tank  System  Mechanic  . . . 

USA 

63H 

Track  Vehicle  Reoairer  . . 

611 

USA 

63N 

a 

M60A1/A3  Tank  System  Mechanic  . . . 

611 

USA 

63T 

a 

BFV  System  Mechanic  . .  . 

6Ti 

eTi 

USA 

63Y 

Track  Vehicle  Mechanic  .  . . . . .  . . . — 

USMC 

2141 

Assault  Amphibious  Vehicle  (AAV)  Repairer/Technician  . . . . . . . . . 

611 

USMC 

2146 

Main  Battle  Tank  Repairer  Technician  . 

611 

fill 

USMC 

2147 

Liaht  Armored  Vehicle  (LAV)  Repairer/Technician  . . . . . . 

USMC 

2149 

Ordnance  Vehicle  Maintenance  Chief  . 

612 

612 

DOD 

USA 

612 

62B 

Construction  Equipment  _  ...  .  . . — 

Construction  Equipment  Repairer  .  ...  — . 

612 

USN 

CM 

Construction  Mechanic  . .  . . . . .  — . — 

USN 

CN  9760 

Constructionman  -  Electrical/Mechanical  Equipment  Repairers  . .  ™ 

612 

USMC 

'l341 . 

Enqineer  Equipment  Mechanic  . . . . . —  . . 

612 

fUSMC  ' 

1349 

Enqineer  Equipment  Chief  . . . . . . . . . . 

612 

USAF 

2T331 

Special  Purpose  Vehicle  And  Equipment  Maintenance  Apprentice  .  .  . . .  .  . 

612 

USAF ' 

2T351 

SoeciSr Purwse  Vehicle  And  Equipment  Maintenance  Journeyman  _ 

6l'2" . 

WG 

58003 

Heavy  Mobile  Equipment  Mechanic  . . . . . . 

62 

DOD 

62 

Wire  Communications  ..  ..  _  ,  _  _  . .  . . 

620 

DOD 

620 

Wire  Communications,  Generai  . . . . 

621 

DOD 

621 

Linemen  . . 

g2'^ 

USA 

31L 

Cable  Svstems  Installer-Maintainer  . .  ,  . . . — 

621 

USN 

CE  5644 

Cable  Splicing  Technician  . .  ,  . . 

621 

USMC 

2512 

Field  Wireman  „  .  ,  .  .  .  ™  _ _ _ _ -  - - - . 

621 

USMC 

2513 

Construction  Wireman  .  . . . . . 

USMC  ' 

USMC 

USMC 

2515 

Unit  Level  Circuit  Switch  Operator/Maintainer  . .  ., 

621 

621 

2519 

2813 

Wire  Chief  . . . . . . —  ..  — . - 

Cable  Systems  Technician  . . .  „  . . 

“Telephone  and  Distributed  Communications  System  Manager . . . . .  . . . . . . 

621 

USAF 

2E600 

621 

USAF 

2E631 

Communications  Antenna  Systems  Apprentice  .  . 

621 

USAF 

2E632 

Communications  Cable  Systems  Apprentice  . . . .  . 

621 

621 

USAF 

USAF 

2E633 

2E651 

Telephone  Systems  Apprentice  . . — 

Communications  Antenna  Systems  Journeyman  .  . 

621 

.USAF 

2E652 

Communications  Cable  Systems  Journeyman  - 

621 

mSAF 

2E653 

Telephone  Systems  Journeyman  _ _ _ ....  .  . 

621 

mSAF 

2E67'l 

Communications  Antenna  Systems  Craftsman  _  _  __  .  . 

621 

iUSAF 

2E672 

Communications  Cable  Svstems  Craftsman 

621 

USAF 

2E673 

Telephone  Systems  Craftsman  _  .  „ 

621 

mSAF 

2E690 

Telephone  and  Distributed  Communications  Systems  Superintendent 

621 

iWG 

25004 

Wire  Communications  Cable  Splicing  .  , 

621 

iWG 

25008 

Communications  Line  Installing  &  Repairing  ....  ™  ~ . 

622 

DOD 

622 

Centrai  Office 

622 

.USA 

35N 

Wire  Systems  Equipment  Repairer 

622 

iUSN 

iCE  5642 

Central  Office  Exchange  Technician  . . 

622 

iUSCG 

i280 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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622 

USCG 

281 

Telephone  Technician  -  Outside 

622 

USCG 

282 

Telephone  Technician  -  Inside 

623 

DOD 

623 

interior  Communications 

623 

USN 

1C 

Interior  Communications  Electrician 

623 

USN 

1C  4703 

iFFG-7  Class  Interior  Communications  Subsystem  Technician 

623 

USN 

1C  4711 

Interior  Voice  Communications  Systems  Maintenance  Technician 

623 

USN 

1C  4712 

Integrated  Voice  Communications  Technician 

623 

USN 

1C  4716 

Ship's  Service  Telephone  System  (Dimension  2000)  PBX  Repairman 

623 

USN 

1C  4718 

1C  Journeyman 

623 

USN 

1C  4731 

Auxiliary  Electrician 

623 

USN 

1C  475 

LSD  41  Console  Maintenance 

623 

USN 

1C  4756 

AO  177  Console  Maintenai 

623 

USN 

1C  4757 

ARS  50  Console  Maintenance 

623 

USN 

1C  4758 

Stabilized  Glide  Slope  Indicator  System  Maintenance 

623 

USN 

1C  4773 

PT  512/S  (Hartman)  Tactical  Display  Plotting  System  Technician 

623 

USN 

1C  4775 

MK  9  MOD  4  DRAI/MK  6  MOD  4B  DRT  Technician 

623 

USN 

1C  4776 

MK  9  MOD  4/MK  10  MOD  0  DRAI  and  MK  6  MOD  4B  DRT  Technician 

623 

USN 

1C  4777 

MK6  MOD  4D  Digital  Dead  Reckoning  Trace  (DDRT)  Technicia 

623 

USMC 

2811 

Telephone  Technician 

623 

WG 

25002" 

Telecommunications  Mechanic 

63 

DOD 

63 

\  Missile  Mechanicai  and  Eiectricai 

631 

DOD 

631 

(Missiie  Engine 

631 

WG 

86075 

iLiquid  Fuel  Rocket  Engine  Mechanic 

632 

DOD 

632 

■Missiie  Mechanic 

632 

USA 

23R 

iHawk  Missile  System  Mechanic 

632 

USA 

24M 

aiVULCAN  System  Mechanic 

632 

USA 

24N 

aiCHAPARRAL  System  Mechanic 

632 

USA 

24T 

■  PATRIOT  Operator  System  Mechanic 

632* 

USAF 

2M032 

■  Missile  And  Space  Systems  Maintenance  Apprentice 

632 

USAF 

2M032A 

■  Missile  And  Space  Systems  Maintenance  Apprentice,  ICBM 

632 

USAF 

2M052 

■  Missile  And  Space  Systems  Maintenance  Journeyman 

632 

USAF 

2M072 

{Missile  And  Space  Systems  Maintenance  Craftsman 

633 

DOD 

633 

Missiie  Launch  and  Support  Faciiities 

633 

USAF 

2M033 

!  Missile  And  Space  Facilities  Apprentice 

633 

USAF 

2M033A 

■  Missile  And  Space  Facilities  Apprentice,  ICBM 

633  lUSAF 

2M053 

■  Missile  And  Space  Facilities  Journeyman 

633  USAF 

2M073 

■  Missile  And  Space  Facilities  Craftsman 

633 

USCG 

170 

■  Gunner's  Mate 

64 

DOD 

64 

Armament  and  Munitions 

640 

DOD 

640  1 

Armament  Maintenance,  Generai 

640 

USMC 

2181  1 

(Senior  Ground  Ordnance  Weapons  Chief  | 

640 

WG 

66041 

Ordnance  Equipment  Mechanic 

641 

DOD 

641 

Smaii  Arms  Repair 

641 

USA  ! 

458 

Small  Arms  Artillery  Repairer 

641  j 

USMC  i 

2111  ! 

Small  Arms  Repairer/Technician 

641  i 

USMC 

2112 

Rifle  Team  Equipment  Repairer 

641 

WG 

66010 

Small  Arms  Repairing 

642 

DOD 

642 

Artiiiery  Repair 

642 

USA  1 

45D 

3)  Self-Propelled  Field  Artillery  Turret  Mechanic 

642 

USMC  i 

2131  s 

Towed  Artillery  Systems  Technician 

642  : 

WG  i 

66005  1 

Artillery  Repairing 

643 

DOD 

643 

Turret  Repair 

643 

USA  1 

45E 

ajMI  ABRAMS  Tank  Turret  Mechanic  1 

643 

USA  ^ 

45K 

Armament  Repairer  1 

643 

USA 

45N 

aiM60A1/A3  Tank  Turret  Mechanic 

643  i 

USA 

45T 

a  Bradley  Fighting  Vehicle  System  Turret  Mechanic 

644 

DOD 

644 

Nuciear  Weapons  Maintenance  and  Assembiy 

644 

USN 

GM  1026 

■  Warhead  Maintenance  Specialist 

644 

WG  ! 

66056 

Special  Weapons  Systems  Mechanic  | 

645 

DOD 

645 

Ammunition  Repair 

645 

USA 

55B 

■  Ammunition  Specialist 

645 

USMC 

2311 

■  Ammunition  Technician 

*  Footnotes  are  defined  in  the  introductory  materiai.  2-45 
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645 

USAF 

2W000 

Munitions  Maintenance  Manager 

645 

USAF 

2W031 

Munitions  Systems  Apprentice  .  . . 

645 

USAF 

2W051 

Munitions  Systems  Journeyman 

645 

USAF 

2W071 

Munitions  Systems  Craftsman 

645 

USAF 

2W091 

Munitions  Systems  Superintendent 

645 

WG 

65002 

Explosives  Operating 

646 

DOD 

646 

Aviation  Ordnance 

646 

USA 

68X 

AFI-64  Armament/Electrical  Systems 

646 

USN 

AO 

Aviation  Ordnanceman 

646 

USN 

AO  6801 

Air  Launch  Weapons  Technician 

646 

USN 

AO  6802 

Strike  Intermediate  Armament  Maintenanceman 

646 

USN 

AO  6803 

P-3  Armament/Ordnance  IMA  Technician 

646 

USN 

AO  6810 

Armament  Weapons  Support  Equipment  (ASWE)  Maintenance  Manager 

646 

USN 

AT  6582 

P-3A/B  Weapons  System  OMA  Technician 

646 

USN 

AT  6719 

Update  III  ASUW  Improvement  Program  (AlP)  OMA  Weapons  Systems  Technician 

646 

USMC 

6521 

Aviation  Ordnance  Ammunition  Technician,  IMA 

646 

USMC 

6531 

Aircraft  Ordnance  Technician 

646 

USMC 

6541 

iAviation  Ordnance  Systems  Technician 

646 . 

USMC 

6591 

iAviation  Ordnance  Chief 

*646 

USAF 

2W100 

iAircraft  Armament  Manager 

646 

USAF 

2W131C 

Aircraft  Armament  Systems  Apprentice,  AID 

646 

USAF 

2W131D 

Aircraft  Armament  Systems  Apprentice,  F-4 

646 

USAF 

2W131E 

lAircraft  Armament  Systems  Apprentice,  F-15 

6*46*"' 

USAF 

2W131F 

iAircraft  Armament  Systems  Apprentice,  F-16 

646 

USAF 

2W131H 

Aircraft  Armament  Systems  Apprentice,  F-1 1 1 

646 . 

USAF 

2W131K 

Aircraft  Armament  Systems  Apprentice,  B-52 

646"'“" 

USAF 

2W131L 

Aircraft  Armament  Systems  Apprentice,  B-1 

646 

USAF 

2W131Z 

Aircraft  Armament  Systems  Apprentice,  All  Other 

646  ' 

'uSAF 

2Wi51 

Aircraft  Armament  Systems  Journeyman  . . . . .  _  . 

646 

USAF 

2W171 

Aircraft  Armament  Systems  Craftsman  _ _ 

646 

USAF 

2W1 9  1 

(Aircraft  Armament  Systems  Superintendent  ..  . . 

646 

WG 

66052 

(Aircraft  Ordnance  Systems  Mechanic  . 

647 

DOD 

647 

i  Mines  and  Degaussing 

647 

USN 

8226 

lAirborne  Mine  Countermeasures  (AMCM)  Flelicopter  Aircrewman 

647 

USN 

MN 

Mineman 

647  " 

USN 

MN  1202 

Captor  (MK  60  Mod  0)  Weapons  System  Technician 

647  . 

USN 

MN  1 205 

Underwater  Mine  Test  Set  Maintenance  Technician 

65 

DOD 

65 

Shipboard  Propuision 

651 

DOD 

651 

Main  Propuision 

651 

USN 

EN  4303 

Cummins/Volvo  Penta  Diesel  Engines  Technician 

651 

USN 

EN  4308 

CSP/SLWT  Engineer 

651 

USN 

EN  4310 

ALCO  (2510,  and  General  Motors  EMD  (645)  Diesel  Engine  Technician 

651 

USN 

EN  4313 

Outboard  Engine  Mechanic 

651*"' 

USN 

EN  4314 

Diesel  Enqine  Inspector  . 

651 

USN 

EN  4316 

MCM  1&2  Propulsion  Technician 

651 

USN 

EN  4333 

iFairhanks  Morse  (38D  8-1/8)  and  Colt  Pielstick  (PC2.5V)  Diesel  Engine  Technician 

65  f”” 

USN 

FN 

Fireman 

651 

USN 

FN  9760 

Fireman  -  Electrical/Mechanical  Equipment  Repairers 

651 

USN 

1C  4709 

Mission  Briefing  System  AN/SXQ-8  Maintenance  Technician 

651 

USN 

1C  4738 

AN/USQ-82(V)  Data  Multiplex  System  Technician 

651 

USN 

MM 

Machinist's  Mate 

651 

USN* 

MM  4201 

Cryogenics  Technician  Overseas  Shore  Based  Equipment  Operator/Maintainer 

651 

USN 

MM  4204 

steam  Propulsion  Maintenance  Supervisor 

651 

USN 

MM  4206 

Shipboard  Engineer  Plant  Program  Manager 

651 . . 

USN  ' 

MM  4502 

Boiler  Repair  Technician 

651 

USN 

MM  4503 

Main  Propulsion  Steam  Generating  Plant  Inspector 

651 

USN 

MM  4505 

Steam  Propulsion  Maintenance  Supervisor  __ 

651*' 

USN 

MM  4513 

Automatic  Combustion  Control  (General  Regulator)  Maintenanceman 

651 

USN 

MM  4533 

Automatic  Combustion  Control  Console  Operator  (General  Regulator)  _ 

651 

WG 

99025 

Able  Seaman-Maintenance 

651 

WG 

99060 

bOifer 

651 

WG 

99061 

bibiler  Diesel 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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651 

WG 

99063 

b!  Fireman 

651 

WG 

99064 

bi  Fireman  Watertender 

651 

WG 

99065 

Wiper 

652 

DOD 

652 

Auxiliaries 

652 

USA 

SSL 

Watercraft  Engineer 

652 

USN 

. . 

Engineman 

652 

OSN 

EN  4302 

PAXMAN  Valenta  Diesel  Engine  Operator 

652 

USN 

EN  4324 

. 

MCM  Propulsion  Technician 

652 

USN 

EM  4355 

LAMPS  MK  III  RAST  Mechanical  Maintenanceman 

652 

USN 

EN  4361 

ARS-50  Class  Propulsion  Technician 

652 

USN 

EN  4366 

LSD-41  Class  Propulsion  System  Technician 

652 

USN 

EN  43S2 

FFG-7  Class  Auxiliaries  Mechanical  System  Technician 

652 

USN 

EN  439S 

DD-963  Auxiliary  Systems  Technician 

652 

USN 

GS 

Gas  Turbine  System  Technician 

652 

USN 

GS  4123 

DD-963/DDG-993/CG-47  Gas  Turbine  Electrical  Maintenance  Technician 

652 

USN 

GS  4124 

DD-963/DDG-993/CG-47  and  DDG-51  Gas  Turbine  Mechical  Maintenance  Technician 

652 

USN 

GS  4125 

DDG-51/AOE-6  Gas  Turbine  Electircal  Maintenance  Technician 

652 

USN 

GS  4126 

AOE-6  Gas  Turbine  Mechanical  Maintenance  Technician 

65”2 

USN 

GS"412S 

FFG-7  Gas  Turbine  Mechanical  Maintenance  Technician 

652 

USN 

GS  4129 

FFG-7  Gas  Turbine  Electrical  Maintenance  Technician 

652 

USN 

GS  4131 

LCAC  Craft  Engineer/Assistant  Operator 

652 

USN 

GS  4133 

LCAC  Mechanical  Systems  Maintenance  Technicain 

652 

USN 

GS  4135 

LCAC  Electrical  Systems  Maintenance  Technician 

652 

USN 

GS  4136 

Marine  Gas  Turbine  Inspector 

652 

USN 

GSE 

Gas  Turbine  System  Technician  (Electrical) 

652 

USN 

GSM 

Gas  Turbine  System  Technician  (Mechanical) 

652 

USN 

MM  4230 

a 

SSN/SSBN  Auxiliary  Equipment  Operator 

652 

USN 

MM  4231 

a 

SSN/SSBN  Auxiliary  Equipment  Technician 

652 

USN 

MM  4232 

a 

SSN/SSBN  Weapons  Equipment  Operator 

652 

USN 

MM  4233 

ajSSN/SSBN  Weapons  Equipment  Technician 

652 

USN 

MM  4245 

aSSSN/SSBN  Basic  Auxiliary  Equipment  Technician 

652' 

USN 

MM  4246 

a 

SSN/SSBN  Diesel  Engine  (Fairbanks-Morse)  Maintenance  Technician 

652 

USN 

MM  4252 

Electrolytic  Oxygen  Generator  (Model  6L16I  Operator 

652 

USN  ^ 

MN  1 204 

Submarine  Launched  Mobile  Mine  Technician 

652 

652 

WG 

WG 

99053 

99055 

-- 

Deck  Engineer  Mechanic 

Pumpman 

652 

WG 

99056 

b 

Engineman 

652 

WG 

99057 

Engine  Utilityman 

652 

WG 

9905S 

b 

Evaporator  Utilityman 

652 

WG 

990S5 

Steward  Utilityman 

66 

DOD 

66 

Power  Generating  Equipment 

661 

DOD 

661 

Nuciear  Power 

661 

USN 

3351 

a 

Submarine  Nuclear  Propulsion  Plant  Emergency  Welder 

661 

USN 

3353 

a 

Submarine  Nuclear  Propulsion  Plant  -  Reactor  Control 

661 

USN 

3354 

a 

Submarine  Nuclear  Propulsion  Plant  -  Electrical 

661 

USN 

3355 

a 

Submarine  Nuclear  Propulsion  Plant  -  Mechanical 

661 

USN 

3356 

a 

Submarine  Nuclear  Propulsion  Plant  -  Engr.  Laboratory  Technician 

661 

USN 

3359 

a 

Submarine  Nuclear  Propulsion  Plant  -  Special  Category 

661 

USN 

3363 

a 

Submarine  Nuclear  Propulsion  Plant  Supervisor  -  Reactor  Control 

661 

USN 

3364 

a 

Submarine  Nuclear  Propulsion  Plant  Supervisor-Electrical 

661 

USN 

3365 

a 

Submarine  Nuclear  Propulsion  Plant  Supervisor  -  Mechanical 

661 

USN 

3366 

a 

Submarine  Nuclear  Propulsion  Plant  Supervisor  -  Engineering  Laboratory  Technician 

661 

USN 

3373 

Nuclear  Propulsion  Plant  Maintenance  Supervisor-Electronics 

661 

USN 

3376 

Nuclear  Propulsion  Plant  Maint.  Supervisor-Radiological  Controls 

661 

USN 

3377 

Nuclear  Planner 

661 

USN 

33S3 

Surface  Ship  Nuclear  Propulsion  Plant  Operator  -  Reactor  Control 

661 

USN 

33S4 

Surface  Ship  Nuclear  Propulsion  Plant  Operator  -  Electrical 

661 

661 

USN 

USN  ' 

3365 

33S6 

j 

Surface  Ship  Nuclear  Propulsion  Plant  Operator  -  Mechanical 

Surface  Ship  Nuclear  Propulsion  Plant  Operator  -  Engineering  Laboratory  Technician 

661 

USN 

3369 

(Surface  Ship  Nuclear  Propulsion  Plant  Operator  -  Special  Category 

661 

USN 

3393 

(Surface  Ship  Nuclear  Propulsion  Plant  Supervisor  -  Reactor  Control 

661 

USN 

3394 

(Surface  Ship  Nuclear  Propulsion  Plant  Supervisor  -  Electrical 

’  Footnotes  are  defined  in  the  introductory  materiai.  2-47 
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SERVICE  OCC 

1 

661 

USN 

3395 

661 

USN 

3396 

661 

USN 

9594 

661 

USN 

9901 

661 

WG 

54081 

662 

DOD 

662 

662 

USA 

52C 

662 

USA 

52D 

662 

USA 

52E 

662 

USA 

52F 

662 

USN 

EM 

662 

USN 

EM  4615 

662 

USN 

EM  4621 

662 

USN 

EM  4626 

662 

USN 

EM  4632 

662 

USN 

EM  4666 

662 

USN 

EM  4668 

662 

USN 

EM  4672 

662 

USAF 

3E032 

662 

USAF 

3E052 

662 

USAF 

3E072 

662 

USCG  1270 

662  . 

WG 

37025 

67 

DOD 

67 

670 

DOD 

670 

670 

USN 

9583 

670 

USN 

9597 

670 

USN 

1C  4720 

670 

USN 

1C  4721 

670 

USN 

1C  4723 

670 

USN 

1C  4727 

670 

USN 

1C  4745 

670 

USN 

1C  4749 

670 

USN 

IM 

670 

USN 

IM  1801 

670 

USN 

IM  1808 

670 

USN 

IM  1809 

670 

USN 

IM  1820 

670 

USN 

OM 

670 

USN 

OM  1918 

670 

USN 

SN  9760 

670 

USMC 

2171 

670 

WG 

33001 

670 

WG 

33006 

670 

WG 

33009 

670 

WG 

33059 

670 

WG 

33064 

670 

WG 

40005 

670 

WG 

48004  i 

670 

WG 

48005  I 

670 

WG 

48050 

69 

DOD 

69 

690 

DOD 

690 

690 

USA 

63J 

690 

USA 

88P 

690 

USN 

EM  4671 

690 

USN 

EM  4673 

690 

USN 

1C  4752 

690 

USN 

MM  4295 

690 

USN 

MM  4296 

690 

USMC 

4616 

690 

GS 

1670 

SERVICE  OCC  TITLE 


Surface  Ship  Nuclear  Propulsion  Plant  Supervisor  -  Mechanical 

Surface  Ship  Nuclear  Propulsion  Plant  Supervisor  -  Engineering  Laboratory  Technician 

Intermediate  Maintenance  Activity  (IMA)  Nuclear  ^Worker 

Nuclear  Propulsion  Plant  Operator  Trainee 

Nuclear  Reactor  Operating 

Electric  Power 

Utilities  Equipment  Repairer  . . . 

Power  Generation  Equipment  Repairer 

Prime  Power  Production  Specialist  . . . 

Turbine  Engine  Driven  Generator  Repairer  . . . .  . 

Electrician's  Mate  . . . .  . 

Electrical  Motor  Rewinder  _  .  . . . 

IMA  Electrical  Shop  Journeyman  .  . . . 

DD-963/LHD-1  Electrical  Component  Maintenance  Technician  _  „ 

FFG-7  Class  Auxiliaries  Electrical  System  Technician  .  . . . 

Minesweeping  Electrician  .  . . . . 

UNREP  Electrical-Electronics  Control  Maintenance 

Steam  Catapult  Electrician  _  . . . .  . . . . 

;Electrical  Power  Production  Apprentice  . . 

Electrical  Power  Production  Journeyman . . . . 

^Electrical  Power  Production  Craftsman  . . . . 

lElectrician's  Mate  . . . . . 

i  Battery  Repairing  __  _  _ _ 

Precision  Equipment  . . . . . . . . 

Precision  Equipment,  General  _ _ _  _  _ 

1  Locksmith  . . . . . 

i  Radiac  Technician  . . . . . . . . . . . . . . 

sGyro  Compass  Maintenance 


MK  19  Gyrocompass  Systems  Maintenance  technjoian 
MK  23  Gyrocompass  Systems  Maintenance  Technician 
WSN-2  Stabilized  Gyrocompass  Technician 
(Optical  Landing  Systems  Technician 
j  Physical  Security  Equipment  Maintenance  Technician 
instrumentman 


IMA  Metrology  and  Mechanical  Standards  Calibration  Shop  Jo^eyr^^ 


Standards  Maintenance  and  Repair  Technician  _ _ 

Physical/Dimensional  Calibration  Specialist . . . . 

■  Opticalman  _  . . . . . . . . 

Type  18  Submarine  Periscope  Optical  Repairman 

iSeaman  -  Electrical/Mechanical  Equipment  Repairer 

I  Electro-Optical  Ordnance  Repairer  . . 

i Miscellaneous  Instrument  Maintenance  . .  .  . 

iOptical  Instrument  Repairing  . . . . . . 

iTimekeeping  Instrument  Repairing  _ _ _ _ _ 

^  Instrument  Mechanic . . . . . . . 

Projection  Equipment  Repairing  _ _ _  _ _ _  ,,, 

I  Optical  Element  Working 
iLocksmithing 

iMedical  Equipment  Repairing  _  ... 

i Bearing  Reconditioning 
Other  Mechanical  and  Electrical  Equipment 
Other  Mechanical  and  Electrical  Equipment,  General 
Quartermaster  &  Chemical  Equipment  Repairer 
Railway  Equipment  Repairer  (Reserve  Forces) 

Shipboard  Elevator  Electronic/Electrical  Systems  Maintenance  Technician 
LAMPS  MK  III  RAST/HRS  Electrical  Maintenanceman 
^  Electrolytic  Oxygen  Generator  (Model  6L16)  Maintenance  Technician 
UNREP  Equipment  Mechanic 

iShipboard  Elevator  Hydraulic/Mechanical  System  Mechanic 
: Reproduction  Equipment  Repairer  _  _ 

■  Equipment  Specialist _ _ _ 


’  Footnotes  are  defined  in  the  introductory  material. 
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DOD  OCC 

SERVICE 

SERVICE  OCC 

E 

1  SERVICE  OCC  TITLE 

690 

GS 

n699  ! 

i  Equipment  and  Facilities  Management  Student  Trainee 

690 

WG 

142055 

iFuel  Distribution  System  Mechanic 

690 

!WG 

47016 

Railroad  Car  Repairing 

690 

WG 

i  47037 

sGeneral  Equipment  Mechanic 

690 

WG 

i  47045 

!  Research  Laboratory  Mechanic 

690 

!WG 

148006 

iOffice  Appliance  Repairing 

690 

WG 

148007 

iChemical  Equipment  Repairing 

690 

WG 

148008  i 

iCustodial  Equipment  Servicing 

690 

WG 

48012 

iSaw  Reconditioning 

690 

WG 

148014 

sSurvey  Equipment  Servicing 

690 

WG 

148018 

lAircraft  Survival  and  Flight  Equipment  Repairer 

690 

WG 

48019 

sBowling  Equipment  Repairing 

690 

WG 

148020 

biVending  Machine  Repairing 

690 

WG 

148039  1 

sFilm  Processing  Equipment  Repairing 

690 

WG 

48040 

jTool  &  Equipment  Repairing 

690 

WG 

48044 

! Bicycle  Repairing 

690 

WG 

48045 

"Orthopedic  Appliance  Repairing 

690 

WG 

48048  i 

"Mechanical  Parts  Repairing 

690 

WG 

48055  1 

i Domestic  Appliance  Repairing 

690 

WG 

53007 

iShoe  Machine  Repairing 

690 

WG 

53010 

i  Kitchen/Bakery  Equipment  Repairing 

690 

WG 

53012 

"Sewing  Machine  Repairing 

'690 

WG 

53013 

"Elevator  Mechanic 

690 

WG 

53017  i 

"Laundry  and  Dry  Cleaning  Equipment  Repairing 

690 

WG 

53018 

•  Lock  and  Dam  Repairing 

690 

WG 

53030 

•  Printing  Equipment  Repairing 

690 

WG 

53034 

"Marine  Machinery  Mechanic 

690 

WG 

53035 

•  Wind  Tunnel  Mechanic 

690 

WG 

53050 

!  Production  Machinery  Mechanic 

690 

WG 

53052 

1  Industrial  Equipment  Mechanic 

690 

WG 

53064 

;Door  Systems  Mechanic  | 

690 

wg’ 

53078 

"Powered  Support  Systems  Mechanic 

690 

WG 

82055 

iPneudraulic  Systems  Mechanic 

690 

WG 

86010 

Small  Engine  Mechanic 

7 

DOD 

7 

Craftsworkers 

70 

DOD 

70 

Metaiworking 

700 

DOD 

700 

Metaiworking,  Generai 

700 

USN 

HT  4935 

sNDT  Radiographic  Inspector  (Nuclear) 

700 

USN 

HT  4942 

IVT  MT  and  PT  NOf  Inspector 

700 

USN 

HT  4943 

IVT  MT  PT  and  RT  NOT  Inspector 

700 

USN 

HT  4944 

VT  MT  PT  and  UT  Inspector 

700 

USN 

HT  4946 

Non-Nuclear  NDT  Examiner 

700 

USN 

HT  4947 

Nuclear  NDT  Examiner 

700 

USMC 

1316 

Metal  Worker 

700 

USAF 

2A600 

Systems  Manager 

700 

USAF 

2A731 

Aircraft  Metals  Technology  Apprentice 

700 

USAF 

2A751 

Aircraft  Metals  Technology  Journeyman 

700 

USAF 

2A771 

Aircraft  Metals  Technology  Craftsman 

700  1 

USAF 

2A790 

Aircraft  Fabrication  Superintendent 

700  ! 

WG 

37007 

Metallizing 

700 

WG 

37008 

Metal  Process  Working 

700 

WG 

37011 

Electroplating 

700 

WG 

37012  1 

Heat  Treating 

700 

WG  ? 

37022 

Cold  Working 

700 

WG 

37027 

Buffing  &  Polishing 

700  i 

WG  i 

37035 

Metal  Phototransferring 

700  ; 

WG  ; 

37041 

Furnace  Operating 

700  1 

WG  1 

37069 

Shot  Peening  Machine  Operating 

700  i 

WG 

38002 

Metal  Forging 

700 

WG  ^ 

38007 

Structural/Ornamental  Iron  Working 

700  i 

WG  i 

38008 

Boiler  Making 

700 

WG  i 

38015 

Pneumatic  Tool  Operating 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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DOD  OCC 

SERVICE 

SERVICE  OCC 

m 

SERVICE  OCC  TITLE 

700 

WG 

38018 

Springmaking 

700 

WG 

38020 

Shipfitting  . 

700 

WG 

38030 

:Blacksmithing 

700 

WG 

38032 

b  Medal  Making 

700  ' 

WG 

38058 

Metal  Tank  &  Radiator  Repairing 

700 

WG 

38069 

§  Metal  Forming  Machine  Operating 

700 

WG 

38072 

! Metal  Tube  Making,  Installing  &  Repairing 

700 

WG 

43071 

!  Plaster  Pattern  Casting 

700 

WG 

43073 

sMolding 

701 

DOD 

701 

i  Welding 

701 .  sUSN 

AM  7222 

Aeronautical  Welder 

701 

USN 

AM  7232 

Structural  Repair  IMA  Technician 

701 

USN 

HT  49E  ■ 

General  Maintenance  Welder 

701 

USN 

HT  4955 

Nonnuclear  Welder  _ _ _ 

701 

USN 

HT  4956 

Nuclear  Power  Plant  Components  Welder 

701 

USMC 

6043  I 

Aircraft  Welder  . 

701 

WG 

37002 

Flame/Arc  Cutting 

701 

WG 

37003 

Welding 

701 

WG 

37016 

b 

Leadburning  _ _ _ _ _ _ _ 

701 

WG 

37020 

Brazing  &  Soldering  _ _ _ _ _ _ _ 

702 

DOD 

702 

Machinists 

702 

USA 

44E 

Machinist  _  .  . . 

702 

USN 

MB 

Machinery  Repairman  _  _ _  .  ,  . 

702 

USN 

MR  4402  ^ 

Advanced  Machinery  Repairman 

702 

USN 

MR  4403 

Heat  Treatment  of  Metals  Machinist 

702 . . . 

usn" 

MR  4404  f 

Computer  Numerically  Controlled  Machinist 

702 

USMC 

2161 

Machinist 

702 

USCG 

200 

Machinery  Technician  . 

702 

USCG 

301 

Machinery  Repairman 

702 

WG 

34014 

Machining  . 

702 

WG 

3401 6 

Tool  Making 

702 

WG 

34017 

Tool  Grinding 

702 

WG 

34022 

Power  Saw  Operating  . 

702 

WG . 

34028  ” 

Die  Sinking 

702 

WG 

34031 

Machine  Tool  Operating 

702 

wg' 

99050 

Plumber  Machinist  _  . . . . . . . . 

702 

WG 

99059 

Machinist 

703 

DOD 

703 

Sheetmetal 

703 

WG 

38006 

Sheet  Metal  Mechanic  . 

704 

DOD 

704 

Metai  Body  Repair 

704 

USA 

448 

Metal  Worker  _  _ 

704 

USMC 

3513 

Body  Repair  Mechanic 

704 

USAF 

2T300 

Vehicle  Maintenance  Manager 

704 

USAF 

2T390 

Vehicle  Maintenance  Superintendent 

704 

USAF 

2T432 

Vehicle  Body  Maintenance  Apprentice 

704 

USAF 

2T452 

Vehicle  Body  Maintenance  Journeyman 

704 

USAF 

27  470 

General  Purpose  Vehicle  And  Body  Maintenance  Craftsman 

704 

WG 

38009 

Mobile  Equipment  Metal  Mechanic 

71 

DOD 

71 

Construction 

710 

DOD 

710 

Construction,  Generai 

710 

USA 

51H 

Construction  Engineering  Supervisor 

710 

USA 

51Z  ^ 

General  Engineering  Supervisor 

710 

USN 

BU 

Builder 

710 

USN 

BU  5907 

Advanced  Builder 

710 

USN 

BU5915 

Construction  Planner  and  Estimator  Specialist 

710 

USN 

BU  5931 

Advanced  Underwater  Construction  Technician 

710 

USN 

BU  5932 

Basic  Underwater  Construction  Technician 

710 

USN 

CM  5805 

Advanced  Construction  Mechanic 

710 

USN 

CN 

Constructionman 

710 

USN 

CN  9740 

Constructionman  -  Other  Technical  and  Allied  Specialists 

710 

USN 

CN  9770 

Constructionman  -  Craftsworkers 

710 

USN 

EA 

Engineering  Aid 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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lOOD  dec 

SERVICE 

SERVICE  OCC 

D 

SERVICE  OCC  TITLE 

713 

USA 

62E 

Heavy  Construction  Equipment  Operator 

713 

USA 

62F 

Crane  Operator 

713 

USA 

62G 

Quarrying  Specialist 

713 

USA 

62H 

Concrete  and  Asphalt  Equipment  Operator 

713 

USA 

62J 

General  Construction  Equipment  Operator 

713 

USA 

62N 

Construction  Equipment  Supervisor 

713 

USN 

BU  5908 

Tool  &  Equipment  Technician 

713 

USN 

EO 

Equipment  Operator 

713 

USN 

EO  5707 

Water  Well  Drilling  Technician 

713 

USN 

EO  5713 

i  Construction  Crane  Operator 

713 

USMC 

1345 

!  Engineer  Equipment  Operator 

713 

USCG 

681 

•  Equipment  Operator 

713 

USCG 

682 

•  Equipment  Operator  -  Hauling 

713 

USCG 

683 

•  Equipment  Operator  -  Construction 

713 

WG 

47041 

•  General  Equipment  Operating 

713 

WG 

54078 

•  Portable  Equipment  Operating 

713 

WG 

54079 

•  Dredging  Equipment  Operating 

713 

WG 

57016 

•  Engineering  Equipment  Operating 

713 

WG 

57025 

•  Crane  Operating 

713 

WG 

57029 

•  Drill  Rig  Operating 

72 

DOD 

72 

iUtiiities 

720 

DOD 

720 

iUtiiities,  General 

720 

USA 

51K 

(Plumber 

720 

USA 

77W 

(Water  Treatment  Specialist 

720 

USN 

MM  4291 

(Refrigeration  and  Air  Conditioning  Systems  Mechanic 

720 

USN 

UT 

Utilitiesman 

720 

USN 

UT  6104 

Shore-Based  Refrigeration  &  Air  Conditioning  Technician 

720 

USN 

UT  6105 

•  Advanced  Utilitiesman 

720 

USMC 

1161 

(Refrigeration  Mechanic 

720 

USMC 

1169 

IUtiiities  Chief 

7.' 

USAF 

3E131 

Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Apprentice 

720 

USAF 

3E151 

Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Journeyman 

720 

USAF 

3E171 

Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Craftsman 

720 

USAF  ’SEISI 

Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Superintendent 

720 

USAF 

3E431 

Utilities  Systems  Apprentice  _  _  . . . 

720 

USAF 

3E432 

Liquid  Fuel  Systems  Maintenance  Apprentice 

720 

USAF 

3E433 

Environmental  Apprentice 

720 

USAF 

3E451  ‘ 

Utilities  Systems  Journeyman 

720 

USAF 

3E452 

Liquid  Fuel  Systems  Maintenance  Journeyman 

720 

USAF 

3E453 

Environmental  Journeyman 

720 

USAF 

3E471 

Utilities  Systems  Craftsman 

720 

USAF 

3E472 

Liquid  Fuel  Systems  Maintenance  Craftsman 

720 

USAF 

3E473 

Environmental  Craftsman 

720 

USAF 

3E490 

Utilities  Systems  Superintendent 

720 

USCG 

701 

Utilitiesman 

720” 

used  ' 

702 

Utilitiesman  -  Air  Conditioning 

USCG 

703 

Utilitiesman  -  Boilerman 

720 

USCG 

704 

Utilitiesman  -  Plumber 

720 

USCG 

705 

Utilitiesman  -  Water  and  Sanitation  _ 

720 

WG 

42004 

Pipefitting 

720 

WG 

42006 

Plumbing 

720 

WG 

47042 

Utility  Systems  Repairing-Operating 

720 

WG 

47049 

Maintenance  Mechanic 

720 

WG 

53006 

Air  Conditioning  Equipment  Mechanic 

720 

WG 

53009  ' 

Heating  and  Boiler  Plant  Equipment  Mechanic 

720 

WG 

54002 

Boiler  Plant  Operating 

720 

WG 

54003 

Incinerator  Operating 

720 

WG 

54006 

Utility  Systems  Operating 

720  ' 

WG  ^54007 

Electric  Power  Controlling 

72d* 

WG 

54008 

Sewage  Disposal  Plant  Operating 

720 

WG 

54009 

Water  Treatment  Plant  Operating 

720 

WG 

54015 

Air  Conditioning  Equipment  Operating 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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^WG 
S\A/G 
SWG 
iWG 
WG 
SWG 
i\NG 
IWG  ' 

.  jWG  . 

iWG 

IDOb 

msA 

|usn'  ' 

iuSN' 

.  msN ' 

|USN 

juSMC_^ 

iUSMC 

. “luSAF 

'  iUSAF  ' 
jUSAF' 

^ _ i  USAF 

IwG  " 
iwG 
iWG_ 
"jwG 

. WG 

”WG . 

Two' 

IWG 

jOOO 

. . 

tuSA . 

"  us'n  _ 
msN__' 
mSN 
msMc' 

iuSAF 

.  JUSAF  ’ 


154019 

154026 

i  54027 

154030 

199045 

j  99046 

199047 

199048 

199049 

199062 

1727 

|51R 

i52G 

jCE 

1CE^601 
|CE  5633' 
;CE  5635 
11141 


13E031 

'I'iEo's'r 

'135071 
i3E090'^ 
'  128005' 
28010 
_  28054  ' 
9903''9“' 
99040 
"  99041" 
"'99042 
■"99043''" 
74"' 

. JW 

. 81 L  ■ 

"tu . . 

. s'n"9776 

'l3R06b~' 

. 3R051 

■3Rb71 

""3R091 


SERVICE  OCC  TITLE 


(Stationary-Engine  Operating 
(Lock  and  Dam  Operating 
IChemical  Plant  Operating 
Drawbridge  Operating 
Refrigeration  Engineer 
(Second  Refrigeration  Engineer 
Third  Refrigeration  Engineer 
bi  Plumber 
brAssistant  Plumber 
b  Refrigeration  biier 
\Efectricians 
(Interior  Electrician 

a  Transmission  and  Distribution  Specialist 
'Construction  Electrician 

(Uninterruptible  Power  Supply  (UPS)  Maintenance  technician 
(Mobile  Utilities  Support  Equipment  (MUSE)  technician 
iAdIvanced  Construction  Electrician 
J  Electrician 

(Electrical  Equipment  Repair  Specialist 
j  Electrical  Systems  Apprentice 
(Electrical  Systems  Journeyman 
JElectrical  Systems  Craftsman 
■Electrical  Superintendent 
.Electrician 

(High  Voltage  Electrician 
jElectrlcal  Equipment  Repairing 
Chief  Electrici^ 

Electrician 

b  Electrician-Maintenance 

(Second  Electrician  " 

bjThjrd  Electrician _ 

\Uihography 
iLithography,  General 
jLithographer 

(Lithographer  _ 

!  Lighographic  Equipment  Repairman 
(Seaman  -  Craftsworkers 
(Combat  Lithographer 
(Rei^ogr^hic  Manager 
(Printing  Management  Apprentice 
(Printing  Ma^gement  Journeyman 
(Printing  Management  Craftsman 


740 

IWG 

44002 

Bindery  Working 

740 

IWG 

44003 

;  b 

Hand  Composing 

740 

IWG 

44005 

Film  Assembly-Stripping 

740 

IWG 

44006 

Letterpress  Operating 

740 

IWG 

44013 

Negative  Engraving 

740 

IWG 

44014 

i  ‘ 

Offset  Photography 

740 

IWG 

44016 

Plate  Making 

740 

IWG 

44017 

Offset  Press  Operating 

740 

IWG 

4401 9  i 

Silk  Screen  Making  &  Printing 

740 

IWG 

44025 

I  bi  Photoengraving 

740 

IWG 

44040 

i  bl  Stereotype  Platemaking 

740 

IWG 

44041 

i  blBookbinding 

740 

IWG 

44046 

bl Banknote  Engraving 

740 

WG 

44047 

(  biSculptural  Engraving 

740 

IWG 

44048 

i  blSiderographic  Transferring 

740 

IWG 

44049 

i  bl  Electrolytic  Intaglio  Piatemaking 

740 

WG 

44050 

(  b:  Intaglio  Die  and  Plate  Finishing 

740 

IWG 

44054 

i  bl  Intaglio  Press  Operating 

75 

DOD 

75 

industriai  Gas  and  Fuei  Produetioi 

^  Footnotes  are  defined  in  the  introductory  materiai. 
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ittODOCC 

Service 

SERVICE  01 

750 

DOD 

750 

750 

USN 

MM  4283 

750 

USMC 

6075 

750 

WG 

54033 

76 

DOD 

76 

760 

DOD 

760 

760  jUSA 

43M 

760 

USN 

9581 

760 

USMC 

1181 

760 

USAF 

2A732 

760 

USAF 

2A734 

760 

USAF 

2A752 

760 

USAF 

2A754 

760 

USAF 

2A772 

760 

USAF 

2A774 

760 

WG 

31003 

760 

WG 

31005 

760 

WG 

31006 

760 

WG 

31011 

760 

WG 

31019 

760 

WG 

43051 

760 

WG 

43052 

760 

WG 

43060 

760 

WG 

43061 

760 

WG 

48016 

79 

DOD 

79 

790 

DOD 

790 

790 

^USN 

DC 

790 

USN 

DC  4805 

790 

USN 

DC  481 1 

790 

USN 

FN  9770 

790 

USN 

HT 

790 

USN 

ML 

790 

USN 

ML  5201 

790 

USN 

PM 

790 

USN 

PM  5101 

790 

USCG 

311 

790 

WG 

33014 

790 

WG 

37036 

790 

WG 

38016 

790 

WG 

38033 

790 

WG 

40010 

790 

WG 

41057 

790 

WG 

43070 

790 

WG 

47014 

790 

WG 

47015 

790 

WG 

47017 

790 

WG 

52021 

790 

WG 

53084 

8 

DOD 

8 

80 

DOD 

80 

800 

DOD 

800 

800 

USA 

92G 

800 

USN 

MS 

800 

USN 

MS  3525 

800 

USN 

MS  3527 

800 

USN 

MS  3529 

800 

USN 

SN  9780 

800 

USMC 

3381 

800 

USMC 

8915 

800 

USAF 

3M000 

800 

USAF 

3M031 

SERVICE  OCC  TITLE  _ 


Industrial  Gas  and  Fub!  Production,  Genera!  _  _ _ 

sHigh  and  Low  Pressure  CryogenicJTechniciari  _ _ _ 

■  Cryogenics  Equipment  Operator  . . 

iQas  Generating  Piant  Operating  . . . . . . .  . .  _ . 

i  Fabric,  Leather,  and  Rubber  _ _ _ _ _ _ _ _ 

i  Fabric,  Leather,  and  Rubber,  General  _ _ _ _ _ _ 

I  Fabric  Repair  Specialist  _  _ _ _ _ _ _ 

I  Rubber  and  Piastics  Worker  . . . _ . . . . . . . . 

i  Fabric  Repair  Specialist  _ _ _ _ _ _ _ 

!  Nondestructive  Inspection  Apprentice _ _ _ _ _ _ _ 

!  Survival  Equipment  Apprentice  _ _ _ _ 

■  Nondestructive  Inspection  Journeyman _  _ _ _ _ _ 

iSurvival  Equipment  Journeyman . . . . . 

i  Nondestructive  Inspection  Craftsman  __  _ _ 

!  Survival  Equipment  Craftsman  _ _ _ _ _ 

iShoe  Repairing  _ _ _ _ _ _ . . . . . . . 

I  Fabric  Working  _ _ _ _ _ _ _ _ _ _ _ 

I  Upholstering  _  _  _ _ _ _ 

■  Sewing  Machine  Operating _ _ _ _ - 

b' Broom  and  Brush  Making  _  _ _ _ _ _ 

iPlastic  Molding  ^Equipment  OperMing _ _ _ 

■  Plastic  Fabricating  . . . . ^ _ _ _ _ 

■  Rubber  Products  Molding  _ _  _ _ _ _ _ _ 

Rubber  Equipment  Repairing  _  _  _  . . . . . .  . . 

■  Protective  and  Safety  Equipment  Fabricating  &  Repairing  . . . .  . . . 

iOther  Craftsworkers,  N.E.C.  _ _ _  _ 

Other  Craftsworkers,  N.E.C.,  General  .  . . . . 

■Damage  Controlman  . . . . . . . 

i  Shipboard  Chernical,  Biological  and  Radiological  Defense  Operations  and 

'  ^Senior  EnlTsted  olimage  Control  Program  Management  and  Training  Specialist  . . 

I  Fireman  -  Craftsworkers _  _  . . . . .  ,  .  _ _ _ 

iHuH  Maintenance  technician  . . . . . 

iMorder _ _  _  . . . . . . . . . . . 

Molder  journeyman _ _ _ _ _ _ 

Patternmal^r  _ _  _ _ _ _ _ 

iPatternmakei^Journeyman  _ _ _ _ 

.Shipfitt^  . . . . . . . 

■  Instrument  Making .  . . . ... 

■  Circuit  Board  Making . . . . 

•  Engraving  ___  . . . . . . . . . . -• 

b.Transfer  Engraving  _ _ _ _ _ _ _ _ _ _ _ - _ - . - 

■  Prescription  Eyeglass  Making  _ _ _ _ _ _ _ _ - . . 

■  Instrument  Dial  Painting  _  _ _ _ _ _ _ — 

'Glassblowing  _ _ _ _ _ _ _ _ _ _ _ _ _ 

■  Model  Making  _  _ _ 

■  Exhibits  Making/Modeling  _ _ _ _ _ 

■  Boat  Building  &  Repairing  _ _ _ _ _ 

■  Lofting  . . . . . 

iGasdynamic  Facility  Installing  &  Repairing  . . . . . . 

•  Service  and  Supply  Handlers  _  _  _  __  _ _ _ _ _ 

Food  Service  _  _ _ _ 

Food  Service,  Generai  _  . . .  . . . 

I  Food  Service  Specialist  __  . . . . 

■  Mess  Management  Specialist  _ _ , 

•  Private  Mess  Specialist . .  . . . . 

■  Culinary  Specialist  __  _ _ _ _ 

iWardroom/Galley  Supervisor  _ _  _ _ _ _ _ 

■  Seaman  -  Services  and  Supply  Handlers  _ 

•  Food  Service  Spedalist  '  _ _ 

Food  Service  Attendant  _  _  _  _ _ . . . . 

■  Services  Manager  _  .  .  . . . . . . . 

■  Services  Apprentice _ _ _ 


'  Footnotes  are  defined  in  the  introductory  material. 
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DOD  OCC  1 

SERVICE 

SERVICE  OCC 

iBMoialF  1 

800 

USAF 

3M051 

{Services  Journeyman 

800  ^ 

USAF 

3m671 

i  Services  Craftsman 

800  ■ 

USAF 

3M091 

{Services  Superintendent 

800 

USAF 

9D000 

{Dormitory  Manager 

800 

WG 

74002 

{Baking 

800 

WG 

74004 ' 

{Cooking 

800 

WG 

74005 

bi  Bartending 

800 

WG 

74007 

i  Meatcutting 

800 

WG 

74008 

.'Food  Service  Working 

800 

WG 

99071 

{Chief  Cook 

800 

WG 

99072 

•  Steward  Cook 

800 

WG 

99073 

{Second  Cook 

800' 

WG 

99074 

(Third  Cook 

800 

WG 

99075 

'Assistant  Cook 

800 

WG 

99076 

•  Cook  Baker 

800 

WG 

99077 

Second  Cook  Baker 

800 

WG 

99078 

Night  Cook  and  Baker 

8d6~  ^ 

WG 

99079 

(Steward  Baker 

800 

WG 

99080 

b;  Third  Pantryman 

800 

WG 

99081 

b'Galleyman 

801 

DOD 

801 

•  Stewards  and  Enlisted  Aides 

801 

USN 

MS  3538 

(Bachelor  Quarters  Specialist 

801 . 

USMC 

3372 

{Enlisted  Aid 

801 

USAF 

9G000 

Airman  Aide 

801 

WG 

74020 

b  Waiter 

801 

WG 

99068 

Chief  Steward 

801 

WG 

99069 

(Third  Steward 

801  iWG' 

99084 

bSMessman 

81 

DOD 

81 

Motor  Transport 

811 

DOD 

811 

•Motor  Vehicie  Operators 

sTi 

USA 

88'm 

(Motor  Transport  Operator 

811 

USA 

88Z 

ITransportation  Senior  Sergeant 

811 

USMC 

3531 

Motor  Vehicle  Operator 

811 

USMC 

3533 

(Logistics  Vehicle  System  Operator 

811 

USMC 

3534 

(Semi-Trailer  Refueler  Operator 

811 

USMC 

3536 

Vehicle  Recovery  Operator 

811 

USMC 

3537 

Motor  Transport  Operations  Chief 

811 

USMC" ' 

3538 

Licensing  Examiner 

8iT . 

USAF 

2T100 

(Vehicle  Operations  Manager 

811 

USAF 

2T131  ' 

(Vehicle  Operations  Apprentice 

811 

USAF 

2T151 

{Vehicle  Operations  Journeyman 

811 

USAF 

2T171 

{Vehicle  Operations  Craftsman 

811 

USAF 

2T191 

(Vehicle  Operations  Superintendent 

811 

GS 

'2151 

(Dispatching 

811 

WG 

57003 

•  Motor  Vehicle  Operating 

811 

WG 

57005 

Tractor  Operating 

811 

WG 

57006 

Road  Sweeper  Operating 

811  '  ” 

WG 

57067 

{Airfield  Clearing  Eguipment  Operating 

812 

DOD 

\812 

iRaiiway  Operators 

812 

USA 

S88U 

sRailway  Operations  Crewmember  (Reserve  Forces) 

812 

USA 

!88X 

{Railway  Senior  Sergeant  (Reserve  Forces) 

812 

WG 

j 57036 

I  Braking-Switching  &  Conducting 

812 

WG 

157037 

{Locomotive  Engineering 

812 

WG 

157038"” 

(Railroad  Maintenance  Vehicle  Operating 

82 

DOD 

\82 

\  Materiai  Receipt,  Storage  and  Issue 

821 

DOD 

\821 

\  Missile  Fuel  and  Petroleum 

821 

USA 

'77F 

Petroleum  Supply  Specialist 

821 

USMC 

:1391 

Bulk  Fuel  Specialist 

821 

USAF 

i2F000 

Fuels  Manager 

821 

USAF 

2F031 

Fuels  Apprentice 

821 

USAF 

.2F051 

(Fuels  Journeyman 

821 

USAF 

2F071 

Fuels  Craftsman 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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bOD  occ 

SERVICE 

SERVICE  OCC 

SERVICE  OCC  TITLE 

821 

USAF 

2F091 

Fuels  Superintendent 

821 

WG 

54013 

Fuel  Distribution  System  Operating 

821 

WG 

65011 

Mlssile/Toxic  Materials  Handling 

822 

DOD 

822 

Warehousing  and  Equipment  Handiing 

822 

USA 

88H 

Cargo  Specialist 

822 

USMC 

3051 

Warehouse  Clerk 

822 

USMC 

3052 

Packaging  Specialist 

822 

USMC 

3361 

Subsistence  Supply  Clerk 

822 

USCG 

581 

Parachute  Rigger 

822 

GS 

1850 

b 

Agricultural  Commodity  Warehouse  Examining 

822 

GS 

1895 

b 

Customs  Warehouse  Officer 

822 

WG 

35043 

Stevedoring 

822 

WG 

52010 

Rigging 

822 

WG 

54040 

Packaging  Machine  Operating 

822 

WG 

54050 

Conveyor  Operating 

822 

WG 

57004 

Fork  Lift  Operating 

822 

WG 

69002 

Lumber  Handling 

822 

WG 

69003 

Coal  Handling 

822 

WG 

69004 

Tools  &  Parts  Attending 

822 

WG 

69007 

Warehouse  Working 

822 

WG 

69010 

Materials  Expediting 

822 

WG 

69012 

Materials  Sorting  &  Classifying 

822 

WG 

70002 

Packing 

822 

WG 

70006 

Preservation  Servicing 

823 

DOD 

823  i 

Saies  Store 

823 

USN 

SH  ! 

Ship's  Serviceman 

823 

USN 

SH3111 

Automated  Afloat  Sales  and  Service  Manager 

823 

USN 

SH  3115 

Resale  Management  Specialist 

823 

USMC 

4133 

Morale,  Welfare  Recreation  Specialist 

USCG 

471 

j 

Ship's  Serviceman  .  . 

823 

USCG 

601 

Aviation  Storekeeper 

823 

GS 

2091 

Sales  Store  Clerical 

823 

WG 

69014 

Store  Working 

83 

DOD 

83 

Law  Enforcement 

830 

DOD 

830 

Law  Enforcement,  Generai 

830 

USA 

95B 

Military  Police 

830 

USN 

MA 

Master-At-Arms 

830 

USN 

MA  2002 

Military  Investigator 

830 

USMC 

5811 

Military  Police 

830 . 

USMC 

5812 

fMilitary  Working  Dog  Handler 

830 

USMC 

5813 

i  Accident  Investigator 

830 

USMC 

5814 

Crime  Prevention/Physical  Security  Specialist 

830 

USMC 

5815 

Special  Reaction  Team  (SRT)  Member 

830 

USMC 

5819 

Military  Police  Investigator 

830 

USAF 

3P000 

sSecurity  Police  Manager 

830 

USAF 

3P032 

Law  Enforcement  Apprentice 

830 

USAF 

3P032A 

Law  Enforcement  Apprentice,  Military  Working  Dog  Qualified 

830 

USAF 

3P052 

sLaw  Enforcement  Journeyman 

830 

USAF 

3P052A 

Law  Enforcement  Journeyman,  Military  Working  Dog  Qualified 

^o’ . 

USAF 

3P072 

Law  Enforcement  Craftsman 

830 

USAF 

3P072A 

Law  Enforcement  Craftsman,  Military  Working  Dog  Qualified 

830 

USAF 

3P090 

Security  Police  Superintendent 

830 

USAF 

8G000 

1  United  States  Air  Force  Honor  Guard 

830' 

USAF 

9R000 

Civil  Air  Patrol  (CAP)-USAF  Reserve  Assistance  NCO 

830 

USCG 

741 

fPort  Securityman 

830  ' 

GS 

0082 

bi  United  States  Marshal 

830 

GS 

0083 

i  Police 

830 

GS 

1812 

sGame  Law  Enforcement 

830 

GS 

1884 

b?  Customs  Patrol  Officer 

830 

GS 

1896 

b!  Border  Patrol  Agent 

831 

DOD 

831 

i  Corrections 

831 

USA 

95C 

1  Corrections  Specialist 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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DOD  OCC 

SERVICE 

SERVICE  OCC 

□ 

SERVICE  OCC  TITLE 

831 

USN 

9516 

Correctional  Counselor 

831 

USN 

9575 

Correctional  Custody  Specialist  Ashore 

831 

USMC 

5831 

Correctional  Specialist 

831 

USMC 

5832 

Correctional  Counselor 

831 

USAF 

8J000 

Correctional  Custody  Supervisor 

831 

GS 

0007 

b  Correctional  Officer  1 

832 

DOD 

832 

Investigations 

832 

USA 

95D 

CIO  Special  Agent 

832 

USMC 

5821 

Criminal  Investigator 

832 

USMC 

5822 

Polygraph  Examiner 

832 

USAF 

7S000 

Special  Investigations  Manager 

832 

USAF 

7S031 

Special  Investigations  Journeyman 

832 

USAF 

7S071 

Special  Investigations  Craftsman 

832 

USAF 

7S091 

Special  Investigations  Superintendent 

832 

USCG 

401 

Investigator 

832 

GS 

1801 

General  Inspection,  Investigation,  and  Compliance 

832 

GS 

1802 

Compliance  Inspection  and  Support 

832 

GS 

1810 

General  Investigating 

832 

GS 

1816 

b 

Immigration  Inspection 

832 

GS 

1831 

b 

Securities  Compliance  Examining 

832 

GS 

1890 

Customs  Inspection 

832 

GS 

1899 

b 

Investigation  Student  Trainee 

84 

DOD 

84 

Personal  Service 

840 

DOD 

"^840 

Laundry  and  Personal  Service,  General 

840 

USA  ■ 

57E 

Laundry  and  Bath  Specialist 

840 

USN 

SH  3122 

Barber 

840 

USN 

SH  3154 

Dry  Cleaning  Specialist 

840 

USMC . 

1171 

Hygiene  Equipment  Operator 

840 

WG 

73004 

Laundry  Working 

840 

WG 

73005 

Laundry  Machine  Operating 

840 

WG 

73006 

Pressing 

840 

WG 

73007 

Dry  Cleaning 

840 

WG 

76003 

Barbering 

840 

’WG 

76041 

Beautician 

840 

WG 

99082 

Laundryman 

840 

WG 

99083 

b 

Assistant  Laundryman 

85 

DOD 

85 

Auxiliary  Labor  | 

850 

DOD 

850 

Auxiliary  Labor,  General 

850 

USA 

88T 

Railway  Section  Repairer  (Reserve  Forces) 

850 

USMC 

8911 

J  Barracks  and  Grounds  Marine 

850 

WG 

35002 

!  Laboring 

850 

WG 

35011 

(Laboratory  Working 

850 

WG 

35013 

Coin/Currency  Checking 

850 

WG 

35066 

Custodial  Working 

850 

WG 

47054 

iCemetery  Caretaking  | 

8‘-0 

WG 

48051 

Reclamation  Working 

850 

WG 

52020 

Shipwright 

850 

WG 

53023 

Oiling  and  Greasing 

850 

WG 

54014 

Baling  Machine  Operating 

850 

WG 

54024 

Weighing  Machine  Operating 

850 

WG 

54035 

Carton/Bag  Making  Machine  Operating 

850 

WG 

54038 

Elevator  Operating 

850 

WG 

54044 

b  Food/Feed  Processing  Equipment  Operating 

850 

WG 

54046 

biTextile  Equipment  Operating 

850 

WG 

54054 

Solvent  Still  Operating 

850 

WG 

54055 

Paper  Pulping  Machine  Operating 

850 

WG 

54084 

biCounting  Machine  Operating  | 

850 

WG 

54085 

Aircraft  Weight  and  Balance  Operating 

850 

WG 

54086 

Swimming  Pool  Operating 

850 

WG 

69041 

Bulk  Money  Handling 

850 

WG 

69068 

(Aircraft  Freight  Loading 

850 

WG 

70009 

lEquipment  Cleaning 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE 

SERVICE  OCC 

I 

SERVICE  OCC  TITLE 

86 

DOD 

86 

Forward  Area  Equipment  Support 

860 

DOD 

860 

i  Forward  Area  Equipment  Support,  General 

860 

USA 

92R 

(Parachute  Rigger 

860 

USN 

PR 

iAircrew  Survival  Equipmentman 

860 

USN 

PR  7353 

sSpeciai  Operations  Parachute  Rigger 

860 

USMC 

0451 

(Air  Deiivery  Speciaiist 

860 

USMC 

6060 

Fiight  Equipment  Marine 

860 

USAF 

1T100 

iAircrew  Life  Support  Manager 

860 

USAF 

1T131 

iAircrew  Life  Support  Apprentice 

860 

USAF 

1T151 

iAircrew  Life  Support  Journeyman 

860 

USAF 

1T171 

iAircrew  Life  Support  Craftsman 

860 

USAF 

1T191 

iAircrew  Life  Support  Superintendent 

860 

USCG 

530 

Aviation  Survivalman 

860 

WG 

70010 

Parachute  Packing 

87 

DOD 

87 

Other  Services,  N.E.C 

870 

DOD 

870 

Other  Services,  Genera! 

870 

WG 

50002 

b 

Farming 

870 

WG 

50003 

(Gardening 

870 

WG 

50026 

3  Pest  Controiling 

870 

WG 

50031 

i Insects  Production  Working 

870 

WG 

50034 

biDairy  Farming 

870 

WG 

50035 

iLivestock  Ranching/Wrangling 

870” 

WG 

50042 

tTree  Trimming  &  Removing 

870 

WG 

50048 

•Animal  Caretaking 

870 

WG 

52030 

•  Airplane  Cargo  Dropping 

870 

WG 

99027 

bi  Seaman-Fisherman 

9 

DOD 

9 

i  Non-Occupationai 

90 

DOD 

90 

‘Patients  and  Prisoners 

901 

DOD 

901 

Patients 

901 

USAF 

9P000 

•  Patient 

902 

DOD 

902 

Prisoners 

902 

USAF 

9J000 

Prisoner 

91 

DOD 

91 

Officer  Candidates  and  Students 

911 

DOD 

911 

Cadets  and  Other  Officer  Candidates 

911 

USA 

09S 

Commissioned  Officer  Candidate 

911 

USA 

09T 

Coliepe  Student  ARNG  Officer  Program  (Reserve  Forces) 

911 

USA 

09W 

Warrant  Officer  Candidate 

911 

USAF 

9T100 

Officer  Trainee 

911 

USAF 

9T200 

Precadet  Assignee 

911 

USCG 

'510 

Officer  Candidate 

911 

USCG 

630 

Aviation  Cadet 

912 

DOD 

912 

Students 

912 

USA 

09D 

Coliege  Trainee 

912 

USA 

09R 

Simuitaneous  Membership  Program  Participant  (Reserve  Forces) 

912 

USMC 

9917 

Coilege  Degree  -  Eniisted 

92 

DOD 

92 

Undesignated  Occupations 

920 

DOD 

920 

Undesignated  Occupations,  General 

920 

USA 

OOD 

Special  Duty  Assignment 

920 

USA 

09C 

•Split  Unit  Trainee 

920 

USMC 

9900 

•  Generai  Service  Marine 

920 

USMC 

9915 

iSpeciai  Assignment-Enlisted 

920 

USMC 

9916 

•  Biiiet  Designator-Enlisted 

920 

USMC 

9919 

•  MAGTF  Eniisted  Planner 

920 

USAF  1 

9A000 

•  Airman  Awaiting  Retraining  -  Disquaiified  For  Reasons  Beyond  Control 

920 

USAF 

9A100 

•  Airman  Awaiting  Retraining  -  Disqualified  For  Reasons  Within  Control 

920 

USAF 

94  200 

•  Airman  Awaiting  Discharge,  Separation,  Or  Retirement  for  Reasons  Within  Their  Control 

920 

USAF 

9A300 

Airman  Awaiting  Discharge,  Separation,  Or  Retirement  for  Reasons  Beyond  Their  Control 

920 

USAF 

9U000 

•  Airman  Ineiigible  For  Locai  Utilization 

95 

DOD 

95 

‘Not  Occupationally  Qualified 

950 

DOD 

950 

Not  Occupationally  Qualified,  Genera! 

950 

USA 

11X 

(Infantry  (Reporting  Code) 

950 

USA 

18X  i 

aiSpecial  Forces  Candidate  (Reporting  Code) 

'  Footnotes  are  defined  In  the  introductory  material.  2-58 
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950 

USA 

98X 

lEW/SIGINT  Specialty  (Linguist)  (Reporting  Code)  I 

950 

USA 

XXXOX 

e 

Underaoina  Training  or  MOS  Reclassification 

950 

USN 

AA  ' 

Airman  Apprentice 

950 

USN 

AR 

Airman  Recruit 

950 

USN 

CA 

Constructionman  Apprentice 

950 

USN 

CR 

Constructionman  Recruit 

950 

USN 

FA 

Fireman  Apprentice 

950 

USN 

FR 

Fireman  Recruit 

950 

USN 

SA 

Seaman  Apprentice 

950 

USN 

SR 

Seaman  Recruit 

950 

USMC 

6011 

Aircraft  Mechanic-Trainee 

950 

USMC 

6031 

Aircraft  Flight  Engineer,  KC-1 30-Trainee 

950' 

USMC 

6051 

Aircraft  Airframe  Mechanic-Trainee 

950 

USMC 

6071 

Aircraft  Maintenance  Ground  Support  Equipment  (GSE)  Mechanic-Trainee  . . 

950 

USMC 

6081 

Aircraft  Safety  Equipment  Mechanic-Trainee 

950 

USMC 

6091 

Aircraft  Intermediate  Level  Structures  Mechanic-Trainee 

950 

USMC 

6111 

Helicopter  Mechanic-Trainee 

950 

USMC 

6151 

Helicopter  Airframe  Mechanic-Trainee 

950 

USMC 

6311 

A/C  Communications/Navigation  Elec/Weapons  Syst  Tech-Trainee,  OMA 

950 

USMC 

6331 

Aircraft  Electrical  Systems  Technician-Trainee 

950 

USMC 

6511 

Aviationt  Ordnance-Trainee 

950 . 

USMC 

7251 

Air  Traffic  Controller-Trainee 

950 

USMC 

7381 

Airborne  Radio  Operator/Loadmaster-Trainee 

950 

USMC 

9971 

Basic  Marine  With  Enlistment  Guarantee 

950 

USMC 

XXOO 

f 

Basic  Marine,  Enlisted 

950 

USAF 

1A011 

in-fliqht  Refueling  Helper 

950 

USAF 

1A111B 

Flight  Engineer  Helper,  Helicopter 

950 

USAF 

1A111C 

Flight  Engineer  Helper,  Performance  Qualified 

950 

USAF 

1A211 

Aircraft  Loadmaster  Helper 

950 

USAF 

1A311 

Airborne  Communications  Systems  Helper 

950 

USAF 

1A411 

Airborne  Warning  Command  And  Control  Systems  Helper 

950 

USAF 

1A511 

Airborne  Missions  Systems  Helper 

950 

USAF 

icon 

Airfield  Management  Helper 

950 

USAF 

1C012 

Operations  Resource  Management  Helper 

950 

USAF 

1C111 

Air  Traffic  Control  Helper 

9"50 

USAF 

1C211 

a 

Combat  Control  Helper 

950 

USAF 

1C311 

:iCommand  And  Control  Helper  | 

950  " 

USAF 

1C411 

a 

Tactical  Air  Command  And  Control  Helper  _  | 

950 

USAF 

1C511A 

^Aerospace  Control  And  Warning  Systems  Helper,  Manuel  Systems 

950 

USAF 

1C511B 

Aerospace  Control  And  Warning  Systems  Helper,  Sector  Operations  Control  Center 

950 

USAF 

1C511C 

Aerospace  Control  And  Warning  Systems  Helper,  Theater  Air  Control  System 

950 

USAF 

1C611 

Space  Systems  Operations  Helper 

950 

USAF 

1N011 

Intelligence  Applications  Helper 

950 

USAF 

1N111 

Imagery  Analysis  Helper 

950 

USAF 

1N211 

Signals  Intelligence  Production  Helper 

9 

USAF 

1N311A 

Germanic  Cryptologic  Linguist  Flelper,  German 

950 

USAF 

1N311B 

Germanic  Cryptologic  Linguist  Helper,  Dutch 

950 

USAF 

1N311C 

Germanic  Cryptologic  Linguist  Helper,  Flemish 

950 

USAF 

1N311D 

Germanic  Cryptologic  Linguist  Helper,  Swedish 

950 

USAF 

1N311E 

Germanic  Cryptologic  Linguist  Helper,  Afrikaans 

950 

USAF 

1N312A 

Romance  Cryptologic  Linguist  Helper,  Spanish  (Latin  American) 

950 

USAF 

1N312B 

Romance  Cryptologic  Linguist  Helper,  Portuguese  (Latin  American) 

950 

USAF 

1N312C 

Romance  Cryptologic  Linguist  Helper,  French 

950 

USAF 

1N312D 

Romance  Cryptologic  Linguist  Helper,  Italian 

950 

USAF 

1N312E 

Romance  Cryptologic  Linguist  Helper,  Romanian 

950 

USAF 

1N312F 

Romance  Cryptologic  Linguist  Helper,  Haitian-Creole 

950 

USAF 

1N312G 

Romance  Cryptologic  Linguist  Helper,  Molodovan 

950 

USAF 

1N313A 

iSlavic  Cryptologic  Linguist  Helper,  Russian 

950 

sUSAF 

1N313B 

iSlavic  Cryptologic  Linguist  Helper,  Polish 

950 

USAF 

1N313C 

Slavic  Cryptologic  Linguist  Helper,  Czech 

950 

USAF 

1N313D 

^Slavic  Cryptologic  Linguist  Helper,  Serbo-Croatian 

950 

USAF 

1N313E 

^Slavic  Cryptologic  Linguist  Helper,  Russian  (White) 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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950 

USAF 

1N313F 

Slavic  Cryptologic  Linguist  Helper,  Hungarian 

950 

lUSAF 

1N313G 

(Slavic  Cryptologic  Linguist  Helper,  Lithuanian 

950 

USAF 

1N313H 

(Slavic  Cryptologic  Linguist  Helper,  Slovenian 

950 

lUSAF 

1N313J 

(Slavic  Cryptologic  Linguist  Helper,  Bulgarian 

950 

USAF 

1N313K 

Slavic  Cryptologic  Linguist  Helper,  Ukrainian 

950 

USAF 

1N313L 

(Slavic  Cryptologic  Linguist  Helper,  Macedonian 

950 

USAF 

1N314A 

(Far  East  Cryptologic  Linguist  Helper,  Chinese  (Mandarin) 

950 

USAF 

1N314B 

Far  East  Cryptologic  Linguist  Helper,  Vietnamese 

950 

USAF 

1N314C 

Far  East  Cryptologic  Linguist  Helper,  Thai 

950 

USAF 

1N314D 

Far  East  Cryptologic  Linguist  Helper,  Cambodian 

950 

USAF 

1N314E 

(Far  East  Cryptologic  Linguist  Helper,  Lao 

950 

USAF 

1N314F 

(Far  East  Cryptologic  Linguist  Helper,  Japanese 

950 

USAF 

1N314G 

Far  East  Cryptologic  Linguist  Helper,  Korean 

950 

USAF 

1N314H 

Far  East  Cryptologic  Linguist  Helper,  Chinese  (Cantonese) 

950 

USAF 

1N314J 

Far  East  Cryptologic  Linguist  Helper,  Tagalog 

950 

USAF 

1N315A 

Mid  East  Cryptologic  Linguist  Helper,  Arabic 

950 

USAF 

1N315B 

Mid  East  Cryptologic  Linguist  Helper,  Arabic  (Syrian) 

950 

USAF 

1N315C 

Mid  East  Cryptologic  Linguist  Helper,  Hebrew  _ _ 

950 

USAF 

1N315D 

Mid  East  Cryptologic  Linguist  Helper,  Persian 

950 

USAF 

1N315E 

Mid  East  Cryptologic  Linguist  Helper,  Turkish 

950 

USAF 

1N315F 

Mid  East  Cryptologic  Linguist  Helper,  Greek 

950 

USAF 

1N315G 

Mid  East  Cryptologic  Linguist  Helper,  Indonesian 

950 

USAF 

1N315H 

Mid  East  Cryptologic  Linguist  Helper,  Hindi-Urc 

950 

USAF 

1N315J 

Mid  East  Cryptologic  Linguist  Helper,  Armenian 

950 

950" 

950‘ . 

950 

'950'" . 

USAF 

Usaf"-"- 

liSAF 

usaf""” 

usaf" 

1N315K 
i  N3i  5L 
1N315M 

1N315N 
i’N315P . 

Mid  East  Cryptologic  Linguist  Helper,  Azeri 

Mid  East  Cryptologic  Linguist  Helper,  Pushtu 

Mid  East  Cryptologic  Linguist  Helper,  Georgian 

Mid  East  Cryptologic  Linguist  Helper,  Tadzhik 

Mid  East  Cryptologic  Linguist  Helper,  Kazakh 

950 

956“ . 

USAF 

USAF 

1N315Q 

1N315R 

Mid  East  Cryptologic  Linguist  Helper,  Turkmen  _ _ _ _ _ 

Mid  East  Cryptologic  Linguist  Helper,  Uzbek 

950 

USAF 

1N333K 

Slavic  Cryptologic  Linguist  Apprentice,  Ukrainian 

950 

USAF 

1N411 

Signals  Intelligence  Analysis  Helper 

950 

USAF 

1N511 

Electronic  Signals  Intelligence  Exploitation  Helper 

950 

USAF 

1N611 

Eieotronio  System  Security  Assessment  Helper 

950 

USAF 

1S011 

Safety  Helper 

950 

USAF 

ITOli 

Survival,  Evasion,  Resistance,  and  Escape  Training  Helper 

950 

USAF 

1T111 

Aircrew  Life  Support  Helper 

950 

USAF 

1T211 

a 

Pararescue  Helper 

950 

USAF 

1W011 

iWeather  Helper 

950 

USAF 

2A011A 

iAvionics  Test  Station  And  Components  Helper,  F-1 5/F-1 1 1 

950 

USAF 

2A011B 

(Avionics  Test  Station  And  Components  Helper,  F-16/F-1 17/A-10/B-1B 

950 

USAF 

2A111 

•  Avionic  Sensors  Maintenance  Helper 

950 

USAF 

2A112 

(Aircraft  Guidance  And  Control  Systems  Helper 

950 

USAF 

2A113 

(Communication  And  Navigation  Systems  Helper 

950 

USAF 

2A114 

(Airborne  Warning  And  Control  Radar  Helper 

950 

USAF 

2A115A 

(Avionics  Support  Equipment  (SE)  Helper,  F-4 

950 

USAF 

2A115B 

(Avionics  Support  Equipment  (SE)  Helper,  C-5 

950 

USAF 

2A117 

(  Electronic  Warfare  Systems  Helper 

950 

USAF 

2A311A 

(F-15/F-111  Avionic  Systems  Helper,  Attack  Control 

950 

USAF 

2A311B 

(F-15/F-111  Avionic  Systems  Helper,  Instrument  And  Flight  Control 

950 

USAF 

2A311C 

F-15/F-111  Avionic  Systems  Helper,  Communication,  Navigation,  And  Penetration  Aids 

950 

USAF 

2A312A 

F-1 6  Avionic  Systems  Helper,  Attack  Control 

950 

USAF 

2A312B 

F-1 6  Avionic  Systems  Helper,  Instrument  And  Flight  Control 

950 

USAF 

2A312C 

F-1 6  Avionic  Systems  Helper,  Communication,  Navigation,  And  Penetration  Aids 

950 

USAF 

2A313A 

Tactical  Aircraft  Maintenance  Helper,  F-1 5 

950 

USAF 

2A313B 

Tactical  Aircraft  Maintenance  Helper,  F-16/F-117 

950 

USAF 

2A313C 

Tactical  Aircraft  Maintenance  Helper,  F/EF-1 1 1 

950 

USAF 

2A313D 

Tactical  Aircraft  Maintenance  Helper,  F-4 

950 

USAF 

2A313E 

Tactical  Aircraft  Maintenance  Helper,  A-10 

950 

USAF 

2A313F 

Tactical  Aircraft  Maintenance  Helper,  T-1/T-38 

950 

USAF 

2A313G 

Tactical  Aircraft  Maintenance  Helper,  T-37/OA-37 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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DOD  OCC  1 

SERVICE 

SERVICE  0 

USAF 

2A313H 

950 

USAF 

2A313Z 

950 

USAF 

2A41  i 

950 

USAF 

2A412 

950 

USAF 

2A413 

950  1 

USAF 

2A511A 

950 

USAF 

2A511B 

950 

USAF 

2A511C 

950 

USAF 

2A511D 

950 

USAF 

2A511E 

950 

USAF 

2A511F 

950 

USAF 

2A511G 

950 

USAF 

2A511H 

950 

USAF 

2A512A 

950 

USAF 

2A512B 

950 

USAF 

2A512C 

950 

USAF 

2A513A 

950 

USAF 

2A513B 

950 

USAF 

2A513C 

950 

USAF 

2A6nB 

950 

USAF 

2A611C 

950 

USAF 

2A611D 

950 

USAF 

2A611E 

950 

USAF 

2A612 

950 

USAF 

2A613 

950 

USAF 

2A614 

950 

USAF 

2A615 

950 

USAF 

2A616 

950 

USAF 

2A711 

950 

USAF 

2A712 

950 

USAF 

2A713 

950 

USAF 

2A714 

950 

USAF 

2E011 

950 

'uSAF 

2E111 

950 

USAF 

2E112 

950 

jUSAF 

(2E113 

950 

iUSAF 

(2E114 

950 

lUSAF 

(2E211 

950 

(USAF 

i2E211A 

950 

(USAF 

(2E211B 

950 

(USAF 

(2E211C 

950 

USAF 

(2E311 

950 

(USAF 

(2E411 

950 

(USAF 

(2E511 

950 

(USAF 

(2E611 

950 

(USAF 

2E612 

950 

(USAF 

(2E613 

950 

lUSAF 

i2E811 

950 

luSAF 

(2F011 

950 

(USAF 

(2G011 

950 

(USAF 

S2M011 

950 

(USAF 

(2M011A 

950 

(USAF 

(2M011B 

950 

(USAF 

(2M012 

950 

(USAF 

(2M012A 

950 

(USAF 

I2MOI 3 

950 

USAF 

(2M013A 

950 

USAF 

(2P011 

950 

USAF 

(2R011 

950 

USAF 

(2R111 

950 

(USAF 

2S01  i 

950 

(USAF 

i2S012 

SERVICEOCC  TITLE 


iTactical  Aircraft  Maintenance  Helper,  U-2 
Tactical  Aircraft  Maintenance  Helper,  All  Other 
Aircraft  Guidance  And  Control  Systems  Helper 
!  Aircraft  Communication  And  Navigation  Systems  Helper 
Aircraft  Command  Control  Communications  and  Navigation  Systems  Helper 
s Aerospace  Maintenance  Helper,  C-9/C-20/C-21/C-22/C-141/T-39/T-43 
‘Aerospace  Maintenance  Helper,  C-l^C-26/C-27/C-130 
!  Aerospace  Maintenance  Helper,  C-5 

i  Aerospace  Maintenance  Helper,  C-J_7  _  _  _ _ _ _ _ 

'Aerospace  Maintenance  Helper,  B-1/B-2  _ _  _ _ 

iAerospace  Maintenance  Helper,  B-52  _ _  _  _ 

: Aerospace  Maintenance  Helper,  C-IB/C-IBS^E-S/VC^S/VC  ^37 

Aerospace  Maintenance  Helper,  KC-10/E-4  ^  ^  __  _ 

iHelicopter  Maintenance  Helper,  MH-5^  _  _ _ _ 

^Helicopter  Maintenance  Helper,  H-60  _ _ 

Helicopter  Maintenance  Helper,  H-1 


Bomber  Avionics  SysJHellper,  Offensjye  Avionic  Sys,  CITS,  OBTS,  and  Doppler  Radar  Sys 
Bomber  Avionics  SysTems  Helper,  instrument  And  Flight  Control  Computer 
‘Bomber  Avionics  Systems  Helper,  Comm,  Navigation,  And  Defensive  Avionic  Systems 

Aerospace  Propulsion  Helper,  Turboprop  And  Turboshaft  Propulsion  _ 

Aerospace  Propulsion  Helper,  T33  Jet  Engines  _  _  _ _ _ _ _ _ 

iAerospace  Propulsion  Helper,  FIDO  Jet  Engiites  . . . . . 

iAerospace  Propulsion  Helper,  F1 10  Jet  Engines  . . . . . 

iAerospace  Ground  Equipment  (AGE)  Helper 

Aircrew  Egress  Systems  Helper  _  _ _ _ _ _ _ _ 

i  Aircraft  Fuel  Systems  Helper  . . . . . 


iAircraft  Hydraulic  Systems  Helper_____ . . . . . . . . . . . 

Aircraft  Electrical  And  Environmental  Systems  Heli^er  _  _  ^  . . . . . . . 

iAircraft  Metai^Technology  Helper  . . . . . . . . 

I  Nondestructive  ins£ection  Helper  _ _  _ _ _ 

iAircraft  Structural  Maintenance  Helper  _ _ _ _ _ 

(Survival  Equipment  Helper  _  . . . . . 

(Ground  Radar  System^Helper  _ _ _  _ _  , 

(Satellite  And  Wideband  Communications  Equipment  Helper_  _  _ 

! Meteorological  And  Navigation  Systems  Helper _ _ _ _ _ _ _ _ 

i  Ground  Radio  Communications  Helper  . .  . . . . . . 

.Television  And  Intrusion  Detection  Systems  Helper  . . . . 

(Electronic  Computer  and  Switching  Systems  Helper 

iElectronics  Computer  and  Switching  Systems  Helper,  AN/TYQ-32(Vi2  and  AN/FYQ-9^ 

J Electronic  Computer  and  Switching  Systems  Helper,  Airborne  Computer  Maintenance 
(Electronic  Computer  and  Switching  Systems  Helper,  Strategic  Communications  Systems 

Secure  (Communications  Systems  Helper _ _ _  _ _ 

! Space  Systems  Helper  ___  _ _ 

(Imagery  Systems  Maintenance  Helper  _  .  . . . . . . 

•Communications  Antenna  Systems  Helper  _ _ _ _ 

(Communications  Cable  Systems  Helper  _ _ _ _ _ ... 

iTelephone  Systems  Helper _  _ _ _ _ 

! Instrumentation  And  Telemetry  Systems  Helper 

(Fuels  Helper  __  __  _  _  _ _  _ _ _ 

(Logistics  Plans  Helper  __  _  _  _ _ _ 

(Missile  And  Space  Systems  Electronic  Maintenance  Helper  . . . 

(Missile  And  Space  Systems  ElecUonic  Maintenance  Helper,  ICBM 
(Missile  And  Space  Systems  Electronic  Maintenance  Helper,  ALCM 

(Missile  And  Space  Systems  Maintenance  Helper  _ _ _ 

(Missile  And  Space  Systems  Maintenanc£Hel£er,  ICBM 
(Missile  And  Space  Facilities  Helper 
Missile  And  Space  Facilities  Helper,  ICBM 
(Precision  Measurement  Equipment  Laboratory  Helper 

(Maintenance  Data  Systems  Analysis  Helper  _  _ _ 

(Maintenance  Scheduling  Helper  _ _  _  . . 

(Supply  Management  Helper  ____  _  _ _ _ 

■  Supply  Systems  Analysis  Helper  _ 


’  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE 

SERVICE  OCC 

1  SERVICE  OCC  7I7LE 

950 

lUSAF 

i2T011 

i7raffic  Management  Helper 

950 

iUSAF 

127111 

iVehicle  Operations  Helper 

950 

fUSAF 

127211 

iAir  7ransportation  Helper 

950 

iUSAF 

127311 

1  Special  Purpose  Vehicle  And  Equipment  Maintenance  Helper 

950 

mSAF 

i27312A 

(Special  Vehicle  Maintenance  Helper,  Fire  7rucks 

950 

^USAF 

127312B 

(Speciai  Vehicle  Maintenance  Helper,  Refueling  Vehicles 

950 

iUSAF 

(27313 

(Vehicle  Maintenance  Control  And  Analysis  Helper 

950 

iUSAF 

127411 

i  General  Purpose  Vehicle  Mechanic  Helper 

950 

:USAF 

27412 

iVehicle  Body  Maintenance  Helper 

950 

iUSAF 

12WC)11 

i  Munitions  Systems  Helper 

950 

USAF 

i2W111C 

! Aircraft  Armament  Systems  Helper,  A10 

950 

>USAF 

2W111D 

(Aircraft  Armament  Systems  Helper,  F-4 

950 

iUSAF 

12W1liE 

!  Aircraft  Armament  Systems  Helper,  F-15 

950 

USAF 

2W111F 

^ Aircraft  Armament  Systems  Helper,  F-16 

950 

‘USAF 

i2W111H 

!  Aircraft  Armament  Systems  Helper,  F-111 

950 

USAF 

.2W111K 

1  Aircraft  Armament  Systems  Helper,  B-52 

950 

USAF' 

2W111L 

5  Aircraft  Armament  Systems  Helper,  B-1 

950 

USAF 

,2W111Z 

1  Aircraft  Armament  Systems  Helper,  All  Other 

950 

USAF 

2W211 

SNuclear  Weapons  Helper 

950 

USAF 

3A011 

!  Information  Management  Helper 

950 

USAF 

3C011 

(Communications  -  Computer  Systems  Operations  Helper 

950 

USAF 

3C012 

(Communications  -  Computer  Systems  Programming  Helper 

950 

USAF 

3C111 

(Radio  Communications  Systems  Helper 

950 

USAF 

3C112 

(Electromagnetic  Spectrum  Management  Helper 

950 

USAF 

3C211 

(Communications  -  Computer  Systems  Control  Helper 

950 

USAF 

3C311 

1  Communications  -  Computer  Systems  Planning  And  Implementation  Helper 

950 

USAF 

3E011 

1  Electrical  Systems  Helper 

950 

USAF 

3E012 

(Electrical  Power  Production  Helper 

950 

USAF 

3E111 

(Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Helper 

950 

USAF 

3E211 

(Pavements  And  Construction  Equipment  Helper 

950 

USAF 

3E311 

(Structural  Helper 

950 

USAF 

3E411 

(Utilities  Systems  Helper 

950 

USAF 

3E412 

!  Liquid  Fuel  Systems  Maintenance  Helper 

950 

USAF 

3E4i3 

i  Environmental  Helper 

950 

USAF 

3E511 

lEngineering  Helper 

950 

USAF 

3E611 

Operations  Helper 

950 

USAF 

3E711 

Fire  Protection  Helper 

950 

USAF 

3E811 

Explosive  Ordnance  Disposal  Helper 

950 

USAF 

3E911 

Readiness  Helper 

950 

USAF 

3H011 

Historian  Helper 

950 

USAF 

3M011 

Services  Helper 

950 

USAF 

3N011 

Public  Affairs  Helper 

950 

USAF 

3N012 

Radio  And  7elevision  Broadcasting  Helper 

950 

USAF 

3N111A 

Regional  Band  Helper,  Clarinet 

950 

USAF 

3N111B 

Regional  Band  Helper,  Saxophone 

950 

USAF 

3N111C 

Regional  Band  Helper,  Bassoon 

950 

USAF 

3N111D 

Regional  Band  Helper,  Oboe 

950 

USAF 

3N111E 

Regional  Band  Helper,  Flute  or  Piccolo 

950 

USAF 

3N111F 

Regional  Band  Helper,  French  Horn 

950 

USAF 

3N111G 

Regional  Band  Helper,  Cornet  or  7rumpet 

950 

USAF 

3N111H 

Regional  Band  Helper,  Baritone  or  Euphonium 

950 

USAF 

3N111J 

Regional  Band  Helper,  7rombone 

950 

USAF 

3N111K 

Regional  Band  Helper,  7uba 

950 

USAF 

3N111L 

Regional  Band  Helper,  Percussion 

950 

USAF'"'" 

SNliiM 

Regional  Band  Helper,  Piano 

950 

USAF 

3N111N 

Regional  Band  Helper,  Guitar 

950 

USAF 

3N111P 

Regional  Band  Helper,  Music  Arranger 

950 

USAF 

3N111R 

Regional  Band  Helper,  Vocalist 

950 

USAF 

3N111S 

Regional  Band  Helper,  Electric  Bass/string  Bass 

950'  1 

USAF 

3N1117 

Regional  Band  Helper,  Military  Band  Support  (USAF  Band  or  7he  USAF  Band  Of  7he  Rockies) 

950 

'uSAF 

3N111V 

Regional  Band  Helper,  Audio  and  Lighting  Engineer 

950 

USAF 

3N111Z 

Regional  Band  Helper,  Instrumentalist,  General  (Air  National  Guard  Bands) 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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1 1  SERVICE  OCC  TITLE 

950 

USAF 

3N211  i 

•  Premier  Band  Helper 

950 

USAF 

spoil  i 

j  Security  Helper 

950  S 

USAF 

3P012 

iLaw  Enforcement  Helper 

950  ! 

USAF 

3p6i2A 

8  Law  Enforcement  Helper,  Military  Working  Dog  Qualified 

950 

USAF 

3P111 

i  Combat  Arms  Training  And  Maintenance  Helper 

950 

USAF 

3P111A 

^Combat  Arms  Training  And  Maintenance  Helper,  Gunsmith 

950  I 

USAF 

3R011 

(Printing  Management  Helper 

950  i 

USAF 

3S011 

(Personnel  Helper 

950 

USAF 

3S012 

•  Personnel  System  Management  (PSM)  Helper  _ _ _ 

950  j 

USAF 

3S111 

•  Equal  Opportunity  and  Treatment  Helper 

950  ( 

USAF 

3S211  i 

•  Education  And  Trainincj  Helper 

950  i 

USAF 

3U011  i 

•  Manpower  Management  Helper 

950  1 

USAF 

3V01 1  [ 

(Visual  Information  Helper 

950 

USAF 

3V012  ' 

•  Still  Photographic  Helper 

950 

USAF 

13V013  i 

•  Visual  Information  Production-documentation  Helper 

950 

USAF 

S4A011  ! 

•  Health  Services  Management  Helper  _ _ 

950 

USAF 

14A211  1 

•  Biomedical  Equipment  Helper 

950 

USAF 

14B011 

iBioenvironmental  Engineering  Helper 

950 

USAF 

I4C011 

•  Mental  Health  Service  Helper 

950 

USAF 

i4D011  i 

Diet  Therapy  Helper 

950 

USAF 

!4E01 1 

Public  Health  Helper 

950 

USAF 

I4FOII' 

•Aeromedical  Helper 

950 

USAF 

I4H01 1 

Cardiopulmonary  Laboratory  Helper 

950 

USAF 

i4J011 

•  Occupational  Therapy  Helper 

950 

USAF 

^4J012 

•  Physical  Therapy  Helper 

950 

USAF 

i4M01 1 

Aerospace  Physiology  Helper 

950 

USAF 

4N011 

•  Medical  Service  Helper 

950 

USAF 

i4N011A 

•  Medical  Service  Helper,  Allergy/immunology 

950 

USAF 

UnoTTb 

(Medical  Service  Helper,  Neurology 

950 

USAF 

4N111 

i  Surgical  Service  Helper 

950 

USAF 

4N111B  , 

'Surgical  Service  Helper,  Urology 

950 

USAF 

i4N111C 

(Surgical  Service  Helper,  Orthopedics 

950 

USAF 

^4N111D 

•  Surgical  Service  Helper,  Otorhinolaryngology 

950 

USAF 

14P'01 1 

Pharmacy  Helper 

950 

USAF 

4R011 

(Diagnostic  Imaging  Helper 

950 

USAF 

4R011A 

•  Diagnostic  Imaging  Helper,  Nuclear  Medicine 

950 

USAF 

4R011B 

(Diagnostic  Imaging  Helper,  Ultrasound 

950 

USAF 

4R011C 

Diagnostic  Imaging  Helper,  Magnetic  Resonance  Imaging 

950 

USAF 

4T011 

(Medical  Laboratory  Helper 

950 

USAF 

4T012 

Histopathology  Helper 

950 

USAF 

4T013 

Cytotechnology  Helper 

950 

USAF 

4U011 

•  Orthotic  Helper 

950 

USAF 

14V011 

(Optometry  Helper 

950 

USAF 

^4V011A 

•  Optometry  Helper,  Ophthalmology 

950 

USAF 

4Y011 

•  Dental  Assistant  Helper 

950 

jUSAF 

4Y012 

•  Dental  Laboratory  Helper 

950 

Iusaf" 

5J011 

•  Paralegal  Helper 

950 

iUSAF 

^5R011 

(Chaplain  Service  Support  Helper 

950 

IUSAF 

6C011 

(Contracting  Helper 

950 

mSAF 

6F011 

•  Financial  Management  Helper 

950 

1uSA>" . 

6F012 

•  Financial  Services  Helper 

950 

juSAF 

6F111 

^Financial  Analysis  Helper 

950 

IUSAF 

7S01 1 

Special  investigations  Helper 

950 

iUSAF 

9T000 

Basic  Airman 

950 

USAF 

9U100 

Unallotted  Airman  Authorization 

950 

;u'scG 

150 

{Seaman 

950 

mscG 

610 

{Airman 

950 

iUSCG 

721 

iConstructionman 

’  Footnotes  am  dathmd  in  the  Introductory  material. 
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SERVICE  1 

SERVICE  OCC| 

3 

SERVICE  OCC  TITLE 

7 

DOD 

1 

General  Officers  and  Executives,  N.E.C. 

1A 

DOD 

1A 

General  and  Flag 

1A 

usa'-comm  1 

OOB 

General  Officer 

1A 

USN  PRIM  i 

270y 

Active  Duty  Nurse  Corps,  Medical  Service  Corps,  Medical  Corps  Officer  in  rank  of  07 

1A 

USN-DUTY  i 

9018 

Convoy  Commodore 

1A 

USN-DUTY  ? 

XXXX  i 

Any  NOBC  Held  by  Officer  of  Flag  Rank 

1A 

USMC  s 

9903  i 

General  Officer 

1A 

USMC 

XXXX  i 

Any  MOS  Held  by  Officer  of  General  Rank 

1A 

USAF 

90G0  f 

General  Officer 

IB 

DOD 

IB 

Executives,  N.E.C. 

IB  ’ 

USN-DUTY 

2160  i 

Designated  Project  Manager 

IB 

USN-DUTY 

2161 

Major  Project  Manager  (Selected) 

IB 

USN-DUTY 

2162 

Deputy  Designated  Project  Manager 

IB 

USN-DUTY 

2163 

Manager,  Designated  Project  Functional  Element 

IB 

USN-DUTY 

2165 

Designated  Project  Systems  Integration  Coordinator 

1B 

USN-DUTY 

2166 

Designated  Project  Engineering  Coordinator 

1B 

USN-DUTY 

2168 

Designated  Project  Integrated  Logistics  Systems  Coordinator 

ib" 

USN-DUTY 

9005 

Commander,  Operating  Forces  Command 

1B 

USN-DUTY 

9006 

Commander,  Operating  Forces  (Selected) 

IB 

USN-DUTY 

9009 

Area  Commander 

IB 

mSN-DUTY 

9015 

Chief  of  Staff 

1B 

USN-DUTY 

9016 

Chief  Staff  Officer 

1B 

USN-DUTY 

9420 

(Dfficer  in  Ctiarge,  Naval  Shore  Activity 

IB 

USN-DUTY 

9421 

Commander/Commanding  Officer,  Shore  Activity 

IB 

USN-DUTY 

9422 

Commanding  Officer,  Naval  Shore  Activity  (Selected) 

1B 

USN-DUTY 

9436 

Executive  Officer,  Shore  Activity 

IB 

USN-DUTY 

9470 

Commanding  Officer,  Military  Sealift  Command  Office 

IB 

USN-DUTY 

■9471" 

Executive  Officer,  Military  Sealift  Command  Office 

IB 

USN-DUTY 

9473 

Military  Sealift  Command  Representative 

IB 

USN-DUTY 

9810 

Head  of  Naval  Security  Group  Department 

IB 

USN-DUTY 

li'gds 

Atomic  Energy  Plans  &  Policies  (Officer 

IB 

USN-DUTY 

9940' 

Head  of  Naval  Mission 

IB 

USN^UTY 

9950 

Military  Sealift  Command  Commander 

IB 

USN-DUTY 

9976' 

Plans  &  Policies  Chief 

IB 

USN-DUTY 

9980 

Plans  &  Policies  Director 

1B 

‘uSN-DUTY 

9981 

Naval  Plans  &  Policies  Director,  Naval  Command  Systems 

IB 

USN-DUTY 

9992 

1  Deputy /Vice  Commander 

1B 

USMC 

9904 

iColonel,  Logistician 

IB 

1 

USMC 

9906 

Colonel,  Ground 

1B 

i 

USMC 

9907 

Colonel,  Naval  Aviator/Naval  Flight  Officer 

1B 

t 

USMC 

9914 

Colonel,  Judge  Advocate 

IB 

USMC 

9935 

Special  Technical  Operations  Officer 

IB  " 

USAF 

10C0 

Operations  Commander 

IB 

f . 

USAF 

'Tocop 

i  Operations  Commander,  Fighter 

IB 

USAF 

10C0Q 

iOperations  Commander,  Trainer 

IB 

i 

USAF 

10C0R 

i  Operations  Commander,  Bomber 

1B 

1 

USAF 

>10C0S 

Operations  Commander,  Tanker 

IB 

USAF 

hOCOT 

iOperations  Commander,  Strategic  Airlift 

IB 

! 

USAF 

nocou 

iOperations  Commander,  Tactical  Airlift 

IB 

S 

iUSAF 

;iocov 

iOperations  Commander,  Flelicopter 

1B 

1"' ' ' 

■USAF 

110COW 

iOperations  Commander,  General 

IB  'T 

USAF 

;91C0 

/Commander 

IB 

USAF 

i  91  COP 

!  Commander,  Fighter 

1B 

USAF 

;91C0Q 

•  Commander,  trainer 

IB 

iUSAF 

^91  COR 

•  Commander,  Bomber 

IB 

USAF 

191  cos 

•  Commander,  Tanker 

IB  1 

iuSAF 

*91  COT 

•  Commander,  Strategic  Airlift 

IB  ( 

USAF 

91C0U 

Commander,  Tactical  Airlift 

IB 

USAF 

91C0V 

i 

Commander,  Helicopter 

IB 

USAF 

191  COW 

Commander,  General 

IB 

USAF 

!91W0 

Wing  Commander 

2  '  i 

DOD 

[  2 

Tactical  Operations  Officers 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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DOD  bCC 

MED  SP 

SERVICE 

SERVICE  OCC 

rr 

SERVICE  OCC  TITLE 

2A 

DOD 

2>l 

\Fixed-Wing  Fighter  and  Bomber  Pi/ots 

2A 

USN-PRIM 

131y  DAx 

p 

URL  -  Pilot,  Fighter/Bomber 

2A 

USN-PRIM 

131y  DBX 

p 

URL  -  Pilot,  Fighter/Bomber 

2A 

USN-PRIM 

154y  DAx 

p 

RL  -  Aviation  Duty  Officer  -  Pilot,  Fighter/Bomber 

2A 

USN-PRIM 

154y  DBx 

p 

RL  -  Aviation  Duty  Officer  -  Pilot,  Fighter/Bomber 

2A 

USN-DUTY 

8670 

Squadron  Commanding  Officer 

2A 

USN-DUTY 

8672 

Squadron  Executive  Officer 

2A 

iUSMC 

7500 

Pilot  VMA 

2A 

msMC 

7501 

Pilot  VMA  A-4 

2  A 

IUSMC 

7507 

FRS  Basic  AV-8B  Pilot 

2A 

IUSMC 

7508 

Pilot  VM'A-AV-8A/C 

2A 

;  USMC 

7509 

Pilot  VMA-AV-8B 

2A 

IUSMC 

7510 

FRS  Basic  A-6E  Pilot 

2A 

USMC 

7511 

Pilot  VMA  (AW)  A-6E 

2A 

IUSMC 

7520 

FRS  Basic  F-4S  Pilot 

2A 

USMC 

7521 

FRS  Basic  F/A-18  Pilot 

2A  ' 

USMC 

7522 

Pilot  VMFA  F-4S 

2A  1 

USMC 

7523 

Pilot  VMFA  F/A-18 

2A  : 

USMC 

7524 

FRS  Basic  F/A-18D  Weapons  Sensors  Officer 

2A  j  ■  ■ 

USMC 

7527 

Pilot  VMFA  F/A-18D  Qualified 

2A  ! 

USMC 

7540 

FRS  Basic  RF-4B  Pilot 

2A  1 

USMC 

7541 

FRS  Basic  EA-6A/B  Pilot 

2A  J 

USMC 

7542 

Pilot  VMAQ/EA-6A 

2A  J 

USMC 

7543 

Pilot  VMAQ/EA-6B 

2A  j 

USMC 

7545 

Pilot  VMFP/RF-4B 

2A  1 

USMC 

7577 

Weapons  &  Tactics  Instructor 

2A 

USMC 

7592 

Pilot  VMAW 

2A 

USAF 

11B1A 

Bomber  Pilot,  B-1 

2A 

USAF 

11B1B 

Bomber  Pilot,  B-2 

2A 

USAF 

11B1C 

Bomber  Pilot,  B-52 

2A 

USAF 

11B1M 

J 

Bomber  Pilot,  t-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2A 

USAF 

11B1N 

Bomber  Pilot,  T-38  ACE/CTP 

2A 

USAF 

11B1P 

Bomber  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF 

11B1R 

Bomber  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

■2A . . 

USAF 

11B1S 

1  Bomber  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2A 

USAF 

11B1T 

iBomber  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2A 

USAF 

11B1U 

Bomber  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

USAF 

11B1Y 

Bomber  Pilot,  General 

2A 

USAF 

11B1Z 

Bomber  Pilot,  Other 

2A 

USAF 

11B2A 

Bomber  Pilot,  B-1 

2A 

USAF 

11B2B 

Bomber  Pilot,  B-2 

2A 

USAF 

11B2C 

Bomber  Pilot,  B-52 

2A 

USAF 

11B2M 

Bomber  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2A  5 

USAF 

11B2N 

Bomber  Pilot,  T-38  ACE/CTP 

2A  j 

USAF 

1 1 B2P 

Bomber  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A  ! 

USAF 

11B2R 

Bomber  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A  i 

USAF 

11B2S 

Bomber  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2A  i 

USAF 

11B2T 

Bomber  Pilot,  s’UPT  Phase  III  instructor  it-1/  f-38/T-44) 

2A 

USAF 

11B2U 

Bomber  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

USAF 

11B2Y 

Bomber  Pilot,  General 

2A  ; 

USAF 

11B2Z 

Bomber  F’ilot,  Other 

2A  5 

USAF 

11B3A 

Bomber  Pilot,  B-1 

2  A 

USAF 

11B3B 

Bomber  Pilot,  B-2 

2A 

USAF 

11B3C 

Bomber  Pilot,  B-52 

2A  i 

USAF 

11B3M 

Bomber  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE) /Companion  Trainer  Program  (CTP) 

2A 

USAF 

11B3N 

Bomber  Pilot,  T-38  ACE/CTP 

2A  i 

USAF 

11B3P 

Bomber  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF 

11B3R 

Bomber  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

USAF 

11B3S 

iBomber  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2A 

USAF 

11B3T 

iBomber  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2A 

USAF 

11B3U 

1  Bomber  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

USAF 

11B3Y 

iBomber  Pilot,  General 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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3 

SERWrOCCTnnUE 

2A 

USAF 

11B3Z 

Bomber  Pilot,  Other 

2A 

USAF 

1 1 B4A 

Bomber  Pilot,  B-1 

2A 

USAF 

1 1 B4B 

Bomber  Pilot,  B-2 

2A 

USAF 

1 1 B4C 

Bomber  Pilot,  B-52 

2A 

USAF 

1 1 B4M 

Bomber  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2A 

USAF 

11B4N 

’ 

Bomber  Pilot,  T-38  ACE/CTP 

2A 

USAF  i 

1 1 B4P 

Bomber  Pilot,  SUNT  (f-1/T-2/T-34/T-38) 

2A 

USAF  1 

11B4R 

Bomber  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

USAF 

11B4S 

Bomber  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2A 

USAF 

11B4T 

Bomber  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2A 

USAF 

11B4U 

Bomber  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

USAF 

11B4Y 

Bomber  Pilot,  General 

2A 

USAF 

11B4Z 

Bomber  Pilot,  Other 

2A 

USAF  “ 

11F1A 

Fighter  Pilot,  A-7 

2A 

USAF 

11F1B 

Fighter  Pilot,  A-10 

2A 

iUSAF 

11F1C 

Fighter  Pilot,  F-4 

2A 

USAF 

11F1D 

Fighter  Pilot,  F-4G 

2A 

ilUSAF 

11F1E 

Fighter  Pilot,  RF  4 

2A 

USAF 

11F1F 

Fighter  Pilot,  F-15 

2A 

USAF 

11F1G 

Fighter  Pilot,  F-15E 

2A 

USAF 

11F1H 

Fighter  Pilot,  F-16 

2A 

USAF 

11F1J 

Fighter  Pilot,  F-22 

2A 

USAF 

11F1K 

Fighter  Pilot,  F-1 1 1 

“2A  i 

USAF 

11F1L 

Fighter  Pilot,  EF-1 1 1 

2A  1 

USAF 

11F1M 

Fighter  Pilot,  F-1 

2A  1 

USAF 

11F1N 

Fighter  Pilot,  OA-10 

2A 

USAF 

11F1P 

Fighter  Piiot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF  ‘ 

11F1Q 

Fighter  Pilot,  AT-38 

2  A 

USAF 

11F1R 

Fighter  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

5 

usaf" 

11F1S 

Fighter  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2A 

1 

USAF 

11F1T 

Fighter  Pilot,  SUPT  Phase  III  Instructor  (T-1/  t-38/T-44) 

2A 

USAF  “  . . 

11F1U 

Fighter  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

5 

USAF 

11F1Y 

Fighter  Pilot,  General 

2A 

!  USAF 

11F1Z 

Fighter  Pilot,  Other 

2A 

USAF 

11F3A 

Fighter  Pilot,  A-7 

2A  1 

usaf' 

11F3B 

Fighter  Pilot,  A-10 

2k' 

USAF 

11F3C 

Fighter  Pilot,  F-4 

2k 

USAF 

11F3D 

Fighter  Pilot,  F-4G 

2k 

USAF 

11F3E 

Fighter  Pilot,  RF-4 

2k 

USAF 

11F3F 

Fighter  Pilot,  F-15 

2k 

USAF 

11F3G 

Fighter  Pilot,  F-1 5E 

2  A 

USAF 

11F3H 

Fighter  Pilot,  F-16 

2A  ! 

USAF 

11F3J 

Fighter  Pilot,  F-22 

2k 

USAF 

11F3K 

Fighter  Pilot,  F-l  1 1 

2k 

USAF 

11F3L 

Fighter  Pilot,  EF-1 1 1 

2k  \ 

USAF 

11F3M 

Fighter  Pilot,  F-1 1 7 

2k  \ 

USAF 

11F3N  S 

Fighter  Pilot,  OA-10 

2  k 

USAF 

11F3P  s 

Fighter  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2k 

USAF 

11F3Q 

Fighter  Pilot,  AT-38 

2  k 

USAF 

11F3R  ’ 

Fighter  Pilot,  Flight  Screening  Program  (FSP)  instructor  (T-3/T-41) 

2k 

USAF 

11F3S 

Fighter  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2k 

USAF 

11F3T 

Fighter  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2k 

USAF 

11F3U 

Fighter  Pilot,  Air  Liaison  Officer  (ALO) 

2k 

USAF 

11F3Y 

!  Fighter  Pilot,  General 

2k 

USAF 

11F3Z 

s  Fighter  Pilot,  Other 

2k 

USAF 

1 1 F4A 

1  Fighter  Pilot,  A-7 

2k 

USAF 

1 1 F4B 

i  Fighter  Pilot,  A-10 

2k 

USAF 

nF4C  1 

!  Fighter  Pilot,  F-4 

2k 

USAF 

11F4b  ! 

1  Fighter  Pilot,  F-4G 

2  k 

iUSAF 

11F4E 

1  Fighter  Pilot,  RF-4 

2k 

mSAF 

11F4F  i 

iFighter  Pilot,  F-15 

2k 

USAF 

1 1 F4G 

s  Fighter  Pilot,  F-15E 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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DOD  OCC 

MED  SP 

SERVICE 

SERVICE  OCC 

[I 

SERVICE  OCC  TITLE 

2A 

2A  1 

lUSAF 

*USAF 

11F4H 

11F4J 

Fighter  Pilot,  F-16 

Fighter  Pilot,  F-22 

2A 

USAF 

1 1 F4K 

Fighter  Pilot,  F-1 1 1 

2A 

2A 

USAF 

USAF 

11F4L 

11F4M 

Fighter  Pilot,  EF-1 11 

Fighter  Pilot,  F-1 17 

2A 

USAF 

11F4N 

Fighter  Pilot,  OA-10 

2A 

;USAF 

11F4P 

Fighter  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

iUSAF 

11F4Q 

Fighter  Pilot,  AT-38 

2A  i 

USAF 

11F4R 

Fighter  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A  i 

USAF 

11F4S 

Fighter  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2A 

iUSAF 

11F4T 

Fighter  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2A 

IUSAF 

11F4U 

Fighter  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

?USAF 

nF4Y 

Fighter  Pilot,  General 

2A 

SUSAF 

11F4Z 

Fighter  Pilot,  Other 

2A 

:USAF 

11R1A 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-3 

2A 

USAF 

11R1B 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-4 

2A 

IUSAF 

11R1C 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-130 

2A 

SUSAF 

11R1D 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  HC-130 

2A 

USAF 

11R1E 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC-130 

2A 

USAF 

11R1F 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-135 

2A 

USAF 

11R1G 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  RC-135 

2A 

JuSA? 

11R1H 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC/OC-135 

2A 

USAF 

11R1J 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  TR-1/U-2 

2A 

USAF 

11R1L 

1  Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-8 

2A 

USAF 

11R1P 

jReoonnaissance/Surveillance/Electronic  Warfare  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF 

11R1R 

] Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Flight  Screening  Program  (FSP) 

2A 

lUSAF  1 

11R1S 

1  Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  II  Instr  (T-34/f-37) 

2A 

USAF 

11R1T 

jReconnaissance/Surveillance/Electronio  Warfare  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/t-44) 

2A 

. 

usXf 

11R1U 

IReconnaissance/Surveillanoe/Electronic  Warfare  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

USAF 

11R1Y 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  General 

2A 

USAF 

11R1Z 

Reconnaissance/Surveillance/Eleotronic  Warfare  Pilot,  Other 

2A 

USAF 

11R2A 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-3 

2A 

USAF 

11R2B 

, 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-4 

2A 

USAF 

11R2C 

Reconnaissance/Surveillance/Electronio  Warfare  Pilot,  EC-130 

2A 

USAF 

11R2D 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  HC-130 

2A 

USAF 

11R2E 

Reconnaissance/Surveillanoe/Electronic  Warfare  Pilot,  WC-130 

2A 

USAF 

11R2F 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-135 

2A 

USAF 

11R2G 

iReconnaissance/Surveillance/Electronic  Warfare  Pilot,  RC-135 

2A 

USAF 

11R2H 

iReconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC/OC-135 

2A 

USAF 

11R2J 

iReconnaissance/Surveillance/Electronic  Warfare  Pilot,  TR-1/U-2 

2A 

USAF 

11R2L 

iReconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-8 

2A  . 

USAF 

11R2P 

iReconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF 

11R2R 

iReconnaissance/Surveillance/Electronic  Warfare  Pilot,  Flight  Screening  Program  (FSP) 

2A 

USAF 

11R2S 

! Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2A 

USAF 

11R2T 

i Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2A . . . 

USAF  ; 

11R2U 

iReconnaissance/Surveillance/Electronic  Warfare  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

USAF  i 

11R2Y 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  General 

2A 

USAF  1 

11R2Z 

i 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Other 

2A 

USAF 

11R3A 

1 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-3 

2A 

USAF  I 

11R3B 

\ 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-4 

2A 

USAF  1 

11R3C 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-130 

2A 

USAF  i 

11R3D 

\ 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  HC-130 

2A 

USAF 

11R3E 

i  Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC-130 

2A 

USAF  ^ 

liR3F 

iReconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-135 

2A 

USAF  ^ 

1 1 R3G 

Reconnarssance/Surveillance/Electronic  Warfare  Pilot,  RC-135 

2A  S 

USAF 

11R3H 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC/OC-135 

2A 

USAF  1 

1 1 R3J 

1  Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  TR-1/U-2  | 

2A 

USAF 

11R3L  ! 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-8 

2A  : 

§ 

USAF  i 

11R3P  S 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF  i 

11R3R  j 

I 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Flight  Screening  Program  (FSP) 

2A 

USAF  ! 

11R3S  1 

i 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2A  i 

USAF  1 

1 1 R3T  1 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

3  - 


Footnotes  are  defined  in  the  introductory  materiai. 
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DOD  OCC 

MED  SP 

SERVICE 

SERVICE  OCC 

1 

SERVICE  OCC  TITLE 

2A 

USAF 

11R3U 

Reconnalssance/Surveillance/Electronic  Warfare  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

USAF 

11R3Y 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  General 

2A 

USAF 

11R3Z 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Other 

2A 

USAF 

11R4A 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-3 

2A 

USAF 

11R4B 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-4 

2A 

USAF 

liR4C 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-130 

2.‘- 

USAF 

11R4D 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  HC-130 

2A 

USAF 

11R4E 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC-130 

2A 

USAF 

11R4F 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-135 

2A 

USAF 

11R4G 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  RC-135 

2A 

USAF 

11R4H 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC/OC-135 

2A 

USAF 

11R4J 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  TR-1/U-2 

2A  i 

USAF 

11R4L 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-8 

2A 

USAF 

11R4P 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF 

11R4R 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Flight  Screening  Program  (FSP) 

2A 

USAF 

11R4S 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2A 

USAF 

11R4T 

Reconnalssance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  III  Instr  (T-l/  T-38  T-44) 

2A 

USAF 

11R4U 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

USAF 

11R4Y 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  General 

2A 

USAF 

11R4Z 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Other 

2A 

USAF 

11S1A 

Special  Operations  Pilot,  MH-53 

2A 

USAF 

11S1B 

Special  Operations  Pilot,  MH-60 

2A 

USAF 

11S1C 

Special  Operations  Pilot,  AC-130H 

2A 

USAF 

11S1D 

Special  Operations  Pilot,  AC-130U 

2A 

USAF 

11S1E 

ISpecial  Operations  Pilot,  HC-130 

2A 

USAF 

11S1F 

iSpecial  Operations  Pilot,  MC-130E 

2A 

USAF 

11S1G 

i  Special  Operations  Pilot,  MC-130H 

2A 

USAF 

11S1P 

iSpecial  Operations  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF 

11S1R 

iSpecial  Operations  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

USAF 

11S1S 

ISpecial  Operations  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2A 

USAF 

11S1T 

jspecial  Operations  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2A 

USAF 

11S1U 

{Special  Operations  Pilot,  Air  Liaison  Officer  (ALO) 

2A  1 

USAF 

11S1V 

iSpecial  Operations  Pilot,  Special  Operations  Forces  (SOF)  Helicopter,  General 

2A  i 

USAF 

11S1W 

Special  Operations  Pilot,  SOF  Fixed  Wing,  General 

2A  ! 

USAF 

11S1Y  i 

Special  Operations  Pilot,  General 

2A  i 

USAF 

11S1Z 

Special  Operations  Pilot,  Other 

2A  1 

USAF 

11S2A 

Special  Operations  Pilot,  MH-53 

r2A 

USAF 

11S2B 

Special  Operations  Pilot,  MH-60 

2A  ! 

USAF 

11S2C 

Special  Operations  Pilot,  AC-130H 

2A  ? 

USAF 

11S2D 

Special  Operations  Pilot,  AC- 1  SOU 

2A 

USAF 

11S2E 

Special  Operations  Pilot,  HC-130 

2A 

USAF 

11S2F  ! 

Special  Operations  Pilot,  MC-130E 

'"2A 

USAF 

11S2G  1 

Special  Operations  Pilot,  MC-130H 

2A 

USAF 

11S2P  I 

Special  Operations  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

'2a” 

USAF 

11S2R 

Special  Operations  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

USAF 

11S2S 

Special  Operations  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2A  ? 

USAF 

11S2T 

Special  Operations  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2A 

mSAF 

11S2U  1 

Special  Operations  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

mSAF 

11S2V  i 

Special  Operations  Pilot,  Special  Operations  Forces  (SOF)  Helicopter,  General 

2A  ! 

fUSAF 

11S2W 

Special  Operations  Pilot,  SOF  Fixed  Wing,  General 

2A  ^ 

mSAF 

11S2Y 

Special  Operations  Pilot,  General 

“iZA  1 

mSAF 

11S2Z 

Special  Operations  Pilot,  Other 

2A  ! 

sUSAF 

11S3A 

Special  Operations  Pilot,  MH-53 

2A  § 

USAF 

11S3B  1 

Special  Operations  Pilot,  MH-60 

2A 

iUSAF 

11S3C 

Special  Operations  Pilot,  AC-130H 

2A 

iUSAF 

11S3D  1 

Special  Operations  Pilot,  AC-1  SOU 

2A 

1USAF 

11S3E 

Special  Operations  Pilot,  HC-130 

2A 

USAF 

11S3F 

Special  Operations  Pilot,  MC-130E 

2A  1 

USAF 

11S3G 

Special  Operations  Pilot,  MC-130H 

2A 

USAF 

11S3P 

Special  Operations  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF 

11S3R  s 

’Special  Operations  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

iUSAF 

11S3S 

Special  Operations  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC 
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SERVICE  OCC  TITLE 

2A 

USAF 

11S3T 

iSpecial  Operations  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2A 

,USAF 

11S3U 

[special  Operations  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

mSAF 

11S3V 

(Special  Operations  Pilot,  Special  Operations  Forces  (SOF)  Helicopter,  General 

2A 

USAF 

11S3W 

(Special  Operations  Pilot,  SOF  Fixed  Wing,  General 

2A 

USAF 

11S3Y 

1  Special  Operations  Pilot,  General 

2A 

SUSAF 

11S3Z 

(Special  Operations  Pilot,  Other 

2A 

USAF 

11S4A 

(Special  Operations  Pilot,  MH-53 

2A 

USAF 

11S4B 

(special  Operations  Pilot,  MH-60 

2  A 

iiUSAF 

11S4C 

(Special  Operations  Pilot,  AC-130H 

2A 

SUSAF 

11S4D 

Special  Operations  Pilot,  AC-130U 

2A 

I  USAF 

11S4E 

Special  Operations  Pilot,  HC-130 

USAF 

11S4F 

Special  Operations  Pilot,  MC-130E 

2A 

USAF 

11S4G 

Special  Operations  Pilot,  MC-130H 

2A 

USAF 

11S4P 

Special  Operations  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

USAF 

11S4R 

Speciai  Operations  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

USAF 

11S4S 

Special  Operations  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2A 

USAF 

11S4T 

Speciai  Operations  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2A 

USAF 

11S4U 

Special  Operations  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

' 

USAF 

11S4V 

Special  Operations  Pilot,  Special  Operations  Forces  (SOF)  Helicopter,  General 

2A 

USAF 

11S4W 

Special  Operations  Pilot,  SOF  Fixed  Wing,  General 

2A 

USAF 

11S4Y 

Special  Operations  Pilot,  General 

2A 

USAF 

11S4Z 

Special  Operations  Pilot,  Other 

2B 

DOD 

2B 

Other  Fixed-Wing  Pilots 

2B 

USA-WO 

155A 

Fixed  Wing  Aviator  (Aircraft  Nonspecific) 

2B 

USA-WO 

155D 

U-21  Pilot 

2B 

USA-WO 

155i 

C-12  Pilot 

2B 

USN-PRIM 

131y 

P 

IJRL  -  Pilot,  Other  Fixed  Wing 

2B 

USN-PRIM 

1 54y 

P 

RL  -  Aviation  Duty  Officer  -  F’iiot,  Other  Fixed-Wing 

2B 

USN-SEC 

0073 

Fiight  Performance/Test  Pilot 

2B 

USN-DUTY 

8501 

Aviator 

2B 

USN-DUTY 

8543 

Instrument  Flight  Instructor-Pilot 

2B 

USN-DUTY 

8583  [ 

Special  Project  Pilot 

2B 

USN-DUTY 

8588  ^ 

Test  Pilot 

2B 

USN-DUTY 

8592 

Flight  Instructor,  Training  Planes 

2B 

USN-DUTY 

8593 

Flight  Instructor-Pilot,  Fleet  Operational  Aircraft 

’2B 

USMC 

7550 

Pilot  VMGR  Maritme  Advanced  (NATO) 

2B 

USMC 

7551 

Pilot  C-9 

2B 

USMC 

7552 

Pilot  TC-4C 

2B 

USMC 

7553 

Pilot,  C-20  Qualified 

2B  i 

USMC 

7555 

Pilot,  UC-12B 

2B  i 

USMC 

7556 

KC-130  Co-Pilot  (T2P/T3P) 

2B  i 

USMC 

7557 

KC-130  Aircraft  Commander 

2B 

USMC 

7559 

Piiot  CT-39 

2B 

USMC 

7575 

FRS  Basic  dv-1 6  Pilot 

2B 

USMC 

7576 

Piiot  VMd/dV-10 

2B 

USMC 

7595 

Test  Pilot/Flight  Test  Project  Officer 

2B 

USMC . 

7598 

Basic  Fixed  Wing  Pilot 

2B 

USAF 

11A1A 

Airlift  Pilot,  C-5 

26 

USAF 

11A1B 

Airlift  Pilot,  C-9  _ _ _ 

Ib 

USAF 

11A1C 

Airlift  Pilot,  C-12 

2B 

USAF 

11A1D 

Airlift  Pilot,  C-1 7 

2B 

USAF 

IIAli 

Airlift  Pilot,  C-2:6 

2B 

USAF 

11A1F 

Airlift  Piiot,  C-21 

2B 

USAF 

11A1G 

Airlift  Piiot,  VC-25 

2B 

USAF 

Airlift  Pilot,  C-26 

2B 

USAF 

11A1J 

Airlift  Piiot,  C-27 

2B 

USAF 

11A1K 

Airlift  Pilot,  C-1 30 

2B 

USAF 

11A1L 

Airlift  Piiot,  C-i35/C-137 

2B 

USAF 

11A1M 

Airiift  Pilot,  C-1 41 

2B 

USAF 

ilAIN 

Airiift  Piiot,  T-43 

2B 

USAF 

11A1P 

Airlift  Piiot,  SUNT  (T-1/T-2/T-34/T-38) 

2B 

USAF 

11A1R 

Airlift  Piiot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

’  Footnotes  are  defined  in  the  introductory  material. 
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2B 

USAF 

11A1S 

Airlift  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2B 

USAF  ! 

11A1T 

Airlift  Piiot,  SUPT  Phase  III  Instructor  (T-1/  t-38/T-44) 

2B 

USAF 

11A1U 

Airlift  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11A1V 

Airiift  Pilot,  Inter-Theater  Airlift,  General 

2B  : 

USAF 

11A1W 

, 

Airlift  Pilot,  Intra-Theater  Airlift,  General 

2B 

USAF 

1 1 A 1 Y 

Airlift  Piiot,  General 

2B 

USAF 

11A1Z 

Airlift  Piiot,  Other 

2B 

USAF 

11  A2A 

Airiift  Piiot,  C-5 

2B 

USAF 

11A2B 

Airiift  Pilot,  C-9 

2B 

USAF 

11A2C 

Airlift  Pilot,  C-12  _ 

2B 

USAF 

11A2D 

■  Airlift  Piiot,  C-17 

2B 

'  2B  ' 

USAF 

USAF 

11A2E 

l‘lA2F 

sAiriift  Piiot,  C-20 
sAiriift  Piiot,  C-21 

2B 

USAF 

11A2G 

Airiift  Pilot,  VC-25 

2B 

USAF 

11A2H 

Airlift  Pilot,  C-26 

2B 

USAF 

11A2J 

Airlift  Pilot,  C-27 

2B 

USAF 

11A2K 

Airlift  Pilot,  C-1 30 

'2B''" . 

USAF 

11A2L 

Airlift  Piiot,  C-135/C-137 

2B 

USAF 

11A2M 

Airiift  Pilot,  C-141 

2B 

USAF 

11A2'n 

Airlift  Pilot,  T-43 

"2B  '  li 

USAF 

11A2P 

Airlift  Pilot,  SUNT  (T-1/f-2/t-34/T-38) 

2B 

USAF 

11A2R 

Airlift  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2B 

USAF 

11A2S 

Airlift  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2B 

USAF 

11A2T 

Airlift  Piiot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2B 

USAF 

11A2U 

1  Airlift  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11A2V 

Airlift  Pilot,  Inter-Theater  Airlift,  Generai 

"2B  ^ 

USAF 

11A2W 

Airlift  Pilot,  Intra-Theater  Airlift,  General 

2B 

USAF 

11A2Y 

Airlift  Piiot,  General 

2B 

USAF 

11A2Z 

Airlift  Pilot,  Other 

2B 

USAF 

11  ASA 

Airlift  Pilot,  C-5 

2B 

USAF 

11A3B 

Airlift  Pilot,  C-9 

2B 

USAF 

ilASC 

Airlift  Pilot,  ’C-12 

2B 

USAF 

11A3D 

Airlift  Pilot,  C-17 

2B 

USAF 

I'lASE 

Airlift  Pilot,  ‘C-20 

2B 

USAF 

11  ASF 

Airlift  Pilot,  C-21 

2B 

USAF 

11A3G 

Airlift  Pilot,  VC-25 

2B 

USAF 

11  ASH 

Airlift  Pilot,  C-26 

2B 

" 

USAF 

11A3J 

Airlift  Pilot,  C-27 

2B 

USAF 

11  ASK 

Airlift  Pilot,  C-1 30 

2B 

USAF 

11A3L  i 

Airlift  Pilot,  C-135/C-137 

2B 

2B . 

USAF 

USAF 

11  ASM 

11A3N 

Airlift  Pilot,  C-141 

Airlift  Pilot,  T-43 

2B 

USAF 

HASP 

Airlift  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2B 

2B 

USAF 

USAF 

11A3R 

11  ASS 

Airlift  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

Airlift  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2B 

USAF 

HAST 

Airlift  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2B 

USAF 

11A3U 

Airlift  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11A3V 

Airlift  Pilot,  Inter-Theater  Airlift,  General 

2B 

USAF 

11A3W 

Airlift  Pilot,  Intra-Theater  Airlift,  General 

2B 

USAF 

:i1A3Y 

Airlift  Pilot,  General 

2B 

USAF 

11A3Z 

Airlift  Pilot,  Other 

2B 

USAF 

11A4A 

Airlift  Pilot,  C-5 

2B 

USAF 

1 1 A4B 

Airlift  Pilot,  C-9 

2B 

USAF 

;11A4C 

Airlift  Pilot,  C-12 

2B 

USAF 

11A4D 

Airlift  Pilot,  C-17 

2B 

USAF 

11A4E 

(Airlift  Piiot,  C-20 

2B 

USAF 

11A4F 

(Airiift  Piiot,  C-21 

26 

!USAF 

1 1 A4G 

(Airiift  Pilot,  VC-25 

2B 

USAF 

11A4H 

(Airlift  Pilot,  C-26 

2B 

iUSAF 

1 1 A4  J 

SAiriift  Pilot,  C-27 

2B 

USAF 

11A4k 

SAiriift  Piiot,  C-1 30 

2B 

USAF 

11A4L 

(Airiift  Piiot,  C-135/C-137 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC 

Cl 

SERVICE  OCC  TITLE 

2B 

^USAF 

niA4M 

Airlift  Pilot,  C-141 

2B 

iUSAF 

11A4N 

Airlift  Pilot,  T-43 

2B 

mSAF 

11A4P 

Airlift  Pilot,  SUNT  (T-1/T-2/f-34  T-38) 

2B 

f””  USAF 

11A4R 

Airlift  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T  3  T-411 

2B 

lUSAF 

11A4S 

Airlift  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2B 

USAF 

11A4T 

Airlift  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2B 

USAF 

11A4U 

Airlift  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11A4V 

Airlift  Pilot,  Inter-Theater  Airlift,  General 

'2B 

USAF 

11A4W 

Airlift  Pilot,  Intra-Theater  Airlift,  General 

2B 

USAF 

11A4Y 

Airlift  Pilot,  General 

2B 

USAF 

11A4Z 

Airlift  Pilot,  Other 

2B 

USAF 

11  El  A 

Experimental  Test  Pilot,  Airlift/Tanker/Bomber 

2B 

USAF 

11E1B 

Experimental  Test  Pilot,  Fighter 

2B 

USAF 

11E1C 

Experimental  Test  Pilot,  Helicopter/VSTOL 

"26  ' 

USAF 

11E1P 

Experimental  Test  Pilot,  SUNT  (T-1/T-2/T-34  T-38) 

2B 

USAF 

11E1Q 

Experimental  Test  Pilot,  Mission  Support  (T-38,  etc) 

2B 

USAF 

11E1R 

Experimental  Test  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3  T-41) 

2B 

USAF 

11E1S 

Experimental  Test  Pilot,  SUPT  Phase  II  Instructor  (T-34T-37) 

2B 

USAF 

11E1T 

Experimental  Test  Pilot,  SUPT  Phase  III  Instructor  (f-1/  T-38/T  44) 

2B 

USAF 

11E1U 

Experimental  Test  Pilot,  Air  Liaison  Officer  (ALO) 

2b 

USAF 

11E1Y 

Experimental  Test  Pilot,  General 

2B 

USAF 

11E1Z 

Experimental  Test  Pilot,  Other 

2B 

USAF 

11E3A' 

Experimental  Test  Pilot,  Airlift/Tanker/Bomber 

2B 

USAF 

11E3B 

Experimental  Test  Pilot,  Fighter 

2B 

USAF 

1 1 E3C 

Experimental  Test  Pilot,  Helicopter/VSTOL 

2B 

USAF 

1 1 E3P 

Experimental  Test  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2B 

USAF 

11E3Q 

Experimental  Test  Pilot,  Mission  Support  (t-38,  etc) 

2B 

USAF 

11E3R 

Experimental  Test  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/t-4  u 

2B 

USAF 

11E3S 

Experimental  Test  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2B 

USAF 

11E3T 

Experimental  Test  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2B 

USAF 

11E3U 

ExperimentatTest  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11E3Y 

Experimental  Test  Pilot,  General 

2B 

USAF  ~ 

1 1 E3Z 

Experimental  Test  Pilot,  Other 

2B 

USAF 

11E4A 

Experimental  Test  Pilot,  Airlift/Tanker/Bomber 

2B 

USAF 

11E4B 

Experimental  Test  Pilot,  Fighter  . . .  . 

2B 

USAF 

11E4C 

Experimental  Test  Pilot,  Helicopter/VSTOL 

2B 

USAF 

11E4P 

Experimental  Test  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2B 

USAF 

liE4Q 

Experimental  Test  Pilot,  Mission  Support  (T-38,  etc) 

2B 

USAF 

11E4R 

Experimental  Test  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2B 

USAF 

11E4S 

Experimental  Test  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2B 

USAF 

11E4T 

Experimental  Test  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44} 

2B 

usaf' 

11E4U 

Experimental  Test  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11E4Y 

Experimental  Test  Pilot,  General 

2B 

USAF 

11E4Z 

1  Experimental  Test  Pilot,  Other  | 

"2B 

USAF 

11G3 

Generalist  Pilot 

2B 

. 

USAF 

11G4 

Generalist  Pilot 

2B 

USAF 

11K1A 

iTrainer  Pilot,  T-1  SUPT  (FAIP/Other)  _  _ 

2B 

USAF 

11K1B 

iTrainer  Pilot,  T-3/T-41 

2B 

USAF 

11K1C 

iTrainer  Pilot,  T-34/T-37  SUPT  (FAIP/Other) 

2B  t 

USAF 

11K1D 

Tfrainer  Pilot,  T-38/T-44  SUPT  (FAIP/Other) 

2B 

USAF 

11K1G 

ITrainer  Pilot,  SUNT  T-1/T-2/T-34/T-38  SUNT  (FAIP/Other) 

2B 

USAF 

11K1L 

Trainer  Pilot,  C-12  Companion  Trainer  Program  (CTP) 

2B 

USAF 

11K1M  1 

Trainer  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2B' 

USAF 

11K1N 

Trainer  Pilot,  T-38  ACE/CTP 

2B 

USAF 

11K1U  i 

Trainer  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

'lIKIY  ! 

Trainer  Pilot,  General 

2B 

USAF 

11K1Z 

Trainer  Pilot,  Other 

2B 

USAF 

1 1 K3A  ! 

Trainer  Pilot,  T-1  SUPT  (FAIP/Other) 

-23“  ■ 

USAF 

11K3B  ^ 

Trainer  Pilot,  T-3/f-4i 

2B 

USAF 

11K3C 

Trainer  Pilot,  T-34/f-37  SUPT  (FAIP/Other) 

2B 

USAF 

11K3D 

Trainer  Pilot,  T-3i8/T-44  SUPT  (FAIP/Other)  _ 

2B 

USAF 

11K3G 

Trainer  Pilot,  SUNT  T-1/T-2/T-34/T-38  SUNT  (FAIP/Other) 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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" 

SERVICE  OCC  TITLE 

2B 

USAF 

11K3L 

Trainer  Pilot,  C-12  Companion  Trainer  Program  (CTP) 

2B 

USAF 

11K3M 

Trainer  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2B 

USAF 

11K3N 

i  Trainer  Pilot,  T-38  ACE/CTP  | 

2B 

USAF 

11K3U 

Trainer  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11K3Y 

Trainer  Pilot,  General 

2B 

USAF 

11K3Z 

Trainer  Pilot,  Other 

2B 

USAF 

11K4A 

Trainer  Pilot,  T-1  SUPT  (FAIP/Other) 

2B 

USAF 

1 1 K4B 

Trainer  Pilot,  T-3/T-41 

2B 

USAF 

11K4C 

Trainer  Pilot,  T-34/T-37  SUPT  (FAIP/Other) 

2B 

USAF 

11K4D 

Trainer  Pilot,  T-38/T-44  SUPT  (FAIP/Other) 

2B 

USAF 

11K4G 

Trainer  Pilot,  SUNT  T-1/T-2/T-34/T-38  SUNT  (FAIP/Other) 

2B 

USAF 

11K4L 

Trainer  Pilot,  C-12  Companion  Trainer  Program  (CTP) 

2B 

USAF 

11K4M 

Trainer  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2B 

USAF 

11K4N 

i  Trainer  Pilot,  T-38  ACE/CTP 

2B 

USAF 

11K4U 

iTrainer  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11K4Y 

Trainer  Pilot,  General 

2B 

USAF 

11K4Z 

Trainer  Pilot,  Other 

2B 

USAF 

11T1A 

Tanker  Pilot,  KC-10 

2B 

USAF 

11T1B 

iTanker  Pilot,  KC-135 

2B 

USAF 

11T1L 

iTanker  Pilot,  C-12  Companion  Trainer  Program  (CTP) 

2B 

USAF 

11  TIM 

(Tanker  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2B 

USAF 

11T1N 

Tanker  Pilot,  T-38  ACE/CTP 

2B 

USAF 

11T1P 

(Tanker  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2B 

USAF 

11T1R 

Tanker  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2B 

USAF 

1 1T1S 

Tanker  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2B 

USAF 

11T1T 

Tanker  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2B 

USAF 

IlflU 

Tanker  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11T1Y 

Tanker  Pilot,  General 

2B 

USAF 

11T1Z 

Tanker  Pilot,  Other 

2B 

USAF 

11T2A 

Tanker  Pilot,  KC-10 

2B 

USAF 

11T2B 

Tanker  Pilot,  KC-135 

2B 

USAF 

11T2L 

Tanker  Pilot,  C-12  Companion  Trainer  Program  (CTP) 

2B 

USAF 

11T2M 

Tanker  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2B 

USAF 

11T2N 

Tanker  Pilot,  T-38  ACE/CTP 

2B 

USAF 

11T2P 

Tanker  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2B 

USAF 

11T2R 

Tanker  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2B 

USAF 

11T2S 

Tanker  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

23  — 1 

USAF 

11T2T 

Tanker  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2B 

USAF 

11T2U 

Tanker  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11T2Y 

Tanker  Pilot,  General 

2B 

USAF 

11T2Z 

Tanker  Pilot,  Other 

2B 

USAF 

11T3A 

Tanker  Pilot,  KC-10 

2B 

USAF 

11T3B 

Tanker  Pilot,  KC-135 

2B 

"2B 

USAF 

USAF 

11T3L 

ilT3M 

Tanker  Pilot,  C-12  Companion  Trainer  Program  (CTP) 

Tanker  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2B 

USAF 

11T3N 

Tanker  Pilot,  T-38  ACE/CTP 

2B 

USAF 

11T3P  ! 

Tanker  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2B 

USAF 

11T3R  ! 

Tanker  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2B 

USAF 

11T3S 

Tanker  Pilot,  SUPT  Phase  II  Insti  (T-34  T  371 

2B 

USAF 

11T3T 

Tanker  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2B 

USAF 

11T3U 

Tanker  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11T3Y 

Tanker  Pilot,  General 

2B 

USAF 

11T3Z 

Tanker  Pilot,  Other 

2B 

USAF 

11T4A 

Tanker  Pilot,  KC-10 

2B 

USAF 

11T4B 

Tanker  Pilot,  KC-135 

2B 

USAF 

11T4L 

Tanker  Pilot,  C-12  Companion  Trainer  Program  (CTP) 

2B 

USAF 

11T4M 

Tanker  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2B 

USAF 

11T4N 

Tanker  Pilot,  T-38  ACE/CTP 

2B 

USAF 

11T4P 

Tanker  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2B 

USAF 

11T4R 

Tanker  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2B 

USAF 

11T4S 

Tanker  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2B 

lUSAF 

11T4T 

Tanker  Pilot,  SUPT  Phase  III  Instr  (f-1/  T-38/T-44) 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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i|  SERVICE  OCC  TITLE 

2B 

USAF 

11T4U 

^Tanker  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

USAF 

11T4Y 

jTanker  Pilot,  General 

’2B 

USAF 

11T4Z 

itanker  Pilot,  Other 

2C 

DOD 

2C 

i  Helicopter  Pitots 

2C 

'USA-COMM 

15A 

g;Aviation  General 

2C 

USA-COMM 

15B 

iAviation,  Combined  Arms  Operations 

2C 

USA-COMM 

15C 

1  Aviation  All-Source  Intelligence 

2C 

USA-COMM 

150 

lAviatlon,  Logistics 

2C 

USA-WO 

152B 

!0H-58A/C  Scout  Pilot 

2C 

USA-WO 

152C 

IOH-6  Scout  Pilot 

2C 

USA  WO 

1520 

iOH-580  Pilot 

2C 

USA-WO 

152F 

iAH-64  Attack  Pilot 

2C 

USA-WO 

1520 

lAH-l  Attack  Pilot 

2C 

USA-WO 

153A 

[Rotary  Wing  Aviator  (Aircraft  Nonspecific) 

~'2C 

USA-WO 

153B 

;uH-i  Pilot 

2C 

USA-WO 

1530 

iUH-60  Pilot 

2C 

1 

USA-WO 

154C 

iCH-47D  Pilot 

2C 

USN-PRIM 

131y  OVx 

p  URL  -  Pilot,  Helicopter 

2C 

USN-PRIM 

131y  OWx 

pi  URL  -  Pilot,  Heiicoptor 

2C 

USN-PRIM 

131y  0X1 

p  URL  -  Pilot,  Helicopter 

2C 

USN-PRIM 

131y  OYO 

pi  URL  -  Pilot,  Helicopter 

2C 

USN-PRIM 

131y  0Y1 

pi  URL  -  Pilot,  Helicopter 

2C 

USN-PRIM 

131y  0Y3 

psURL  -  Pilot,  Helicopter 

2C  ! 

USN-PRIM 

131y  0Z8 

pi  URL  -  Pilot,  Unmanned  Air  Vehicle 

2C 

USN-PRIM 

1 54y  OVx 

piRL  -  Aviation  Duty  Officer  -  Pilot,  Helicopter 

2C  ! 

USN-PRIM 

1 54y  OWx 

piRL  -  Aviation  Duty  Officer  -  Pilot,  Helicopter 

2C 

USN-PRIM 

154y  0X1 

piRL  -  Aviation  Duty  Officer  -  Pilot,  Helicopter 

2C 

USN-PRIM 

1 54y  OYO 

piRL  -  Aviation  Duty  Officer  -  Pilot,  Helicopter 

2C 

USN-PRIM 

154y  DY1 

p  RL  -  Aviation  Duty  Officer  -  Pilot,  Helicopter 

2C 

USN-PRIM 

154y  0Y3 

p  RL  -  Aviation  Duty  Officer  -  Pilot,  Helicopter 

2C 

USN-PRIM 

630y 

p  LDO  -  Naval  Aviator 

2C 

USMC 

7558 

FRS  Basic  CH-53A/D  Pilot 

2C 

USMC 

7560 

SFRS  Basic  CH-53E  Pilot 

2C 

USMC 

7561 

IFRS  Basic  CH-46  Pilot 

2C 

USMC 

7562 

•Pilot  HMH/M/L/A  CH-46 

2C 

USMC 

7563 

1  Pilot  HMH/M/L/A  UH-1N 

2C 

USMC 

7564 

ICH-53  A/D  Qualified 

2C 

USMC 

7565 

[Pilot  HMH/M/L/A  AH-1 

ic 

USMC 

7566 

1  Pilot  HMH  CH-53E 

25 

USMC 

7567 

IFRS  UH-1N  Pilot 

2C 

USMC 

7568 

IFRS  Basic  AH-1  Pilot 

2C 

USMC 

7597 

i  Basic  Rotary  Wing  Pilot 

^2C . . 

USAF 

11H1A 

1  Helicopter  Pilot,  HH-1H 

2C 

USAF 

11H1B 

[Helicopter  Pilot,  UH-1H 

2C 

USAF 

11H1C 

[Helicopter  Pilot,  UH-1N 

2C 

USAF 

11H10 

■Helicopter  Pilot,  HH-3 

2C 

USAF 

11H1E 

Helicopter  Pilot,  HH-60 

2C 

USAF 

11H1T 

■  Helicopter  Pilot,  SUPT-H  Instructor  (UH-1/TH-67) 

2C 

USAF 

11H1U 

■  Helicopter  Pilot,  Air  Liaison  Officer  (ALO) 

2C 

USAF 

11H1W 

■  Helicopter  Pilot,  Combat  Search  and  Rescue,  General 

2C 

USAF 

11H1Y 

■  Helicopter  Pilot,  General 

2C 

USAF 

11H1Z 

i  Helicopter  Pilot,  Other 

2C 

USAF 

11H2A 

■  Helicopter  Pilot,  HH-1H 

2C 

USAF 

11H2B 

■  Helicopter  Pilot,  UH-1H 

2C 

USAF 

11H2C 

■  Helicopter  Pilot,  UH-1N 

2C 

USAF 

11H20 

■  Helicopter  Pilot,  HH-3 

2C 

USAF 

11H2E 

■  Helicopter  Pilot,  HH-60 

2C 

USAF 

11H2T 

■  Helicopter  Pilot,  SUPT-H  Instructor  (UH-1/TH-67) 

2C 

USAF 

11H2U 

■  Helicopter  Pilot,  Air  Liaison  Officer  (ALO) 

2C 

USAF 

11H2W 

■  Helicopter  Pilot,  Combat  Search  and  Rescue,  General 

2C 

USAF 

11H2Y 

■  Helicopter  Pilot,  General 

2C 

USAF 

11H2Z 

■  Helicopter  Pilot,  Other 

'  Footnotes  are  defined  in  the  introductory  material. 
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bOD  occ 

MED  SP 

SERVICE 

USSSS 

B 

SERVICE  OCC  TITLE 

2C 

mSAF 

11H3A 

Helicopter  Pilot,  HH-1H 

2C 

USAF 

11H3B 

Helicopter  Pilot,  UH-1H 

2C 

USAF 

liH3C 

Helicopter  Pilot,  UH-1N 

2C 

USAF 

11H3D 

Helicopter  Pilot,  HH-3 

2C 

sUSAF 

11H3E 

Helicopter  Pilot,  HH-60 

2C 

USAF 

11H3T 

Helicopter  Pilot,  SUPT-H  Instructor  (UH-1  TH-67) 

2C 

;USAF 

11H3U 

Helicopter  Pilot,  Air  Liaison  Officer  (ALO) 

2C 

USAF 

1 1 H3W 

Helicopter  Pilot,  Combat  Search  and  Rescue,  General 

2C 

SUSAF 

11H3Y 

Helicopter  Pilot,  General 

2C 

USAF 

1 1 H3Z 

Helicopter  Pilot,  Other 

2C 

usaf' 

11H4A 

Helicopter  Pilot,  HH-1H 

2C 

USAF 

11H4B 

Helicopter  Pilot,  UH-1H 

2C 

USAF 

11H4C 

Helicopter  Pilot,  UH-1N 

2C 

USAF 

11H4D 

Helicopter  Pilot,  HH-3 

2C 

USAF 

11H4E 

Helicopter  Pilot,  HH-60 

2C 

USAF 

11H4T 

Helicopter  Pilot,  SUPT-H  Instructor  (UH-1 /TH-67) 

2C 

USAF 

11H4U 

Helicopter  Pilot,  Air  Liaison  Officer  (ALO) 

2C 

USAF 

11H4W 

Helicopter  Pilot,  Combat  Search  and  Rescue,  General 

2C 

USAF 

11H4Y 

Helicopter  Pilot,  General 

2C 

USAF 

11H4Z 

Helicopter  Pilot,  Other 

2C 

USCG-COMM 

60 

Aviation  -  General 

2D 

DOD 

2D 

Aircraft  Crews 

2D 

USN-PRIM 

132y 

p 

URL  -  Naval  Flight  Officer 

2D 

USN-PRIM 

132y  DZ8 

p 

URL  -  Naval  Flight  Officer,  Unmanned  Air  Vehicle 

2D 

USN-DUTY 

8506 

Carrier  Airborne  Combat  Information  Center  Officer 

2D 

USN-DUTY 

8585 

Special  Project  Airborne  Electronics  Evaluator 

2D 

USN-DUTY 

8591 

Naval  Flight  Officer  Instructor,  Training  Planes 

2D 

USN-DUTY 

8594 

Flight  Instructor-NFO,  Fleet  Operational  Aircraft 

2D 

USMC 

7380 

Mission  Specialist/Navigation  Officer 

2D 

USMC 

7525 

F/A-18D  WSO 

2D 

USMC 

7573 

FRS  Basic  Supporting  Arms  Coordinator  (Airborne) 

2D 

USMC 

7574 

Qualified  Supporting  Arms  Coordinator  (Airborne) 

2D 

USMC 

7579 

FRS  Basic  RF-4B  Airborne  Reconnaissance  Officer 

2D 

USMC 

7581 

FRS  Basic  A-6E  Bombadier/Navigator 

2D 

USMC 

7582 

FRS  Basic  EA-6A/B  Electronic  Warfare  Officer 

2D 

USMC 

7583 

Qualified  A-6E  Bombadier/Navigator 

2D 

USMC 

7584 

Qualified  EA-6A  Electronic  Warfare  Officer 

2D 

USMC 

7585 

Qualified  RF-4B  Airborne  Reconnaissance  Officer 

2D 

USMC 

7587 

F-4S  Radar  Intercept  Officer 

2D 

USMC 

7588 

Qualified  EA-6B  Electronic  Warfare  Officer 

2D 

USMC 

7591 

Naval  Flight  Officer  (VMAW) 

2D 

USAF 

12A1A 

Airlift  Navigator,  C-5 

2D 

USAF 

12A1B 

Airlift  Navigator,  VC-25 

2D 

USAF 

12A1C 

Airlift  Navigator,  C-130 

2D 

USAF 

12A1D 

Airlift  Navigator,  C-135/C-137 

2D 

USAF 

12A1E 

Airlift  Navigator,  C-141 

2D  ^ 

USAF 

12A1T 

Airlift  Navigator,  SUNT  Instructor 

2D 

USAF 

12A1U 

Airlift  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

12A1V 

Airlift  Navigator,  Inter-Theater  Airlift,  General 

2D 

USAF 

12A1W 

Airlift  Navigator,  Intra-Theater  Airlift,  General 

2D 

USAF 

12A1Y 

Airlift  Navigator,  General 

2D 

USAF 

12A1Z 

Airlift  Navigator,  Other 

2D 

USAF 

12A3A 

Airlift  Navigator,  C-5 

2D 

USAF 

12A3B 

Airlift  Navigator,  VC-25 

2D 

USAF 

12A3C 

Airlift  Navigator,  C-130 

2  b 

USAF 

12A3D 

Airlift  Navigator,  C-135/C-137 

2D 

USAF 

12A3E  ? 

Airlift  Navigator,  C-141 

2D 

USAF 

12A3T 

Airlift  Navigator,  SUNT  Instructor 

2D 

USAF 

12A3U 

Airlift  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

1 2A3V 

Airlift  Navigator,  Inter-Theater  Airlift,  General 

2D 

USAF 

12A3W 

Airlift  Navigator,  Intra-Theater  Airlift,  General 

2D 

USAF 

12A3Y 

Airlift  Navigator,  General 

Footnotes  are  defined  in  the  introductory  materiai. 
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IVilEbSF 
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SERVICE  OCC 

E 

1  ‘  -  SERVjC®(^%iTLE 

2D 

mSAF 

12A3Z 

Airlift  Navigator,  Other 

2D 

USAF 

12A4A 

Airlift  Navigator,  C-5 

2D 

USAF 

n2A4B 

Airlift  Navigator,  VC  25 

2D 

fUSAF 

^  1 2A4C 

Airlift  Navigator,  C-130 

2D 

(USAF 

^  1 2A4D 

Airlift  Navigator,  C-135/C-137 

2D 

USAF 

n2A4E 

Airlift  Navigator,  C-141 

2D 

iUSAF 

n2A4T 

Airlift  Navigator,  SUNT  Instructor 

2D 

^USAF 

I12A4U 

Airlift  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

IUSAF 

!  1 2A4V 

Airlift  Navigator,  Inter-Theater  Airlift,  General 

2D 

iUSAF 

1 1 2A4W 

Airlift  Navigator,  Intra-Theater  Airlift,  General 

2D 

mSAF 

(12A4Y 

Airlift  Navigator,  General 

2D 

(USAF 

I12A4Z 

Airlift  Navigator,  Other 

2D 

IUSAF 

nZBIA 

Bomber  Navigator,  B-1  Defensive  Systems  Officer  (EWO) 

2D 

SUSAF 

liZBIB 

Bomber  Navigator,  B-1  Offensive  Systems  Officer 

2D 

USAF 

S12B1C 

Bomber  Navigator,  B-1  WSO 

2D 

USAF 

?  1 2B1 D 

Bomber  Navigator,  B-52  EWO 

2D 

.USAF 

11261 E 

Bomber  Navigator,  B-52  Navigator/Radar  Navigator 

2D 

USAF 

I12B1S 

Bomber  Navigator,  SUNT  Instructor  EWO 

2D 

USAF 

I12B1T 

!  Bomber  Navigator,  SUNT  Instructor 

2D 

USAF 

S12B1U 

! Bomber  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

!12B1W 

Bomber  Navigator,  EWO,  General 

2D 

^SAF 

i12B1Y 

i  Bomber  Navigator,  General 

2D 

USAF 

i12B1Z 

Bomber  Navigator,  Other 

2D 

USAF 

112B2A 

i  Bomber  Navigator,  B-1  Defensive  Systems  Officer  (EWO) 

2D 

USAF 

!12B2B 

1  Bomber  Navigator,  B-1  Offensive  Systems  Officer 

2D 

USAF 

j12B2C 

!  Bomber  Navigator,  B-1  WSO 

2D 

USAF 

I12B2D 

Bomber  Navigator,  B-52  EWO 

2D 

USAF 

i12B2E 

Bomber  Navigator,  B-52  Navigator/Radar  Navigator 

2D 

USAF 

M2B2S 

Bomber  Navigator,  SUNT  Instructor  EWO 

2D 

USAF 

,12B2T 

Bomber  Navigator,  SUNT  Instructor 

2D 

USAF 

il2B2U 

Bomber  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

h2B2W 

Bomber  Navigator,  EWO,  General 

2D 

USAF 

n2B2Y 

Bomber  Navigator,  General 

2D 

USAF 

M2B2Z 

Bomber  Navigator,  Other 

1  2D 

USAF 

i12B3A 

i  Bomber  Navigator,  B-1  Defensive  Systems  Officer  (EWO)  | 

2D 

USAF 

:12B3B 

Bomber  Navigator,  B-1  Offensive  Systems  Officer 

2D 

USAF 

i12B3C 

Bomber  Navigator,  B-1  WSO 

2D 

USAF 

n2B3D 

Bomber  Navigator,  B-52  EWO 

2D 

USAF 

i12B3E 

Bomber  Navigator,  B-52  Navigator/Radar  Navigator 

2D 

USAF 

n2B3S 

Bomber  Navigator,  SUNT  Instructor  EWO 

2D 

USAF 

i12B3T 

Bomber  Navigator,  SUNT  Instructor 

2D 

USAF 

:12B3U 

Bomber  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

?  1  2b'3W 

Bomber  Navigator,  EWO,  General 

2D 

USAF 

M2B3Y 

Bomber  Navigator,  General 

2D 

USAF 

12B3Z 

Bomber  Navigator,  Other 

2D 

USAF 

,12B4A 

Bomber  Navigator,  B-1  Defensive  Systems  Officer  (EWO) 

2D 

USAF 

;12B4B 

Bomber  Navigator,  B-1  Offensive  Systems  Officer 

2D 

USAF 

.12B4C 

Bomber  Navigator,  B-1  WSO 

2D 

USAF 

i12B4D 

Bomber  Navigator,  B-52  EWO 

2D 

USAF 

Ti'2B4E 

Bomber  Navigator,  B-52  Navigator/Radar  Navigator 

2D 

USAF 

I12B4S 

Bomber  Navigator,  SUNT  Instructor  EWO 

2D 

USAF 

12647  :  i 

Bomber  Navigator,  SUNT  Instructor 

2D 

USAF 

12B4U 

Bomber  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

|12B4W 

t  Bomber  Navigator,  EWO,  General  | 

2D 

USAF 

i12B4Y  -  j 

Bomber  Navigator,  General 

2D  1 

USAF 

il2B4Z  ,  : 

Bomber  Navigator,  Other 

2D  i 

USAF 

p2E1A  '  ’ 

Experimental  Test  Navigator,  Airlift/Tanker/Bomber 

2D  ( 

USAF 

[iJeib 

Experimental  Test  Navigator,  Fighter 

2D 

USAF 

h2E1S  1 

i  Experimental  Test  Navigator,  SUNT  Instructor  EWO  1 

2D 

USAF 

|12E1T 

Experimental  Test  Navigator,  SUNT  Instructor 

2D  ,„J 

USAF 

|12E1U  ,  ■ 

Experimental  Test  Navigator,  Air  Liaison  Officer  (ALO) 

2D  1 

USAF 

I12E1W  ;  1 

Experimental  Test  Navigator,  EWO,  General 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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DOD  OCC  MED 


2D 


SERVICE 


mSAF 
USA£  ^ 

',USAF . 

iuSAF 
^  USAF 
fUSAF 
USAF 

mSAF'"'  ' 

I  US  AF 

mSAF _ 2 

susaf” 

mSAF  '  “ 
I USAF  '  _ 
USAF~ 

USAF _ 

iUSAF 
liUSAF 
S  USAF 

'  I  USAF . 

luSAF 

IusaF 
■  'VusaF 

(USAF 

""usaf" 

jUSAF 

jOSAF . 

(_Jusaf' 

Jusaf’” . 3" 

“"~1usaf"“ 

fuSAF 


l^kiSlSDi 


,12E1Y 

'"■l'2E1Z 

.i2E3A"" 

i2E3B 

12E3S 

12E3T 

J12E3U' 

. FizeFy^ 

"''Ti2E3Z 
h2E4A  ' 
|12E4B"F 

IlimZ 

~“|f2E4W' 

il2E4Y 

^12J4f'" 

"“|12FjA'”' 

1T2F1B'~' 

--  p— 

|12F1D"“ 
jlZFIE  " 

. |'f2F1G'" 

|12FTFr 

[iIfij 

~1i2F1'k  " 
~  jl2FlF" 
!12F1T 
'  |l2F1U  ' 
[l2F1W 

■■"TiiFi'V . 

I'iZFIZ 
'"ri2F3A 
"  ''i  i2F3B~ 
!  iZFBC™ 
|12F3D_ 
_Jl2F3E_ 
'M2F3F 
112F3G  “ 
'jl2F3H"" 
'  M2F3^ 
.12F3I^ 

!  l'2F3S  " 
Ti'2F3T 
IZEBlJ 
12F3W 

F2  i2F3Y . 

ri2F3Z" 
F_  1 2F4A 

FjI  2JF4B . 

„  PZMC 
Tl  2F4D" 
12F4E 
S12F4F 
12F4G 
i  1 2F4H 
‘  12F4J' 
n2F4K 
tl2F4S‘ 
■;1'2F4T"' 


SExperimental  Test 
(Experimental  Test 
(Experimental  Test 
(Experinr^ental  Test 
!  Experimental  Test 
(Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Experimental  Test 
Fighter  Navigator, 
_  Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
‘Fighter  Navigator, 
Fighter  Navigator, 
__  Fighter  Navigator, 
_  Fighter  Navigator, 
_  Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
Fight^  Navigator, 
Fighter  Navigator, 
[Fighter  Navigator, 
Fighter  Navjgator, 
Fighter  Navigator, 
[Fighter  Navigator, 
i  Fighter  Navigator, 

I  Fighter  Navigator, 
Rghter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
^  Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
Fighter  Navigator, 
Fj£hter  Navigator^ 
Fighter  Navigator^ 
iFighter  Navigator, 
iFighter  Navigator, 
i  Fighter  Navigator, 
iFighter  Navigator, 
iFighter  Navigator, 
i  Fighter  Navigator, 
(Fighter  Navigator, 
[Fighter  Navigator, 
(Fighter  Navigator, 
i  Fighter  Navigator, 


[Fight^ 

(Fighter 

[Fighter 

[Fighter 

[Fighter 

Rghter 

Fighter 

Fighter 

Fighter 

Fighter 


\  Fighter 
I  (Fighter 
J  [Fighter 
s  iFighter 
I  iFighter 
(  [Fighter 
i  [Fighter 
[  [Fighter 
i  [Fighter 
i  (Fighter 
i  (Fighter 
i  (Fighter 
(  [Fighter 


SERVICE  OCC  TITLE 


Navigator,  General 

Navigator,  Oth^er  _  _  _ 

Navigator,  Airlift/Tanker/Bomber 
j^ayigator.  Fighter  ^ 

Navigator,  SUNlf  instructor  IwO  _ 

Navigator,  SUNT  Instructor 
Navigator,  Air  Liaison  Officer  (ALO) 
Navigator,  EWO,  General 
Navigator,  General 
Navigator,  Other 
Navigator,  Airlift/Tanker/Bomber 
NavjgMor,  Fighter 
Navigator,  SUNT  instructor  EWO 
Navigator,  SUNT  Instructor 
Navigator,  Air  Liaison  Officer  (ALO)  _ 
Navigator,  EWO,  General 
Navigator,  General 

Navigator,  Other 

.  ~ 

F-4  EW6“  . . . . '“7 . . 

F-4G"ew6 . . 

r'F-4  WSO  . ” 

RF-4  Ewd"  . 

F-TbE  WSO 

F-15E'EW0' . 

F-111  WSO . . 

F-Tfi  EWO 

EF-lil  EWO . . 

SUNT  Instructor  EWO'~ . . . 

SUNT  Instructor  ^  _ 

Air  Liaison  Officer  (ALO) _ _ 

EW0T'GmTeraP(“““' 

General  __  _ 

Othe_r _  _ 

F-4  WSO  '  _ 

F-4  EWO 
F-4G'EWd''''' 

RF-4  WSd  "  . .  .  . .  ‘  _ 

RFif  iwO '(2 . . . 2 . 

F-15EWSd  . . 

FiisE'Ewd 2ZI* . . . Z . 

F-11 1  ws6'~"  _22  -ZZZZI 

F-11 T  EWO  . . . .  . 

EF-1 1 1  EWo2  . ('( . 2Z' _ 

SUNT  Instructor  EWO 

SUNT  instructor  _ 

Air  Liaison  Office^JALO)  _ 

EWO,  Generai 
General 

Other_  _  _  _  _ 

F^i  wso  " 

F-4  EWO . . . .  ‘  ~ 

F-4GEW0 

rf-Twso  . _____ 

RF-4  EWO  . .  _ . _ _ 2Z 

F-Tsiwso  ~ 

F-15EEWO 

F-1 1 1  WSO  . . _ 2  _  ’ 

F-111  EWO“ . . 

EF-rfrEwd . 

SUNTTnstructo7E^  "  ‘ 

SUNT  Instructor 


'  Footnotes  are  defined  in  the  introductory  materiai. 
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MED  SP 

SERVICE 

1 1  SERVICE  OCC  TITLE 

2D 

USAF 

n2F4U 

s  Fighter  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

.12F4W 

s  Fighter  Navigator,  EWO,  General 

2D 

USAF 

1 2F4Y 

s  Fighter  Navigator,  General 

2D 

USAF 

12F4Z 

I  Fighter  Navigator,  Other 

2D 

USAF 

12G3 

(Generalist  Navigator 

2D 

i 

USAF 

12G4 

(Generalist  Navigator 

2D 

USAF 

12K1A 

(Trainer  Navigator,  SUNT,  General 

2D 

USAF 

12K1B 

I  Trainer  Navigator,  EWO,  General/Other 

2D 

USAF 

12K1Y 

(Trainer  Navigator,  General 

2D 

USAF 

12K1Z 

jTrainer  Navigator,  Other 

2D 

USAF 

12K3A 

ITrainer  Navigator,  SUNT,  General 

2D 

USAF 

12K3B 

(Trainer  Navigator,  EWO,  General/Other 

2D 

USAF 

12K3Y 

ITrainer  Navigator,  General 

2D 

USAF 

12K3Z 

ITrainer  Navigator,  Other 

2D 

USAF 

1 2k4‘A 

(Trainer  Navigator,  SUNT,  General 

2D 

USAF 

12K4B 

(Trainer  Navigator,  EWO,  General/Other 

2D 

USAF 

12K4Y 

ITrainer  Navigator,  General 

2D 

USAF 

12K4Z 

(Trainer  Navigator,  Other 

2D 

USAF 

12R1A 

iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  E-3 

2D 

USAF 

12R1B 

(Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  E-4 

2D 

USAF 

“l2R1C 

I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-130  EWO 

2D 

USAF 

1  ZRlb 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-130 

2D 

USAF 

12R1E 

iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  HC-130 

2D 

USAF 

12R1F 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  WC-130 

2D 

USAF 

12R1G 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC- 135 

2D 

USAF 

12R1H 

I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  RC-135  EWO 

2D 

USAF 

12R1J 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  RC-135 

2D 

USAF 

12Rik 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  WC/OC-135 

2D 

USAF 

12R1L 

(Reconnaissance/Surveillanoe/Electronic  Warfare  Navigator,  E-8 

2D 

USAF 

12R1S 

(Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  SUNT  Instructor  EWO 

2D 

USAF 

12R1T 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  SUNT  Instructor 

2D 

USAF 

12R1U 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

12R1W 

j  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EWO,  General 

2D 

USAF 

12R1Y 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  General 

2D 

USAF 

12R1Z 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Other 

2D 

j 

USAF 

12R3A 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  E-3 

2D 

USAF 

12R3B 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  E-4 

2D 

USAF 

12R3C 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-130  EWO 

2D 

USAF 

12R3D  i 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-130 

2D 

USAF 

12R3E  1 

(Reconnaissance/Surveiilance/Electronic  Warfare  Navigator,  HC-130 

2D 

USAF 

12R3F 

iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  WC-130 

2D 

USAF 

12R3G  1 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC- 135 

2D 

J 

USAF 

12R3H  i 

iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  RC-135  EWO 

2D 

USAF 

12R3J  ! 

(Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  RC-135 

2D 

USAF 

12R3K  1 

(Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  WC/OC-135 

2D 

i 

USAF 

12R3L  1 

iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  E-8 

2D 

1 

USAF 

12R3S 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  SUNT  instructor  EWO 

2D 

USAF 

12R3T  ! 

(Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  SUNT  Instructor 

2D 

USAF 

1  2'R3U  S 

(Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

12R3W  1 

iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  EWO,  General 

2D 

USAF 

12R3Y 

iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  General 

2D 

SUSAF 

12R3Z  S 

(Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Other 

2D 

iUSAF 

i2R4A  ! 

j  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  E-3 

2D 

1 USAF 

12R4B  i 

i  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  E-4 

2D  1 

iUSAF 

1 2R4C  1 

(Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-130  EWO 

2D 

lUSAF 

12R4D  1 

j  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-130 

2D 

^  USAF 

12R4E  § 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  HC-130 

2D  j 

iUSAF 

12R4F  j 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  WC-130 

2D 

mSAF 

1 2R4G  i 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-135 

2D 

lUSAF 

12R4H  S 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  RC-135  EWO 

2D 

IUSAF  , 

12R4J  1 

(Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  RC-135 

2D 

IUSAF  ; 

12R4K  I 

1  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  WC/OC-135 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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■  service  OCC 

SERVICE  OCC  TITLE 

2D 

,USAF 

jReconnaissance/Surveiliance/Electronic  Warfare  Navigator,  E-8 

2D 

USAF 

1 2R4S 

Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  SUNT  Instructor  EWO 

2D 

lUSAF 

1 2R4T 

Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  SUNT  Instructor 

2D 

SUSAF 

12R4U 

Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

mSAF 

1 2R4W 

Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EWO,  General 

2D 

USAF 

1 2R4Y 

Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  General 

2D 

USAF 

1 2R4Z 

Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Other 

2D 

USAF 

12S1A 

Special  Operations  Navigator,  AC-130H  EWO 

2D 

USAF 

12S1B 

Special  Operations  Navigator,  AC-130H  FCO 

2D 

USAF 

12S1C 

Special  Operations  Navigator,  AC-130H 

2D 

USAF 

12S1D 

Special  Operations  Navigator,  AC- 1  SOU  EWO 

2D 

USAF 

12S1E 

Special  Operations  Navigator,  AC-1  SOU  FCO 

2D 

USAF 

12S1F 

Special  Operations  Navigator,  AC-1  SOU 

2D 

USAF 

12S1G 

Special  Operations  Navigator,  HC-ISO 

2D 

USAF 

12S1H 

Special  Operations  Navigator,  MC-130E  EWO 

2D 

USAF 

12S1J 

Special  Operations  Navigator,  MC-130E 

2D 

. . . . 

12S1K 

Special  Operations  Navigator,  MC-130H  EWO 

2D 

USAF 

12S1L 

Special  Operations  Navigator,  MC-1 30H 

2D 

USAF 

12S1S 

Special  Operations  Navigator,  SUNT  Instructor  EWO 

2D 

USAF 

12S1T 

Special  Operations  Navigator,  SUNT  Instructor 

2D 

USAF 

12S1U 

Special  Operations  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

12S1W 

Special  Operations  Navigator,  EWO,  General 

2D 

[USAF 

12S1Y 

Special  Operations  Navigator,  General 

2D 

USAF 

12S1Z 

Special  Operations  Navigator,  Other 

2D 

USAF 

12S3A 

Special  Operations  Navigator,  AC-130H  EWO 

2D 

USAF 

12S3B 

Special  Operations  Navigator,  AC-1  SDH  FCO 

2D 

USAF 

12S3C 

Special  Operations  Navigator,  AC-130H 

2D 

USAF 

12S3D 

Special  Operations  Navigator,  AC-1  SOU  EWO 

2D 

USAF 

12S3E 

Special  Operations  Navigator,  AC-1  SOU  FCO 

2D 

USAF 

12S3F 

Special  Operations  Navigator,  AC-1  SOU 

2D 

USAF 

'i2S3G 

Special  Operations  Navigator,  HC-130 

2D 

USAF 

12S3H 

Special  Operations  Navigator,  MC-130E  EWO 

2D 

USAF 

izssj 

Special  Operations  Navigator,  MC-130E 

2D 

USAF 

12S3K 

Special  Operations  Navigator,  MC-130H  EWO 

2D 

USAF 

12S3L 

Special  Operations  Navigator,  MC-1  SON 

32. . . 

USAF 

12S3S 

Special  Operations  Navigator,  SUNT  Instructor  EWO 

2D 

USAF 

12S3T 

Special  Operations  Navigator,  SUNT  Instructor 

2D 

USAF 

12S3U 

Special  Operations  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

1 2S3W 

Special  Operations  Navigator,  EWO,  General 

2D 

USAF 

12S3Y 

Special  Operations  Navigator,  General 

2D 

USAF 

12S3Z 

Special  Operations  Navigator,  Other 

2D 

USAF 

12S4A 

Special  Operations  Navigator,  AC-I  SOH  EWO 

2D 

USAF  j 

12S4B 

Special  Operations  Navigator,  AC-130H  FCO 

2D 

USAF 

12S4C 

Special  Operations  Navigator,  AC-130H 

2D 

USAF 

12S4D 

Special  Operations  Navigator,  AC-1  SOU  EWO 

2D 

USAF 

12S4E 

Special  Operations  Navigator,  AC-1  SOU  FCO 

2D 

USAF 

12S4F 

Special  Operations  Navigator,  AC-1  SOU 

2D 

USAF 

12S4G 

Special  Operations  Navigator,  HC-130 

.2E . 

USAF 

12S4H 

Special  Operations  Navigator,  MC-130E  EWO 

2D 

USAF 

12S4J 

Special  Operations  Navigator,  MC-130E 

2D  _ 

USAF  ^ 

12S4K 

iSpecial  Operations  Navigator,  MC-130H  EWO 

2D 

USAF 

12S4L 

iSpecial  Operations  Navigator,  MC-130H 

2D 

USAF _ 

12S4S 

j  Special  Operations  Navigator,  SUNT  Instructor  EWO 

2D 

USAF 

(Special  Operations  Navigator,  SUNT  Instructor 

2D 

USAF 

12S4U  1 

{Special  Operations  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

12S4W 

ISpecial  Operations  Navigator,  EWO,  General 

2D 

USAF 

12S4Y 

iSpecial  Operations  Navigator,  General 

2D 

USAF 

12S4Z 

i 

Special  Operations  Navigator,  Other 

2D  j 

, 

USAF 

12T1A  ! 

Tanker  Navigator,  KC-135 

2D 

USAF 

12flf 

: 

Tanker  Navigator,  SUNT  Instructor 

2D 

USAF 

12T1U 

Tanker  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

USAF 

12T1Y  1 

Tanker  Navigator,  General 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC 

3 

2D 

USAF 

12T1Z 

2D 

sUSAF 

12T3A 

2D 

iUSAF 

12T3T 

2D 

USAF 

12T3U 

2D 

iUSAF 

12T3Y 

2D 

USAF 

12T3Z 

2D 

iUSAF 

12T4A 

2D 

lUSAF 

12T4T 

2D 

ilUSAF 

12T4U 

2D 

mSAF 

12T4Y 

2D 

mSAF 

12T4Z 

2D 

USAF 

62E1F 

2D 

iUSAF 

62E3F 

2D 

iGS 

2183 

2D 

GS 

2185 

2E 

DOD 

2E 

2E 

iUSA-COD/ID/l 

02A 

2E 

iUSA-COI^IVI 

11A 

a 

2E 

SUSA-COMiyi 

12A 

a 

2E 

iUSA-COMI\/l 

12B 

a 

2E 

lUSA-COMD/l 

12C 

a 

2E 

iUSA-COMM 

13A 

■2E 

USA-COMM 

14B 

a 

2E 

USA-COMIVI 

18A 

a 

2E  ; 

USA-COMlYl' 

21B 

2E 

USA-WO 

180A 

a 

2E 

USN-PRIM 

Illy 

p 

2E 

USN-PRIIYI 

112y 

p 

2E 

USN-PRIM 

113y 

p 

2E 

USN-PRIM 

114y 

p 

2E  ( 

USN-PRIM 

130y 

p 

2E 

USN-PRIIYI 

61 5y 

p 

2E  ‘ 

USN-PRIM 

71 5y 

p 

2E 

USN-SEC 

0044 

2E  1 

USN-DUTY 

8653 

2E  s 

USN-DUTY 

8675 

2E  1 

USN-DUTY 

9202 

2E 

lUSN-DUTY 

9206 

2E 

iUSN-DUTY 

9212 

2E 

iUSN-DUTY 

9222 

2E 

iUSN-DUTY 

9228 

2E 

iUSN-DUTY 

9233 

2E 

IUSN-DUTY 

9234 

2E 

IUSN-DUTY 

9235 

2E 

iUSN-DUTY 

9236 

2E 

USN-DUTY 

9237 

2E 

iUSN-DUTY 

9250 

2E 

iUSN-DUTY 

9252 

2E 

iUSN-DUTY 

9253 

2E 

iUSN-DUTY 

9255 

2E 

iUSN-DUTY 

9258 

2E 

USN-DUTY 

9261 

2E 

iUSN-DUTY 

9273 

2E 

iUSN-DUTY 

9279 

2E 

*  USN-DUTY 

9290 

2E 

USN-DUTY 

9291 

2E 

USN-DUTY 

9293 

2E 

USN-DUTY 

9294 

2E 

USN-DUTY 

9404 

2E 

USN-DUTY 

9405 

2E  ! 

USMC 

0302 

a 

2E  i 

USMC 

0303 

a 

SERVICE  OCC  TITLE 


Tanker  Navigator,  Other 
Tanker  Navigator,  KC-135 
Tanker  Navigator,  SUNT  Instructor 
Tanker  Navigator,  Air  Liaison  Officer  (ALO) 

Tanker  Navigator,  General  _ 

Tanker  Navigator,  Other 
Tanker  Navigator,  KC-135 
Tanker  Navigator,  SUNT  Instructor 
Tanker  Navigator,  Air  Liaison  Officer  (ALO) 
Tanker  Navigator,  General 
Tanker  Navigator,  Other 
Developmental  Engineer,  Flight  Test 

Developmental  Engineer,  Flight  Test  _ 

Air  Navigation  _  _ _ 

Air  Crew  Technician  _ _ 

Ground  and  Nava!  Arms  ___  ^  _ _ 

Combat  Arms  Immaterial 


Field  Artillery,  General 


Combat  Engineer 


URL  -  Surface  Warfare 
URL  -  Submarine  Warfare 
URL  -  Special  Warfare 


p  LDO-Special  Warfare  Technician 


Antisubmarine  Warfare 


Officer  in  Charge,  Avjation  Unit  or  Detachment 

Squadron  Department  Heaji  _  _ _ _ 

Gunnery/Ordnance  Officer  _ 


Antisubmarine  Weapons  Officer 
Boat  Group  Officer 


Commanding  Officer,  Afloat 


i  Commanding  Offjc^,  Afloat  (Lieutenant) 


Commanding  Officer,  Afloat  (Commander) 

Commanding  Officer,  Afloat  (Captain)  _ 

Fire  Control  Officer  ((Seneral) 


Division  Officer,  Weapons  Department  (Gunnery) 

Division  Officer,  Weapons  Department  (Antisubmarine  Weapons) 
Surface  Ship  Watch/Division  Officer  (Basic) 


Combat  Systems  Officer 
Officer  in  Charge,  Afloat 


Officer  in  Charge,  Combat  Cr^ft 
Commanding  Officer,  Special  Warfare  Team 


Seal  Delivery  Vehicle  Officer 
Tactical  Deception  Plans  Officer 
Beachmaster 


Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC 

SERVICE  OCC  TITLE 

2E 

sUSMC 

10306 

ai  Infantry  Weapons  Officer  j 

2E 

iUSMC 

10802 

a 

Field  Artillery  Officer 

2E 

msMc 

1302 

Engineer  Officer 

2E 

USMC 

1802 

a 

Tank  Officer 

2E 

USMC 

1803 

,  a 

Assault  Amphibian  Vehicle  Officer 

2E 

USMC 

17204 

Surface-to-Air  Weapons  Officer 

2E 

USMC 

9952 

SCUBA/UBA  Marine  Officer 

2E 

USMC 

9953 

Parachutist/SCUBA/UBA  Marine  Officer 

2E 

USMC 

■9962 

Parachutist 

2E 

jWG 

'99002 

Master 

2E 

IWG 

99003 

Chief  Officer  Cable 

2E 

WG 

99004 

Ship  Pilot 

2E 

WG 

99005 

First  Officer 

2E 

WG 

99006 

Second  Officer 

2E 

WG 

99007 

Third  OHicer 

2E 

WG 

99008 

iJunior  Deck  Officer  | 

2E 

. 

WG 

99013 

Relief  Deck  Officer  | 

2E 

WG 

99016 

bs  Master-Mate  (Fishing  Vessel) 

DOD 

2F 

MissHes 

2F 

USA-COMM 

14D 

Hawk  Missile  Air  Defense  Artillery 

2F 

USA-COMM 

14E 

Patriot  Missile  Air  Defense  Artillery 

2F 

USN-DUTY 

6275 

iGuided  Missile  Test  Officer 

2F 

USN-DUTY 

9238 

IFire  Control  Officer  (Surface-To-Air  Missiles) 

2F 

USN-DUTY 

9246 

1  Strike  Warfare/Missile  Systems  Officer  (General) 

2F 

USN-DUTY 

9247 

iStrike  Warfare/Missile  Systems  Officer  (Surface-to-Air  Missile) 

2F  ! 

USN-DUTY 

9254 

i  Division  Officer,  Weapons  Department  (Guided  Missiles) 

2F 

USN-DUTY 

9259 

iWeapons  Officer  (Fleet  Ballistic  Missiles) 

2G 

DOD 

2G 

!  Operations  Staff 

2G 

USA-COMM 

14A 

lAir  Defense  Artillery,  General 

2G 

USA-COMM 

51C 

jCombat  Developments 

2G 

USA-COMM 

54A 

(Operations,  Plans  &  Training 

2G 

USA-WO 

150A 

lAir  Traffic  Control  Technician 

2G 

USN-PRIM 

61 2y 

p  LDO  -  Operations,  Surface 

2G 

USN-PRIM 

632y 

P 

LDO  -  Operations,  Aviation 

2G 

USN-PRIM 

639y 

P 

LDO  -  Air  Traffic  Control 

1  2G  1 

USN-PRIM 

712y 

piCWO  -  Operations  Technician,  Surface 

2G 

USN-PRIM 

732y 

plCWO  -  Operations,  Aviation 

2G 

USN-PRIM 

739y 

piCWO  -  Air  Traffics  Control 

1  2G  1 

USN-DUTY 

8606 

!  Antisubmarine  Classification  &  Analysis  Officer,  Aviation 

2G 

USN-DUTY 

8608 

iAir  Boatswain 

2G 

USN-DUTY 

8614 

Catapult  &  Arresting  Gear  Officer 

2(3 

USN-DUTY 

8618 

iAir  Officer 

2G 

USN-DUTY 

8620 

Air  Operations  Officer,  Afloat 

2G 

USN-DUTY 

8621 

Strike  Operations  Officer 

2G 

USN-DUTY 

8625 

Aircraft  Handling  Officer 

2(3 

,  1 

USN-DUTY 

8644 

fRadar  Air  Traffic  Control  Center  Officer 

1  2G  1 

USN-DUTY 

8647 

iAir  Traffic  Control  Officer 

2G 

USN-DUTY 

8654 

{Flight  Deck  Officer 

2G 

USN  DUTY 

8658 

Controlled  Approach  Officer 

2G 

USN-DUTY 

8660 

Hanger  Deck  Officer 

2G 

USN-DUTY 

8662 

) Landing  Signal  Officer  | 

2G 

USN-DUTY 

8668 

Operations  Officer,  Aviation  Shore  Activity 

2G 

USN-DUTY 

8673 

Squadron  Special  Missions  Officer 

2G 

USN-DUTY 

8680 

iSquadron  Operations  Officer 

2G 

USN-DUTY 

8685 

!  Staff  Air  Operations  &  Planning  Officer 

2G 

USN-DUTY 

8687 

Staff  Air  Defense  Officer 

2G 

USN-DUTY 

8694 

iAviation  Model  Manager 

2G 

USN  DUTY 

8960 

Mavy  Airspace  Officer  | 

2G 

USN-DUTY 

8972 

{Staff  Air  Tactical  Officer 

2G 

USN-DUTY 

8976 

(Target  Aircraft  Controller 

2G 

USN-DUTY 

9019 

i  Convoy  Commodore  Staff  Officer 

1  2G 

USN-DUTY  i 

9025 

lAdvisor  to  Command  in  (iombat 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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1 

SERVICE  OCC  TITLE 

2G 

USN-DUTY 

9038 

§  Staff  Special  Projects  Operations  Officer 

2G 

SUSN-DUTY 

9040 

!  Staff  Antisubmarine  Officer 

'2G 

ii  USN-DUTY 

9042 

1  Staff  Combat  Information  Center  Officer 

2'g 

ii  USN-DUTY 

9044 

i  Staff  Naval  Control  of  Shipping  Officer 

2G 

USN-DUTY 

9045 

iStaff  Operations  Command  Center  Watch  Officer 

2G 

USN  DUTY 

9046 

j  Staff  Electronic  Warfare  Offirnr 

2G  ‘ 

i  USN-DUTY 

9050 

1  Shipping  Control  Officer 

2G 

!  USN-DUTY 

9053 

i  Staff  Weapons  Officer 

2G 

USN-DUTY 

9059 

(Staff  Liaison  Officer 

2G 

:  USN-DUTY 

9060 

Staff  Command  &  Control  Officer 

'2q  '  ■ 

i  USN-DUTY 

9062 

(Amphibious  Operations  Officer  _ 

2G 

USN-DUTY 

9064 

i  Staff  Mine  Warfare  Officer 

2G 

i  USN-DUTY 

9065 

(Staff  Operations  &  Plans  Officer  . . . 

2G 

USN-DUTY 

9066 

lAnti-Air  Warfare  Operations  Officer 

2g"' 

USN-DUTY 

9067 

(Staff  Readiness  Officer  (General) 

2G 

!  USN-DUTY 

9068 

Staff  Readiness  Officer  (Aviation) 

2G 

s  USN-DUTY 

9069 

(Staff  Readiness  Officer  (Weapons) 

2G 

i  USN-DUTY 

9070 

Staff  Readiness  Officer  (Engineering)  . . . 

2G 

!  USN-DUTY 

9071 

Staff  Readiness  Officer  (Seamanship) 

2G 

USN-DUTY 

9072 

(Staff  Readiness  Officer  (Damage  Control) 

2G 

USN-DUTY 

9073 

(Staff  Readiness  Officer  (Tactics)  _ 

2G 

USN-DUTY 

9074 

(Staff  Readiness  Officer  (Communications) 

2G 

USN-DUTY 

9075 

(Staff  Readiness  Officer  (Combat  Information  Center) 

2G 

lUSN-DUTY 

9076 

btaff  Readiness  Officer  (Antisubmarine  Warfare) 

2G 

USN-DUTY 

9077 

(Staff  Readiness  Officer  (Submarine  Warfare)  _ 

2G 

“  ^N-DUTY 

9078 

(Staff  Readiness  Officer  (Amphibious  Warfare) 

2G . 

!  USN-DUTY 

9079 

i  Staff  Readiness  Officer  (Electronic  Warfare) 

2G 

!  USN-DUTY 

9080 

Staff  Nuclear  Weapons  Officer  _ 

2G 

1  USN-DUTY 

9084 

Staff  Submarine  Warfare  Officer 

2G 

. 

i  USN-DUTY 

9085 

(Operations  Analyst 

2G 

i  USN-DUTY 

9086’ 

iStrateqic  Plans  Officer 

2G . 

....  —  - 

USN-DUTY 

9087 

(Staff  plans  Officer 

2G 

s  USN-DUTY 

9209 

Offshore  Control  &  Surveillance  System  Officer 

2G . 

!  USN-DUTY 

9214 

Air  Intercept  Controller  Supervisor 

2G 

;  USN-DUTY 

9216 

CIC  Officer 

2G'' . . 

i  USN-DUTY 

9217 

(Naval  Tactical  Data  System-dombat  Information  Center  Officer _ 

2G 

f  USN-DUTY 

9225 

NTDS-CIC  Watch  Officer,  CCA  Controller 

2G 

mSN-DUTY 

9227 

(NTDS-CIC  Watch  Officer,  General 

2G 

............... 

i  USN-DUTY 

9242 

First  Lieutenant,  Afloat 

2G 

i  USN-DUTY 

9268 

(Minesweeping  Officer 

2G 

1  USN-DUTY 

9272 

Naval  Gunfire  Liaison  Officer 

2G 

1  USN-DUTY 

9274 

Operations  Officer,  Afloat  (General)  . . 

2G 

^  USN-DUTY 

9275 

(Operations  Officer,  Afloat  (Naval  Tactical  Data  Systems) 

2G 

i  USN-DUTY 

9278 

^Ship's  Boatswain 

2G 

i  USN-DUTY 

9282 

(Ship's  Electronic  Warfare  Officer 

2G 

USN-DUTY 

9284 

(Ship's  Navigator  (General) 

2G 

mSN-DUTY 

9285 

(Ship's  Navigator  (Inertial  Systems) 

2G 

USN-DUTY 

9390 

(Staff  Engineer  Officer 

2G 

USN-DUTY 

9450 

Inshore  Undersea  Warfare  Officer 

2G 

USN-DUTY 

9456 

Coastal/Harbor  Defense  Officer 

2G . 

i  USN-DUTY 

9480 

(Search  &  Rescue  Officer 

2G 

USN-DUTY 

9486 

(Operations  Control  Center  Briefing  Officer 

2G 

5  USN-DUTY 

9545 

iConvoy  Control  Officer 

2G 

USN-DUTY 

9585 

(Signal  Officer 

2G 

*  USN-DUTY 

9990 

Uoint  Strategic  Plans  &  Policy  Officer 

2G 

iUSMC 

0840 

a 

Naval  Surface  Fire  Support  Planner 

2G 

SUSMC 

0845 

a 

(Naval  Gunfire  Spotter 

2G 

USMC 

5702 

(Nuclear,  Biological  &  Chemical  Defense  Officer 

2G 

USMC 

5715 

(Nuclear  &  Chemical  Weapons  Employment  Officer 

2G 

USMC 

6604 

(Aviation  Supply  Operations  Officer 

2G 

5  USMC 

7002 

(Aircraft  Fire  Protection  and  Recovery  Officer 

2G 

iUSMC 

7202 

(Air  Command  and  Control  Officer 

Footnotes  are  defined  in  the  introductory  materiai. 
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2G 

USMC 

7208 

Air  Support  Control  Officer 

2G 

lUSMC 

7210 

Air  Defense  Control  Officer 

2G 

USMC 

7220 

Air  Traffic  Control  Officer 

2G 

USMC 

7277 

Weapons  &  Tactics  Instructor-Air  Controi 

2G 

iUSMC 

7315 

Mission  Commander 

2G 

5  USMC 

7502 

Forward  Air  Controller/Air  Officer 

2G 

USMC 

7589 

V/STOL  Landing  Signal  Officer 

2G 

USMC 

7593 

Landing  Signal  Officer,  Phase  1  &  II 

2G 

USMC 

7594 

Landing  Signal  Officer,  Phase  III 

2G 

USMC 

9930 

Billet  Designator-Air  Control/Anti-Air  Warfare  Officer 

2G 

iUSAF 

13A1A 

Astronaut,  Pilot 

2G 

USAF 

13A1B 

Astronaut,  Mission  Specialist 

2G 

USAF 

13A1P 

Astronaut,  Fighter 

2G 

USAF 

13A1Q 

Astronaut,  Trainer 

2G  i 

USAF 

13  AIR 

Astronaut,  Bomber 

2G 

USAF 

13A1S 

Astronaut,  Tanker 

2G  \ 

USAF 

13A1T 

Astronaut,  Strategic  Airlift 

2G  i 

USAF 

13A1U 

Astronaut,  Tactical  Airlift 

2G  ! 

USAF 

13A1V 

Astronaut,  Helicopter 

2G 

USAF 

13A1W 

Astronaut,  General 

2G 

USAF 

13A3A 

Astronaut,  Pilot 

2G 

USAF 

13A3B 

Astronaut,  Mission  Specialist 

2G 

USAF 

13A3P 

Astronaut,  Fighter 

2G  1 

USAF 

13A3Q 

Astronaut,  Trainer 

2G 

USAF 

13A3R 

Astronaut,  Bomber 

2G 

USAF 

13A3S 

Astronaut,  Tanker 

2G 

USAF 

13A3T 

Astronaut,  Strategic  Airlift 

2G 

USAF 

13A3U 

Astronaut,  Tactical  Airlift 

2G 

USAF 

13A3V 

Astronaut,  Helicopter 

2G 

USAF 

13A3W 

Astronaut,  General 

2G 

USAF 

13B18 

Air  Battle  Management,  AWACS 

2G 

USAF 

13B1C 

Air  Battle  Management,  Air  Defense 

2G 

USAF 

13B1D 

Air  Battle  Management,  Mobile  Air  Control 

2G 

USAF 

13B1F 

Air  Battle  Management,  Adjutant 

2G 

USAF 

13B1J 

Air  Battle  Management,  Air  Field  Management 

2G 

USAF 

13B1K  S 

Air  Battle  Management,  JSTARS 

2G 

USAF 

13B1L 

Air  Battle  Management,  ABCCC 

2G 

USAF 

13B1P 

Air  Battle  Management,  Fighter 

2G 

USAF 

13B1Q 

Air  Battle  Management,  Trainer 

2G 

USAF 

13B1R 

Air  Battle  Management,  Bomber 

2G 

USAF 

13B1S 

Air  Battle  Management,  Tanker 

2G 

USAF 

13B1T 

Air  Battle  Management,  Strategic  Airlift 

2G 

USAF 

'l3B1U 

Air  Battle  Management,  Tactical  Airlift 

2G 

USAF 

13B1V 

Air  Battle  Management,  Helicopter 

2G 

USAF 

13B1W 

Air  Battle  Management,  General 

2G 

USAF 

13B3B 

Air  Battie  Management,  AWACS 

2G 

iUSAF 

13B3C 

Air  Battle  Management,  Air  Defense 

2G 

USAF 

13B3D 

Air  Battle  Management,  Mobile  Air  Controi 

2G 

USAF 

13B3F 

Air  Battle  Management,  Adjutant 

2G 

USAF 

13B3J 

Air  Battle  Management,  Air  Field  Management 

2G 

USAF 

13B3K 

Air  Battie  Management,  JSTARS 

2G 

USAF 

13B4L 

Air  Battie  Management,  ABCCC 

2G 

USAF 

13B3P 

Air  Battle  Management,  Fighter 

2G 

USAF 

13B3d 

Air  Battle  Management,  Trainer 

2G 

USAF 

13B3R 

Air  Battie  Management,  Bomber 

2G 

USAF 

13B3S 

Air  Battie  Management,  Tanker 

2G 

USAF 

13B3T 

Air  Battie  Management,  Strategic  Airiift 

2G 

USAF 

13B3U 

Air  Battie  Management,  Tactical  Airlift 

2G 

USAF 

13B3V 

Air  Battie  Management,  Helicopter 

2G 

USAF 

13B3W 

Air  Battie  Management,  General 

2G 

USAF 

13B4B 

Air  Battle  Management,  AWACS 

2G 

USAF 

13B4C 

Air  Battle  Management,  Air  Defense 

’  Footnotes  are  defined  in  the  introductory  materiai. 


3  -  19 


CHAPTER  3 


OFFICER  CONVERSION  TABLES 


liDOD  OCcImeD  SP 

SERVICE 

SERVICE  OCC 

7 

SERVICE  OCC  TITLE 

2G 

mSAF 

13B4D 

Air  Battle  Management,  Mobile  Air  Control 

2G 

SUSAF 

13B4E 

Air  Battle  Management,  Command  Post 

2G 

mSAF 

13B4F 

Air  Battle  Management,  Adjutant 

2G 

USAF 

13B4J 

Air  Battle  Management,  Air  Field  Management 

2G 

lUSAF 

13B4K 

Air  Elattle  Management,  JSTARS 

■2G 

USAF 

13B4L 

Air  Battle  Management,  ABCCC 

2G 

USAF 

13B4P 

Air  Battle  Management,  Fighter 

2G 

iUSAF . 

13B4Q 

Air  Battle  Management,  Trainer 

2G 

USAF 

13B4R 

Air  Battle  Management,  Bomber 

2G 

USAF 

13B4S 

Air  Battle  Management,  Tanker  . . . . . 

^2G 

USAF 

13B4T 

Air  Battle  Management,  Strategic  Airlift 

2G 

USAF 

13B4U 

Air  Battle  Management,  Tactical  Airlift 

2G 

USAF 

13B4V 

Air  Battle  Management,  Helicopter 

2G 

USAF 

l‘3B4\W 

Air  Battle  Management,  General  . . 

2G 

USAF 

1301 

Combat  Control  _  . .  . . . . 

2G 

USAF 

"l3D3 

Combat  Control 

2G 

USAF 

13D4 

Combat  Control  _ _ _ _ 

2G  i 

USAF 

13M1 

Air  Traffic  Control 

2G  s 

USAF 

13M3 

Air  Traffic  Control 

2G 

USAF 

13M4 

Air  Traffic  Control 

2G 

USAF 

13S1 

Space  and  Missle  Operations 

2G 

USAF 

13S1A 

Space  and  Missile  Operations,  Satelitte  Command  and  Control 

'2C3 

USAF 

13S1B 

Space  and  Missile  Operations,  Spacelift 

2G 

USAF 

13S1C 

Soace  and  Missile  Operations,  Missile  Combat  Crew 

2G 

USAF 

13S1D 

Space  and  Missile  Operations,  Space  Surveillance 

__ 

USAF 

13S1E 

Space  and  Missile  Operations,  Space  Warning 

2G 

Tusaf 

13S1P 

Space  and  Missile  Operations,  Fighter 

2G 

USAF 

13S1Q 

Soace  and  Missile  Operations,  Trainer 

2G . . 

USAF 

13S1R 

Soace  and  Missile  Operations,  Bomber 

2G 

USAF 

13S1S 

Space  and  Missile  Operations,  Tanker 

'2G . . . . 

w~~~.-.~~  -  - 

USAF 

13S1T 

Space  and  Missile  Operations,  Strategic  Airlift 

2G 

USAF 

13S1U 

Space  and  Missile  Operations,  Tactical  Airlift 

2G 

USAF 

13S1V 

Space  and  Missile  Operations,  Helicopter 

2G . . . 

v~~*v~~~  /  / 

USAF 

13S1W 

Space  and  Missile  Operations,  General  _ _ 

2G 

USAF 

13S2C 

Space  and  Missile  Operations,  Missile  Combat  Crew 

2G 

USAF 

13S3A 

Soace  and  Missile  Operations,  Satellite  Command  and  Control 

2G 

USAF 

13S3B  i 

Space  and  Missile  Operations,  Spacelift 

2G 

USAF 

13S3C  ? 

Soace  and  Missile  Operations,  Missile  Combat  Crew 

2G . . 

USAF 

13S3D 

Soace  and  Missile  Operations,  Space  Surveillance 

2G 

USAF 

13S3E 

Space  and  Missile  Operations,  Space  Warning 

2G 

USAF 

13S3P  ! 

Space  and  Missile  Operations,  Fighter 

2G 

USAF 

13S3Q 

Soace  and  Missile  Operations,  Trainer 

2G 

USAF 

13S3r' 

Soace  and  Missile  Operations,  Bomber 

2G 

. . 

USAF 

'l3S3S  ! 

Soace  and  Missile  Operations,  Tanker  . . . 

2G 

USAF 

'l3S3T 

Soace  and  Missile  Operations,  Strategic  Airlift 

2G 

USAF 

13S3U 

Space  and  Missile  Operations,  Tacticai  Airlift 

2G 

mSAF 

13S3V 

Soace  and  Missile  Operations,  Helicopter 

Ig 

SUSAF 

13S3W 

i  Space  and  Missile  Operations,  General 

2G 

SUSAF 

13S4  S 

Space  and  Missile  Operations 

2G 

SUSAF 

13S4P 

Soace  and  Missile  Operations,  Fighter 

2G 

SUSAF 

13S4Q  ; 

Soace  and  Missile  Operations,  Trainer 

2G 

SUSAF 

l'3S4R  1  ’ 

Soace  and  Missile  Operations,  Bomber 

2g' 

SUSAF 

13S4S 

iSpace  and  Missile  Operations,  Tanker 

_ 

lUSAF 

13S4T 

Space  and  Missile  Operations,  Strategic  Airiift  _ 

2G 

USAF 

13S4U  i 

Space  and  Missile  Operations,  Tactical  Airlift  _ 

'USAF 

13S4V 

Space  and  Missile  Operations,  Helicopter 

2G 

SUSAF 

13S4W 

1  Space  and  Missile  Operations,  General 

2G 

16R1 

Planning  and  Programming  Officer 

2G  J 

USAF 

16R3 

Pianning  and  Programming  Officer 

’2G . ""j 

USAF 

16R4  i 

Pianning  and  Programming  Officer 

'2G  . . .  . 

USAF 

86M0 

Operations  Management 

2G 

USAF 

86P0 

Command  and  Control 

’  Footnotes  are  defined  in  the  introductory  material. 
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2G 

USCG-COMM^43 

Port  Contingency  Planning 

2G 

USCG-COMM!67 

Air  Liaison  and  Special  Staff 

2G 

USCG-COMMi70 

Operations  -  General 

2G 

USCG-COMMI71 

Search  and  Rescue 

2G 

USCG-COMM^73 

Readiness 

2G 

USCG-COMM!74 

Communications 

2G 

t 

USCG-COMM 

75 

Aids  to  Navigation 

2G 

USCG-COMM 

77 

Law  Enforcement 

2G 

L. 

USCG-COMM 

78 

Ice  Operations 

2G 

r 

USCG-WO 

6l6 

Boatswain 

2G 

USCG-WO 

I0T2 

Communications 

2H 

DOD 

2H 

Civiiian  Piiots 

2H 

GS 

2181 

Aircraft  Operation 

3 

DOD 

3 

inteiiigence  Officers 

3A 

DOD 

3A 

inteiiigence.  General 

3A 

USA-COMM 

35B 

Strategic  Intelligence 

3A  i 

USA-COMM 

35C 

Imagery  Intelligence 

1  3A 

USA-COMM 

35D 

All  Source  Intelligence 

3A  1 

USA-COMM 

35F 

Human  Intelligence 

3A  ! 

USA-WO 

350B 

All  Source  Intelligence  Technician 

3A 

USA-WO 

350D 

Imagery  Intelligence  Technician 

3A  ^ 

USA-WO 

350L 

Attache  Technician 

3A 

USA-WO 

"351 C 

(Area  Intelligence  Technician  | 

3A  1 

USA-WO 

351E 

Interrogation  Technician 

3A  1 

USN-PRIM 

163y 

p 

Special  Duty  -  Intelligence 

3A  i 

USN-SEC 

0016 

Joint  Intelligence 

3A 

USN-SEC 

0017 

Scientific  Technical  Intelligence 

3A 

USN-SEC 

0018 

Regional  Intelligence 

3A 

USN-SEC 

0019 

Operational  Intelligence 

3A 

USN-SEC 

0020 

General  Political  Science 

3A 

....  . 

USN-SEC 

0021 

Middle  East/Africa/South  Asia 

3A 

USN-SEC 

0022 

Far  East/Pacific 

3A 

USN-SEC 

0023 

Western  Hemisphere 

3A 

USN-SEC 

0024 

Europe,  Russia  and  the  Associated  States 

3A 

USN-SEC 

0028 

Strategic  Pianning 

3A 

USN-SEC 

0029 

1  Special  Operations/Low  Intensity  Conflict 

3A 

_ 

USN-DUTY 

2245 

[Psychological  Operations  Officer 

3A 

USN-DUTY 

9600 

1  Intelligence  Officer,  Basic 

3A 

USN-DUTY 

9620 

1  Geographic  Area  Intelligence  Officer 

3A 

USN-DUTY  1 

9635 

[Naval  Attache  (Assistant) 

3A 

USN-DUTY 

9640 

[Operational  Intelligence  Officer  (General) 

3A 

USN-DUTY 

9651 

lAutomatic  Data  Processing  Intelligence  Officer 

3A 

USN-DUTY 

9660 

[Scientific  &  Technical  Intelligence  Officer 

3A 

USN-DUTY 

9670 

[Operational  Intelligence  Officer  (Management) 

3A 

USN-DUTY 

9680 

Operationai  Intelligence  Officer  (Analyst) 

3A 

USN-DUTY 

9682 

Tactical  Intelligence  Officer 

3A 

USN-DUTY 

9683 

[Photographic  Intelligence  Officer 

3A 

USN-DUTY 

9684 

[Multisensor  Intelligence  Officer 

3A 

USN-DUTY 

9686 

Antisubmarine  Warfare  Intelligence  Officer 

3A 

USMC 

0202 

Marine  Air/Ground  Task  Force  (MAGTF)  Intelligence  Officer 

3A 

USMC 

0203 

Ground  Intelligence  Officer 

3A 

USMC 

0204 

i  Human  Source  Intelligence  Officer 

3A 

USMC 

0205 

iTactical  Intelligence  Officer 

3A 

USMC 

0207 

Air  Intelligence  Officer 

3A 

USMC 

9940 

Basic  Foreign  Area  Officer 

3A 

USMC 

9941 

Foreign  Area  Officer,  Latin  America 

3A 

USMC 

9942 

Foreign  Area  Officer,  Former  Soviet  Union 

3A 

USMC 

9943 

Foreign  Area  Officer,  People’s  Republic  of  China 

3A 

USMC 

9944 

Foreign  Area  Officer,  Middle  East/North  Africa 

3A 

USMC 

9945 

Foreign  Area  Officer,  Sub-Saharan  Africa 

3A 

i 

USMC 

9946 

Foreign  Area  Officer,  Southwest  Asia 

3A 

USMC 

9947 

Foreign  Area  Officer,  Western  Europe 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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3A 

USMC 

9948  1 

3A 

jUSMC 

9949 

3A 

iUSAF 

14N1 

3A 

sUSAF 

14N1A 

3A 

iUSAF 

14N1B 

3A 

USAF 

14N1C 

3A 

USAF 

14N1P 

3A 

(USAF 

14N1Q 

. j 

3A 

iUSAF 

14N1R 

3A 

USAF 

14N1S 

3A 

USAF 

14N1T 

3A 

.....  . 

USAF 

14N1U 

3A 

USAF 

14N1V 

3A 

USAF 

14N1W 

3A 

USAF 

14N3A 

3A 

USAF 

14N3B 

3A 

US  AF  ■ 

14N3C 

3A 

USAF 

14N3P 

3A 

USAF 

14N3Q 

3A 

USAF 

14N3R 

3A 

USAF 

14N3S 

3A 

USAF 

14N3T 

3A 

USAF 

14N3U 

3A 

USAF 

14N3V 

3A 

USAF 

14N3W 

3A 

USAF 

14N4 

3A 

USAF 

14N4P 

3A 

USA? 

14N4Q 

3A 

USAF 

14N4R 

.  j 

3A 

USAF 

14N4S 

3A 

USAF 

i4N4j 

3A 

USAF 

14N4U 

3A 

USAF 

14N4V 

3A 

USAF 

14N4W 

3A 

USAF 

16A1 

3A 

USAF 

16A1P 

3A 

USAF 

16A1Q 

3A 

USAF 

16A1R 

3A 

USAF 

16A1S 

3A 

USAF 

16A1T 

3A 

USAF 

16A1U 

3A 

USAF 

16A1V 

3A 

USAF 

16A1W 

3A 

USAF 

16A4 

3A 

USAF 

16A4P“ 

3A 

USAF 

16A4Q 

3A 

USAF 

16A4R 

3A 

USAF 

16A4S 

3A 

USAF 

16A4T 

3A 

USAF 

16A4U 

3A 

USAF 

16A4V 

3A 

USAF 

16A4W 

3A 

USAF 

16P1 

3A 

USAF 

16P3 

3A  ; 

USAF 

16P4 

3A  ! 

USCG-COMM(76 

3A 

GS 

0132 

3B 

boo 

3B 

3B 

USA-COMM 

35G 

3B 

USA-Wb 

352C 

3B 

USA-WO 

352D 

3B 

USA-WO 

352G 

_ _ SERVICE  OCC  TITLE 

Foreign  Area  Officer,  East  Asia  (Exciuding  PRC) 

Foreign  Area  Officer,  Eastern  Europe  (Excluging  USSR) 
Inteliigence 

iinteliigence.  Operations  _ 

Intelligence,  Applications 

Intelligence,  Mapping,  Charting,  and  Geodesy^ _ _ _ 

lntelligence,_Fighter  _ _ _ _ _ 

Intelligence,  Trainer  _  _ _ 

Intelligence,  Bomber 

intelligence.  Tanker  __  _ 

Inteliigence,  Strategic  Airlift  _ _ _ 

llnteliigence.  Tactical  Airlift _ _ _ _ 

intelligence.  Helicopter  _  _ _ _ 

Intelligence,  Generai  ^  _  __  _ _ 

intelligence.  Operations  _  _ 

llnteliigence.  Applications 

intelligence.  Mapping,  Charting,  an^  Geodesy 

Intelligence,  Fighter _ _ _  _ 

intelligence.  Trainer _ _ _ _ 

Intelligence,  Bomb^  _ _ _ _  _ _ 

Inteliigence,  Tanker  _ _ _ _ 

Inteliigence,  Strate^c  Airlift _ _  _ 

Inteiligence,  t actical  Airlift _ _ _ 

Intelligence,  Helicopter  _ 

Intelligence,  General  _ _ _  _ 

Intelligence  _ _ _  _ _ _ _ 

Inteliigence,  Fighter _ _ _ 

inteiiigence^  Trainer _ _ _ _ 

inteiligence,  _Bornber _ _ _ _ 

Intelligence,  fajiker _  _  _ _ _ 

Intelligence,  Strategic  Airlift _ _ _ 

Intelligence,  Tactical  Airlift^  . .  .  . 

Intelligence,  HeliMpter  _  _ 

Intelligence,  General^  _ _ _ _ 

Air  Attache  _ _ _ _  _ _ 

Air  Attache,  Fighter _ _ _ 

Air  Attache,  Tramer  _  _ _ 

Air  Attache,  Bomber _  _  ^  _  _ _ _ 

Air  Attache,  Tanker _ _ 

Air  Attache,  Strategic  Airlift  _  _  _ _ 

Air  Attache,  Tactical  Airlift  _  _ _ 

Air  Attache,  Helicopter _ _ 

Air  Att^i^,  Ger^jraJ[  _  _ _ _ _ 

Air  Attache  _  _ _ _ _ _ _ 

Air  Attache,  Fighter  _ _ _ _ _ 

Air  Attache,  Trainer 

Air  Attache,  Bombe^ _  _ _ _ 

Air  Attache,  Tanker 

Air  Attache,  Strategic  Airlift 

Air  Attache,  Tactical  Airlift 

Air  Attache,  Helicopter  _  . . . 

Air  Attache,  General  _  -  _ 

International  Politico  Military  Affairs  _ _ 

International  Politico-Military  Affairs 
International  Politico-Milita^ 

Intelligence 

Intelligence  _ 

Communications  intelligence  _ _ 

Signal  [ntelligence-Electronic  Warfare  _  _ 

Traffic  Analysis  Technician  _  _ _ _ 

Emitter  Location/Identification  Technician _ 

Voice  Intercept  Technician _ 


’  Footnotes  are  defined  in  the  introductory  material. 
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SERVICE  OCC 

^tl  SERVICE  OCC  TITLE  .  -  - 

3B 

i  USA-WO  1 

352H 

(Morse  Intercept  Technician 

3B 

USA-WO  i 

352J 

’Emanations  Analysis  Technician 

3B 

"  !  USA-WO  ^ 

352K . 1 

(Non-Morse  Intercept  Technician  _  _  _ _ _ _ _ _ 

3B 

mSN-PRIM 

161y 

p(  Special  Duty  -  Cryptology  . . 

3B 

ilUSN-PRIM  § 

644y 

pi  LDO  -  Cryptology  . .  , 

3B 

lUSN-PRIM 

645y 

P 

-DO  -  Intelligence  . 

3B 

USN-PRIM  1 

744y 

pi 

CWO  -  Cryptology 

38 

"1 

“  mSN-PRIM  T 

745y 

olCWO  -  Intelligence 

3B 

mSN-bUTY  ^ 

2240 

slanguage  Officer 

3B 

!USN-DUTY  ! 

9530 

icryptoboard  Officer 

3B 

mSN-DUTY  1 

9650 

(Electronic  Intelligence  Officer 

3B 

?USN-DUTY  ^ 

9815 

(Operations  Officer,  Navai  Security  Group 

3B 

iUSN-DUTY  i 

9817 

iOperations  Watch  Officer,  Naval  Security  Group 

3B 

iUSN-DUTY  ^ 

9825 

(Information  Processing  &  Reporting  Officer,  Naval  Security  Group 

3B 

iUSN-DUTY  i 

9830 

iHigh  Freguency  Direction  Finding  Net  Control  Officer 

3B 

mSN-DUTY  1 

9835 

(High  Freguency  Direction  Finding  Analysis  Officer 

3B 

USN-DUTY  ^ 

9840 

^  Electronics  Intelliqence  Technical  Guidance  Unit  Officer 

3B 

mSN-DUTY  i 

9845 

1  Classic  Wizard  Operations  Officer  _  _ 

3B 

USN-DUTY  i 

9850 

’Direct  Support  Coordinator  Navai  Security  Group  _ _  _ 

3B 

USN-DUTY  1 

9851 

(Direct  Support  Officer,  Naval  Security  Group  (Surface) 

3B  ' 

USN-DUTY  ; 

9852 

Direct  Support  Officer,  Naval  Security  Group  (Air) 

3B  * 

. '  ; 

usn'-duty  1 

9853 

Direct  Support  Officer,  Navai  Security  Group  (Subsurface) 

3B 

USN-DUTY  i 

9860 

Naval  Securitv  Group  Special  Operations  Officer 

"3B 

•  ‘  . .  5 

usn-duty"  1 

9865 

Naval  Securitv  Group  Classic  Owl  Special  Operations  Officer 

3B 

USMC 

0206 

Signal  Intelligence/Ground  Electronic  Warfare  Officer 

3B"" 

USMC 

2602 

Signals  Inteiiigence/Electronics  Warfare  Officer 

3B 

....... 

USMC 

9980 

i 

Surveillance  Sensor  Officer 

’3B . ~ 

GS 

1540 

b 

Cryptography 

_ 

DOD 

3C 

Counterinteiiigence 

3C 

lUSA-COMM 

35E 

Counterintelligence 

3C 

fusA-wd 

351B 

ICounterintelliflence  Technician  1 

3C 

USN-DUTY 

2748 

Securitv  Manager,  Information  Security  Program 

3C 

USN-DUTY 

9517 

Communication  Security  Officer 

'3C' 

«... ,  ..■■■ 

USN-DUTY 

9616 

.. 

Intelligence  Support  Officer 

3C 

USN-DUTY 

9617 

Intelligence  Investigations  Officer 

. 

3C 

USN-DUTY 

9781 

ADP  Systems  Security  Officer 

3C 

USMC 

0210 

Counterintelligence  Officer 

3C 

USAF 

71S1 

Special  Investigations 

3C 

. . 

USAF 

71S3 

Special  Investigations  . . 

3C 

USAF 

71S4 

Special  Investigations 

4 

DOD 

4 

Enaineerino  and  Maintenance  Officers 

4A 

DOD 

4A 

Construction  and  Utiiities 

4A 

USA-COMM 

21A 

Engineer,  General 

”4A 

USA-COMM 

21D 

1 . 

Facilities/Contract  Construction  Management  Engineer  (FCCME) 

4A 

USA-WO 

21 OA 

; 

Utilities  Operation  and  Maintenance  Technician 

_ 

USN-PRIM 

51  Oy 

?  P 

Civil  Engineer  Corps 

4A 

^USN-PRIM 

653y 

i  p 

LDO  -  Civil  Engineer  Corps 

4A 

USN-PRIM 

753y 

p 

CWO  -  Civil  Engineer  Corps 

4A 

USN-SEC 

1101  i 

Facilities  Engineering 

4A 

USN-DUTY 

4205  1 

Facilities  Engineering  Officer 

4A 

_ 

usn-duty" 

4210  1 

Staff  Civil  Engineer  . . . . . 

4A 

USN-DUTY 

4215 

Facilities  Planning  &  Programming  Officer 

4A 

s  USN-DUTY 

4220 

Facilities  Design  Officer 

4A 

.... 

IUSN-DUTY 

4225 

(Facilities  Research  Officer 

4A 

1 

IUSN-DUTY 

4230 

Facilities  Construction/Facilities  Services  Officer 

'4A 

IUSN-DUTY 

14250 

(Public  Works  Officer 

4A 

1  USN-DUTY 

4255 

(Public  Works  Operations  Officer 

4A 

IUSN-DUTY 

4260 

Public  Works  Maintenance  Officer 

4A  “  '  ! 

IUSN-DUTY 

4270 

(Public  Works  Utilities  Officer 

4A 

mSN-DUTY 

14275 

(Public  Works  Planning  Officer 

4A 

!  USN-DUTY 

,4305 

S  Commanding  Officer,  Naval  Construction  Forces 

4A 

i  '  i  USN-DUTY  " 

4310 

1_ 

(Executive  Officer,  Naval  Construction  Forces 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE 

SERVICE  OCC 

SERVICE  OCC 

TITLE 

4A 

USN-DUTY 

4315 

Operations  Officer,  Naval  Construction  Forces 

4A 

USN-DUTY 

4330 

Company  Officer,  Naval  Construction  Forces 

4A 

USN-DUTY 

4340 

§  Officer  in  Charge,  Naval  Construction  Battalion  Unit 

4A 

USN-DUTY 

9442 

Facilities  Manager 

4A 

USMC 

1120 

j  Utilities  Officer 

4A  ^ 

USMC 

1330 

!  Facilities  Management  Officer 

4A  ^ 

USMC 

9631 

S  Environmental  Engineering  Management  Officer 

4A 

USAF 

32E1A 

Civil  Engineer,  Architect/Architectural  Engineer 

4A 

USAF 

32E1B 

Civil  Engineer,  Readiness  Engineer 

4A 

USAF 

32E1C 

iCivil  Engineer,  Civil  Engineer 

4A 

USAF 

32E1D 

iCivil  Engineer,  Readiness  Non-Engineer 

4A 

USAF 

32E1E 

I  Civil  Engineer,  Electrical  Engineer 

4A 

USAF 

32E1F 

i  Civil  Engineer,  Mechanical  Engineer 

4A 

USAF 

32E1G 

Civil  Engineer,  General  Engineer 

4A 

USAF 

j32E1H 

Civil  Engineer,  Explosive  Ordnance  Disposal  Engineer 

4A 

USAF 

32E1J 

Civil  Engineer,  Environmental  Engineer 

4A 

USAF 

32E1K 

Civil  Engineer,  Explosive  Ordnance  Disposal  (Non-Engineer) 

4A 

"uSAF 

32E1P 

Civil  Engineering,  Fighter 

4A 

USAF 

32E1Q 

jCivil  Engineering,  Trainer 

4A 

USAF 

32E1R 

i  Civil  Engineering,  Bomber 

4A 

USAF 

32E1S 

Civil  Engineering,  Tanker 

4A 

USAF 

32E1T 

Civil  Engineering,  Strategic  Airlift 

4A 

USAF 

32E1U 

Civil  Engineering,  Tactical  Airlift 

4A 

USAF 

32E1V 

Civil  Engineering,  Helicopter 

4A 

USAF 

32E1W 

Civil  Engineering,  General 

4A 

USAF 

32E3A 

Civil  Engineer,  Architect/Architectural  Engineer 

4A 

USAF 

32E3B 

Civil  Engineer,  Readiness  Engineer 

4A 

USAF 

32E3C 

Civil  Engineer,  Civil  Engineer 

4A 

USAF 

32E3D 

Civil  Engineer,  Readiness  Non-Engineer 

4A 

USAF 

32E3E 

Civil  Engineer,  Electrical  Engineer 

4A 

USAF 

32E3F 

Civil  Engineer,  Mechanical  Engineer 

4A 

USAF 

32E3G 

Civil  Engineer,  General  Engineer 

4A 

USAF 

32E3H 

Civil  Engineer,  Explosive  Ordnance  Disposal  Engineer 

4A 

USAF 

32E3J 

Civil  Engineer,  Environmental  Engineer 

4A 

USAF 

32E3K 

Civil  Engineer,  Explosive  Ordnance  Disposal  (Non-Engineer) 

"4A 

USAF 

32E3P 

Civil  Engineering,  Fighter 

4A 

USAF 

32E3Q 

Civil  Engineering,  Trainer 

4A 

USAF 

32E3R 

Civil  Engineering,  Bomber 

4A 

USAF 

32E3S 

Civil  Engineering,  Tanker 

4A 

USAF 

32E3T 

Civil  Engineering,  Strategic  Airlift 

4A 

USAF 

32E3U 

Civil  Engineering,  Tactical  Airlift 

4A 

USAF 

32E3V 

Civil  Engineering,  Helicopter 

4A 

USAF 

32E3W 

_ 

Civil  Engineering,  General 

4A 

USAF 

32E4 

Civil  Engineer 

4A 

USAF 

32E4P 

Civil  Engineering,  Fighter 

4A 

USAF 

32E4Q 

Civil  Engineering,  Trainer 

4A 

USAF 

32E4R 

Civil  Engineering,  Bomber 

4A 

USAF 

32E4S 

Civil  Engineering,  Tanker 

4A 

USAF 

32E4T 

s  Civil  Engineering,  Strategic  Airlift 

4A 

USAF 

32E4U 

Civil  Engineering,  Tactical  Airlift 

4A 

USAF 

32E4V 

Civil  Engineering,  Helicopter 

4A 

USAF 

32E4W 

Civil  Engineering,  General 

4A 

USCG-COMM 

55 

iCivil  Engineering 

4A 

USCG-COMM 

56 

1  Industrial  Engineering 

"aa 

GS 

0807 

(Landscape  Architecture 

4A 

GS 

0808 

(Architecture 

4A 

GS 

0810 

iCivil  Engineering 

4A 

GS 

0819 

1  Environmental  Engineering 

4A 

GS 

1176 

(Building  Management 

4A 

GS 

1601 

1  General  Facilities  &  Equipment 

4A 

GS 

1640 

(Facility  Management 

4B 

DOD 

4B 

1  Eiectricai/Eiectronic 

Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC 

1 

SERVICE  OCC  TITLE 

4B 

i  USA-WO 

91 8A 

TMDE  Maintenance  Support 

4B 

!  USA-WO 

918B  ; 

Eiectronic  Systems  Maintenance  Technician 

4B 

fUSN-PRIM 

61 8y 

P 

LDO  -  Eiectronics,  Surface 

4B 

mSN-PRIM 

628y 

P 

LDO  -  Eiectronics,  Submarine 

4B 

iUSN-PRIM 

71 8y 

P 

CWO  -  Eiectronics  Technician,  Surface 

4B 

[USN-PRIM 

728y 

P 

CWO  -  Eiectronics,  Submarine 

4B 

USN-SEC 

0046  i 

Electronic  Warfare 

4B 

iUSN-SEC 

0055 

Electronic  Engineering 

4B 

!  USN-SEC 

0072 

Avionics 

4B 

mSN-DUTY 

5904 

Eiectronics  Engineering  Officer 

4B 

USN-DUTY 

5913 

Eiectronic  Engineering  Plans  &  Policies  Director 

4B 

USN-DUTY 

5917 

Eiectronic  Equipment  Research  Officer 

4B 

USN-DUTY 

5925 

Eiectronic  Installation  &  Maintenance  Planning  Officer  (General) 

4B 

USN-DUTY 

5927 

Electronic  Installation  &  Maintenance  Planning  Officer  (Aviation) 

46 

USN-DUTY 

5960 

Eiectronic  Inspection  &  Survey  Officer 

4B 

USN-DUTY 

5961 

Aircraft  Electronics  Director 

4B 

USN-DUTY 

5970 

Electronic  Equipment  Military  Characteristics  Officer 

4B 

USN-DUTY 

5977 

Electronic  Equipment  Installation,  Maintenance  &  Repair  Officer 

4B 

USN-DUTY 

5996 

Staff  Electronic  Material  Officer 

4B 

USN-DUTY 

6503 

Degaussing  Officer 

46 

USN-DUTY 

7930 

Ship  Electrical  Repair  Officer 

4B 

USN-DUTY 

9283 

Ship's  Electronic  Material  Officer 

4B 

USN-DUTY 

9353 

Ship's  Eiectrical  Officer 

4B 

USN-DUTY 

9374 

Ship's  Engineer  Officer,  Nuclear  (Electrical) 

4B 

USN-DUTY 

9745 

ADP  Systems  Maintenance  Officer 

4B 

rosMC 

597'6 

Data  Systems  Maintenance  Officer 

4B 

USMC 

6302 

Avionics  Officer 

4B 

USMC 

9624 

Electronics  Engineer 

4B 

USMC 

9634 

Electronic  Warfare  Systems  Officer 

4B 

USAF 

62E1C 

Developmental  Engineer,  Computer  Systems 

4B 

USAF 

62E1E 

Developmental  Engineer,  Eleotrioal/Eleotronic 

4B 

USAF 

62E3C 

Developmental  Engineer,  Computer  Systems 

4B 

USAF 

62E3E 

Developmental  Engineer,  Electrical/Electronic 

4B 

USCG-COMM 

58 

Electronics  Engineering 

4B 

USCG-WO 

013 

Eiectronics 

4B 

GS 

0850 

Eiectricai  Engineering 

4B 

GS 

b8”55 

Eiectronics  Engineering 

4B 

GS 

0856 

Electronics  Technician 

4B 

WG 

99011 

Pladio  Electronics  Officer 

4B 

WG 

99012 

First  Assistant  Radio  Electronics  Officer 

4B 

WG 

99044 

Electronics  Technician 

4C 

DOD 

4C 

Communications  and  Radar 

4C 

USA-COMM 

25A 

Signal,  General 

4C 

USA-COMM 

25B 

Communications-Electronics  Automation 

4C 

USA-COMM 

25C 

Communications-Electronics  Operations 

4C 

USA-COMM 

25D 

Communications-Electronics  Engineering 

4C 

USA-COMM 

25E 

Communications-Electronics  Networking 

4C 

USA-WO 

131A 

1  Field  Artillery  Targeting  Technician 

4C 

USA-WO 

250A 

i  Communications  Security  Technician 

4C 

USA-WO 

250B 

iTacticai  Automated  Network  Technician 

4C 

USA-WO 

353A 

iinteiiigence  Eiectronic  Warfare  Equipment  Technician 

4C 

USN-PRIM 

169y 

pi  Special  Duty  -  Merchant  Marine,  Communications 

4C 

USN-PRIM 

61 9y 

P 

LDO  -  Communications,  Surface  | 

4C 

USN-PRIM 

629y 

psLDO  -  Communications,  Submarine 

4C 

USN-PRIM 

71 9y 

p  CWO  -  Communications  Technician,  Surface 

4C 

mSN-PRIM 

729y 

piCWO  -  Communications,  Submarine 

4C 

USN-SEC 

0045 

Command  and  Control 

4C 

USN  SEC 

0089 

Information  Technology  Management 

4C 

USN-DUTY 

9461 

Relocatable  Over-the-Horizon  Radar  Watch  Officer 

4C 

USN-DUTY 

9510 

Communication  Officer,  Ashore 

4C 

i  USN-DUTY 

9512 

Automated  Message  Processing  Exchange  Officer 

4C 

mSN-DUTY 

9515 

Communications  Plans  &  Operations  Officer 

'  Footnotes  are  defined  in  the  introductory  materiai. 


3  -  25 


CHAPTER  3 


OFFICER  CONVERSION  TABLES 


DOD  OCC 

b7il3?»3ji 

SERVICE 

SERVICE  OCC 

D 

SERVICE  OCC  TITLE 

4C 

USN-DUTY 

9525 

Communication  Watch  Officer 

4C  i 

USN-DUTY 

9543 

Director  of  Communications 

4C 

USN-DUTY 

9550 

Naval  Control  of  Shipping  Communications/Plans  Officer _ 

4C 

USN-DUTY 

9555 

Defense  Courier  Service  Officer 

4C 

USN-DUTY 

9560 

Satellite  Communications  Officer 

4C 

USN-DUTY 

9565 

Radio  Officer 

4C  i 

USN-DUTY 

9567 

Radio  Station  Officer 

4C 

USN-DUTY 

9575 

Circuit  Control  Officer 

4C 

USN-DUTY 

9582 

Communications  Officer,  Afloat 

4C 

USN-DUTY 

9590 

Staff  Communications  Officer 

4C 

USN-DUTY 

9595 

Communications  Traffic  Officer 

4C 

USMC  ' 

2502 

Communication  Officer 

4C 

USMC 

2802 

Electronics  Maintenance  Officer  (Ground) 

4.C 

USMC 

2805 

bata/Communications  Maintenance  Officer 

4C  ! 

USMC 

2810 

Telephone  Systems  Maintenance  Officer 

4C  1 

USMC 

5902 

Electronics  Maintenance  Officer  (Aviation) 

4C  ! 

USMC 

5910 

Aviation  Radar  Maintenance  Officer 

4C  i 

USMC  ' 

9636 

Communications  Engineer 

'4C 

USMC 

9658 

Command,  Control,  &  Communications  (C3)  Systems  Officer 

'‘4C  ; 

USMC 

9985 

C4I  Planner 

4C 

USAF ' 

33S1 

Communications  and  Information 

4C 

USAF 

33S1A 

Communications  and  Information,  Electrical  Engineer 

4C  s 

USAF 

33S1B 

Communications  and  Information,  Software  Engineer 

4C 

USAF 

33S1C 

Communications  and  Information,  Software  Programmer/Analyst 

4C 

USAF 

33S1P 

Communications  and  Information,  Fighter 

4C 

”  iUSAF 

33S1Q 

Communications  and  Information,  Trainer 

4C 

fUSAF 

33S1R 

Communications  and  Information,  Bomber 

4C 

USAF 

33S1S 

Communications  and  Information,  Tanker 

4C 

iUSAF 

33S1T 

Communications  and  Information,  Strategic  Airlift 

4C 

USAF 

33S1U 

Communications  and  Information,  Tactical  Airlift 

4C  ^ 

USAF 

33S1V 

Communications  and  Information,  Helicopter 

4C . 

USAF 

33S1W 

Communications  and  Information,  General 

4C 

USAF 

33S3 

Communications  and  Information 

4C  i 

USAF 

33S3A 

Communications  and  Information,  Electrical  Engineer 

"4C  1 

USAF 

33S3B 

(Communications  and  Information,  Software  Engineer 

4C  ' 

USAF 

33S3C 

Communications  and  Information,  Software  Programmer/Analyst 

4C 

USAF 

33S3P 

Communications  and  Information,  Fighter 

4C 

USAF 

33S3Q 

Communications  and  Information,  Trainer 

4C  * 

USAF 

33S3R 

Communications  and  Information,  Bomber 

4C 

USAF 

33S3S 

Communications  and  Information,  Tanker 

4C 

USAF 

33S3T 

Communications  and  Information,  Strategic  Airlift 

4C 

USAF 

33S3U 

Communications  and  Information,  Tactical  Airlift 

4C  j 

USAF 

33S3V 

Communications  and  Information,  Helicopter 

'  4C 

USAF^^^^ 

33S3W 

Communications  and  Information,  General 

4C 

USAF 

33S4 

Communications  and  Information 

4C 

USAF 

33S4P 

Communications  and  Information,  Fighter 

4C 

USAF 

33S4Q 

Communications  and  Information,  Trainer 

4C  : 

USAF 

33S4R 

Communications  and  Information,  Bomber 

4C 

USAF 

33S4S 

Communications  and  Information,  Tanker 

4C 

USAF 

33S4T 

Communications  and  Information,  Strategic  Airlift 

4C  : 

USAF 

33S4U 

Communications  and  Information,  Tactical  Airlift 

4C 

USAF 

33S4V 

Communications  and  Information,  Helicopter 

4C 

USAF 

33S4W 

Communications  and  Information,  General 

4C 

GS 

0391 

Communications  Management 

4C 

WG 

99009 

Radio  Officer 

4C 

WG 

99010 

b 

First  Assistant  Radio  Electronics  Officer 

4D 

DOD 

4D 

Aviation  Maintenance  and  Allied 

4D  . 

USA-WO 

151A 

Aviation  Maintenance  Technician 

4D 

USN-PRIM 

150y 

P 

RL  -  Aerospace  Engineering 

4D 

USN-PRIM 

151y 

P 

RL  -  Aerospace  Engineering  ENGR 

4D  1 

USN-PRIM 

152y 

P 

RL  -  Aerospace  Engineering  AMD 

4D 

USN-PRIM  ' 

633y 

P 

Lbo  -  Maintenance,  Aviation 

'  Footnotes  are  defined  in  the  introductory  material. 
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3 

SERVICE  (WC’tiTLE 

4D 

USN-PRIM  i 

638y 

p 

LDO  -  Avionics 

4D 

USN-PRIM 

734y 

p 

CWO  -  Aviation  Maintenance  Technician 

4D 

USN-PRIM 

738y 

p 

C\A/0  -  Aviation  Electronics 

4D 

mSN-SEC 

0070 

Aero  Systems  Engineering  (General) 

4D 

SUSN-SEC 

0071 

Aeronautical  Engineering 

4D 

lUSN-SEC 

0075 

Space  Systems  (General) 

4D 

USN  SEC 

0076 

Space  Systems  Operations 

4b  !  ' 

USN-SEC 

0077 

Space  Systems  Engineering 

4D 

USN-DUTY 

8002 

Aerodynamics  Engineering  Officer 

4D 

USN-DUTY 

8004 

Aeronautical  Engineering  Officer,  A/C  Mechanical,  Electronic,  Electrical  and  Safety 

4D 

USN-DUTY 

8018  i 

Aircraft  Production  Officer 

4D 

USN-DUTY 

8026  ^ 

Aircraft  Test  Engineer 

4D 

USN-DUTY 

8035 

Aircraft/Guided  Missile  Engine  Project  Officer 

'4D 

USN  DUTY 

8050 

Launching,  Recovery  &  Landing  Aids  Engineering  Officer 

Id 

USN-DUTY 

8074 

Ground  Support  Equipment  &  Ship  Facilities  Arrangement  Officer 

4D 

USN-DUTY 

8076 

Type  Aircraft  Design  &  Development  Officer 

40 

USN-DUTY 

8112 

Aviation  Maintenance  Field  Representative 

4D 

USN-DUTY 

8116 

Aviation  Maintenance  Planning  Officer 

4D 

USN-DUTY 

8118 

Aviation  Maintenance  Engineering  Officer 

4D 

USN-DUTY 

8125 

Aviation  Overhaul  Schedules  Officer 

4D 

USN-DUTY 

8141 

Depot  Maintenance  Engineering  &  Quality  Officer 

4D 

USN-DUTY 

8152 

Depot  Maintenance  Production  Officer 

4D 

USN-DUTY 

8175 

Aircraft  Intermediate  Maintenance/Material  Control  Officer 

4D 

USN-DUTY 

8176 

Aircraft  Organizational  Maintenance/Material  Control  Officer 

4D 

USN-DUTY 

8177 

Aircraft  Maintenance  Quality  Control  Officer 

4D 

USN-DUTY 

8180 

Air  Wing  Maintenance  Officer 

4D 

USN-DUTY 

8189 

Aircraft  Intermediate  Maintenance  Officer,  General 

4D 

USN-DUTY 

8190 

Aircraft  Organizational  Maintenance  Officer,  General 

4D 

lUSN-DUTY 

8191 

Aircraft  Intermediate  Maintenance  Officer,  Powerplants 

4D 

iuSN-DUTY 

8192 

Aircraft  Intermediate  Maintenance  Officer,  Airframes 

4b 

Tusn-dutV 

8193 

Aircraft  Intermediate  Maintenance  Officer,  Armament  Equipment 

4D  ' 

mSN-DUTY 

8195 

Aircraft  Intermediate  Maintenance  Officer,  Support  Equipment 

4D 

USN-DUTY 

8196 

Aircraft  Organizational  Maintenance  Officer,  Line  Division 

4D 

!USN-DUTY 

8197 

Aircraft  Organizational  Maintenance  Officer,  A/C  Division 

4D 

i  USN-DUTY 

8198 

Aircraft  Intermediate  Maintenance  Officer,  Avionics 

4D 

USN-DUTY 

8199 

Aircraft  Organizational  Maintenance  Officer,  Avionics/Weapons  Div 

4D 

i  USN-DUTY 

8950 

Aviation  Tactical  Readiness  Officer 

4D . 

mSMC 

5950 

Air  Traffic  Control  System  Maintenance  Officer 

4D 

SUSMC 

6002 

Aircraft  Maintenance  Officer 

4D 

!USMC 

6004 

Aircraft  Maintenance  Engineering  Officer 

4D 

USMC 

6005 

Aeronautical  Engineer 

4D 

iiUSMC 

9620 

Aeronautical  Engineer 

4D 

USAF 

21A1 

Aircraft  Maintenance  and  Munitions 

4D 

mSAF 

21A1A 

Aircraft  Maintenance  and  Munitions,  Nuclear  Munitions 

4D 

‘USAF 

21  A3 

Aircraft  Maintenance  and  Munitions 

4D 

mSAF 

21A3A 

Aircraft  Maintenance  and  Munitions,  Nuclear  Munitions 

4D 

USAF 

21 A4 

Aircraft  Maintenance  and  Munitions 

4D 

SUSAF 

62E1A 

Developmental  Engineer,  Aeronautical 

4D 

USAF 

62E1B 

Developmental  Engineer,  Astronautical 

4D 

USAF 

62E1H 

Developmental  Engineer,  Mechanical 

4D 

iiUSAF 

62E1P 

s  Developmental  Engineer,  Fighter 

40 

1:  USAF 

62E1Q 

'Developmental  Engineer,  Trainer 

40 

USAF 

62E1R 

1  Developmental  Engineer,  Bomber 

40 

USAF 

62E1S 

i  Developmental  Engineer,  Tanker 

40 

USAF 

62E1T 

■  Developmental  Engineer,  Strategic  Airlift 

40 

USAF 

62E1U 

!  Developmental  Engineer,  Tactical  Airlift 

40 

lUSAF 

62E1V 

Developmental  Engineer,  Helicopter 

40 

USAF 

62E1W 

s  Developmental  Engineer,  General 

40  ' 

USAF 

62E3A 

Developmental  Engineer,  Aeronautical 

40 

USAF 

62E3B 

s  Developmental  Engineer,  Astronautical 

40 

USAF 

62E3H 

i  Developmental  Engineer,  Mechanical 

40 

USAF 

62E3P 

i  Developmental  Engineer,  Fighter 

*  Footnotes  are  defined  in  the  introductory  materiai. 
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4D 

USAF 

62E3Q 

5  Developmental  Engineer,  Trainer 

4D 

USAF 

62E3R 

s  Developmental  Engineer,  Bomber 

4D 

USAF 

62E3S 

§  Developmental  Engineer,  Tanker 

4D 

USAF 

62E3T 

Developmental  Engineer,  Strategic  Airlift 

4D 

USAF 

62E3U 

Developmental  Engineer,  Tactical  Airlift 

'40 

usaf' 

62E3V 

Developmental  Engineer,  Heiicopter 

4D 

USAF 

62E3W 

Developmental  Engineer,  General 

4D 

USCG-COMM  61 

Aviation  Engineering  Administration 

4D 

USCG-COMMii62 

Aircraft  Maintenance,  Overhaul,  Repair  and  Supply 

40 

USCG-COMM  64 

Aviation  Electronics 

"4D 

usc’g-wo 

015 

'Aviation  Engineering 

4D 

GS 

0861 

Aerospace  Engineering 

'4E 

DOD 

4E' 

Ordnance 

USA-COMM 

74C 

Chemical  Munitions  and  Materiel  Management 

4E““' 

USA-COMM 

91A 

Ordnance,  General 

4e . . . i" 

USA-COMM 

91D 

Munitions  Materiel  Management 

4E 

USA-COMM 

91E 

Explosive  Ordnance  Disposal 

4E 

USA-WO 

91 OA 

Ammunition  Technician 

..... 

USA-WO 

91 3A 

Armament  Repair  Technician 

4E 

USN-PRIM 

626y 

p  LDO  -  Ordnance,  Submarine 

.... 

USN-PRIM 

648y 

pILDO  -  Explosive  Ordnance  Disposal 

4E 

USN-PRIM 

726v 

pICWO  -  Ordnance,  Submarine 

4E 

USN-PRIM 

748y 

P 

CWO  -  Explosive  Ordnance  Disposal 

4E 

USN-SEC 

0060 

Weapons  Engineering  (General) 

4E . 

USN-DUTY 

6083 

Ammunition  Material  Officer 

1e“" . 

usn-duty' 

6090 

Surface  (yiunitions  Project  Officer 

4E 

USN-DUTY 

6305 

Armament  Proof  Officer 

4E 

USN-DUTY 

6380 

Weapons  Equipment  Project  Officer 

4E 

USN-DUTY 

6457 

Fire  Control  Inspection  &  Repair  Officer 

4E 

USN-DUTY 

6470 

Weapons  Control  Systems  Project  Officer  (General) 

4i . 

USN-DUTY 

6472 

iWeapons  Control  Systems  Project  Officer  (Surface)  I 

4E 

USN-DUTY 

6482 

Optical  Repair  Officer 

4E 

USN-DUTY 

6516 

Mine  Assembly  &  Repair  Officer 

4E 

USN-DUTY . 

6537 

torpedo  Weapons  Officer 

4l  . . 

USN-DUTY 

6558 

Torpedo  Test  Officer 

4E 

USN-DUTY 

6582 

Undersea  Weapons  Project  Officer 

4E 

USN-DUTY . 

6704 

Weapons  Maintenance  Officer 

4E 

USN-DUTY 

6715 

'Weapons  Material  Officer  (General) 

"4E . 

" 

USN-DUTY 

6716 

IWeapons  Material  Officer  (Nuclear) 

4E 

USN-DUTY 

6717 

i  Program  Manager,  Weapons  Systems 

4E 

USN-DUTY 

6920 

jWeapons  Design  Officer 

4E 

USN-DUTY 

6930 

INaval  Weapons  Technicai  Liaison  Officer 

4E 

USN-DUTY 

6936 

Weapons  Systems  Inspection  &  Survey  Officer 

4E 

USN-DUTY 

6938 

Weapons  &  Ammunition  Inspection/Safety  Officer 

USN-DUTY 

6940 

(Weapons  Installation  &  Repair  Superintendent 

4E 

USN-DUTY 

6948 

jWeapons  Military  Characteristics  Officer 

4E 

USN-DUTY 

6960 

iWeapons  Officer,  Naval  Activity 

4E 

USN-DUTY 

6962 

iWeapons  Planning  &  Progress  Officer 

4E 

USN-DUTY 

6966 

iWeapons  Plans  &  Policies  Director 

4E 

USN-DUTY 

6968 

iWeapons  &  Ammunition  Production  Officer 

4E 

USN-DUTY 

6974 

Weapons  Technical  Information  Officer 

4E 

USN-DUTY 

6978 

iWeapons  Repair  Officer 

4E 

USN-DUTY 

6982 

iWeapons  Technical  Officer 

4E 

USN-DUTY 

6999 

Staff  Weapons  Material  Officer 

4E 

USN-DUTY 

7999 

Technical  Assistant  For  Weapons 

4E 

USN-DUTY 

8015 

Aircraft  Armament  Development  Officer 

4E 

USN-DUTY 

9230 

Explosive  Ordnance  Disposal  Officer 

4E 

USN-DUTY 

9231 

Explosive  Ordnance  Disposai  Mobile  Unit  Officer 

4E 

mSN-DUTY 

9289 

Special  Weapons  Unit  Officer 

4E 

USN-DUTY 

9292 

Special  Weapons  Technical  Repair  Officer 

4E 

USN-DUTY 

9296 

Special  Weapons  Assembly  Officer  (General) 

4E 

USN-DUTY 

9297 

Special  Weapons  Assembly  Officer  (Electrical-Electronic) 

Footnotes  are  defined  in  the  introductory  materiai. 
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4E 

USN-DUTY 

9298 

Special  Weapons  Assembly  Officer  (Mechanical) 

4E 

iUSN-DUTY 

9299 

Special  Weapons  Assembly  Officer  (Nuclear) 

4E 

USMC 

2102 

’Ordnance  Officer 

4E 

USMC 

2120 

Weapons  Repair  Officer 

4E 

USMC 

2125 

Electro-Optic  Instrument  Repair  Officer 

4E 

USMC 

2305 

Explosive  Ordnance  Disposal  Officer 

4E 

USMC 

5720 

Ground  Nuclear  Weapons  Assembly  Officer 

”4E 

USMC 

6502 

:Aviation  Ordnance  Officer 

4E 

USMC 

9626 

Ordnance  System  Engineer 

4E 

USMC 

9656 

Contracting  Officer 

4E 

USMC 

9657 

Systems  Acquisition  Management  (SAM)  Officer 

4E 

USAF 

62E1D 

Developmental  Engineer,  Manufacturing 

4E 

USAF 

62E3D 

Developmental  Engineer,  Manufacturing 

4E 

USAF 

94N0 

Nuclear  Weapons  Custodian 

4E 

ilUSCG-WO 

Oil 

Weapons 

4F 

\DOD 

4F 

Missiie  Maintenance 

4F 

USA  WO 

140A 

Command  and  Control  System  Technician 

4F 

msA-wo 

1408 

a 

FAAD  Systems  Technician 

4F 

USA-WO 

140D 

FIAWK  System  Technician 

4F 

1 

USA-WO 

140E 

PATRIOT  System  Technician 

4F 

USA-WO 

91 2A 

Land  Combat  Missile  Systems  Technician 

4F 

1 . 

USA-’WO 

916A 

High-to-Medium  Altitude  Air  Defense  (HIMAD)  DS/GS  Maintenance  Tech 

4F 

\ 

USA-WO 

91 7A 

Maneuver  Forces  Air  Defense  Systems  (MFADS)  Technician 

4F 

USN-PRIM 

61 6y 

p 

LDO  -  Ordnance,  Surface 

4F 

USN-PRIM 

636y 

,  p 

LDO  -  Ordnance,  Aviation 

4F 

USN-PRIM 

716y 

p 

CWO  -  Ordnance  Technician,  Surface 

4F 

USN-PRIM 

736y 

p 

CWO  -  Ordnance,  Aviation 

AF 

h'  " 

USN-SEC 

0068 

Strategic  Weapons  (FBM) 

4F 

USN-SEC 

0069 

Strategic  Navigation  (FBM) 

4F 

USN-DUTY 

8659 

Guided  Missile  Test  Officer,  Air-Launched 

4F 

USMC 

5907 

Ground  Launched  Missile  System  Maintenance  Officer 

4F 

USAF 

21M1 

Space  and  Missile  Maintenance 

4F 

USAF 

21M1A 

Space  and  Missile  Maintenance,  Missile 

4F 

1 

USAF 

21M1B 

Space  and  Missiie  Maintenance,  Spacelift 

4F 

USAF 

21  M3 

Space  and  Missile  Maintenance 

4F 

f  ■ 

USAF 

21M3A 

Space  and  Missile  Maintenance,  Missile 

4F 

USAF 

21M3B 

Space  and  Missile  Maintenance,  Spacelift 

4F 

USAF 

21M4 

Space  and  Missile  Maintenance 

4G 

DOD 

46 

Ship  Construction  and  Maintenance 

4G 

1 

USN-PRIM 

714y 

p 

CWO  -  Repair  Technician,  Surface 

4G 

j 

USN-PRIM 

724y 

p 

CWO  -  Repair  Technician,  Submarine 

4G 

USN-SEC 

0050 

Naval  Ships  Engineering  (General) 

4G 

USN-SEC 

0051 

Naval  Contruction  and  Engineering 

4G 

1 

USN-DUTY 

7120 

Naval  Engineering  Hull  Development  Officer 

4G 

i 

USN-DUTY 

7140 

Hull  Inspection  Officer 

4G 

USN-DUTY 

7165 

Hull  Superintendent 

4G 

§ 

USN-DUTY 

7187 

Staff  Hull  Material  Officer 

4G  1 

USN-DUTY 

7420 

Ship  Type  Planning  &  Estimating  Superintendent 

4G  1 

USN-DUTY 

7901 

Ship  Activation/Inactivation  Officer 

4G 

USN-DUTY 

7905 

Ship  Project  Officer 

4G 

USN-DUTY 

7910 

Engineering  Liaison  Officer 

4G 

USN-DUTY 

7927 

Naval  Engineering  Inspection  Officer 

4G  ^ 

USN-DUTY 

7936 

Ship  Construction  &  Repair  Superintendent  (General) 

4G 

mSN-DUTY 

7937 

Ship  Construction  &  Repair  Superintendent  (Surface  Ships) 

4G 

USN-DUTY 

7938 

Ship  Construction  &  Repair  Superintendent  (Submarines) 

4G 

i  [  USN-DUTY 

7939 

Ship  Construction  &  Repair  Superintendent  (Nuclear) 

4G 

USN-DUTY 

7966 

Naval  Engineering  Trials  &  Survey  Officer 

4G 

USN-DUTY 

7970 

Yard  Planning  Officer 

4G 

USN-DUTY 

7974 

Naval  Engineering  Officer,  Ship  Design 

4G 

!  mSN-DUTY 

7976 

[ship  Repair  Officer 

USN-DUTY 

7984 

[ship  Type  Engineering  Officer 

4G 

i  mSN-DUTY 

7997 

[Yard  Production  Officer 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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4G 

USN-DUTY  17998 

i  Combat  Systems  Superintendent 

4G 

lUSN-DUTY  (9063 

- 

Staff  Material  Officer 

4G 

iUSN-DUtV  i9308 

Damage  Control  Assistant 

4G 

USN-DUTY  19348 

1  Repair  Division  Officer 

4G 

sUSN-DUTY  19430 

j  Drydocking  Officer  (General) 

4G 

USN-DUTY  ^9431 

1  Drydocking  Officer  (Floating  Drydocks) 

4G 

sUSCG-COMM*46 

1  Vessel  Technical 

4G 

USCG-COMM152 

Naval  Engineering 

4G 

USCG  WO  016 

Naval  Engineering 

4G 

GS  10871 

Naval  Architecture 

4G 

GS  0873 

Ship  Surveying 

4H 

DOD  1  4H 

Ship  Machinery 

4H 

USA-WO  I881A 

Marine  Engineering  Officer 

4H 

USN-PRIM  1167y 

P 

Special  Duty  -  Merchant  Marine,  Engineering 

4H 

. 

USN-PRIM  161 3y 

P 

LDO  -  Engineering/Repair,  Surface 

4H 

USN-PRIM  1623y 
USN-PRIM  1640y 

P 

P 

LDO  -  Engineering/Repair,  Submarine 

4H 

LDO  -  Nuclear  Power 

4H 

USN-PRIM  1713y 

piCWO  -  Engineering  Technician,  Surface 

4H 

USN-PRIM  1723y 

piCWb  -  Engineering  Technician,  Submarine 

4H 

USN-PRIM  1740y 

piCWO  -  Nuclear  Power 

4H 

USN-SEC  10052 

(Nuclear  Engineering 

4H 

USN-SEC  10053 

!  Nuclear  Propulsion  Plant  Operations 

4H 

USN-DUTY  17241 

I  Machinery  Installation  &  Repair  Superintendent 

4H 

USN-DUTY  17245 

Naval  Engineering  Machinery  Development  Officer 

4H 

USN-DUTY  17249 

Nuclear  Systems  &  Components  Repair  Officer,  Ship 

4H 

USN-DUTY  i7285 

Staff  Machinery  Material  Officer 

4H 

USN-DUTY  19302 

Auxiliary  Machinery  Officer 

4H 

USN-oOtY  (9305  ( 

Boiler  Officer  (General) 

4H 

USN-DUTY  )9306  1 

Boiler  Officer  (1200  PSI  Steam  System) 

4H .  ; 

USN-DUTY  19335  ”T 

Mam  Propultion  Assistant  (General) 

niH  ^  !USN'-DUTY  *9336  | 

Mam  Propulsion  Assistant  (Diesel) 

4H 

mSN-DUTY  *9337 

Mam  Propulsion  Assistant  (Gas  Turbine) 

4H 

1  USN-DUTY  19341  i 

Main  Propulsion  Assistant  (Steam) 

4H 

mSN-DUTY  r9342  i 

Main  Propulsion  Assistant  (1200  PSI  Steam  System) 

4H 

USN-DUTY  (9343  I 

Underway  Fleplenishment  Equipment  Maintenance  Officer 

4H 

USN-DUTY  19345  I 

Examiner,  Surface  Ship  Propulsion  Plant 

4H 

USN-DUTY  (9362 

Ship's  Engineer  Officer  (General) 

4H . . 

USN-DUTY  19363 

Ship's  Engineer  Officer  (Diesel) 

USN-DUTY  19364 

Ship's  Engineer  Officer  (Gas  Turbine) 

4H 

USN-DUTY  19369 

Ship's  Engineer  Officer  (Steam) 

4H 

4H 

USN-DUTY  19370 

Ship's  Engineer  Officer  (1200  PSI  Steam  System) 

USN-DUTY  19371 

Ship's  Engineer  Officer,  Nuclear  (General) 

4H 

mSN-DUTY  19372 

(Ship's  Engineer  Officer,  Nuclear  (Main  Propulsion) 

4H 

1  USN-DUTY  19373 

(Ship's  Engineer  Officer,  Nuclear  (Damage  Control) 

1  USN-DUTY  19378 

iMain  Engine  Officer  (General) 

4H 

i  USN-DUTY  19384 

iMain  Engine  Officer  (Steam) 

USN-DUTY  19392 

(Ship's  Reactor  Officer 

4H 

USN-DUTY  19393 

i Ship's  Reactor  Mechanical  Assistant 

4H 

USN-DUTY  19394 

i Ship's  Reactor  Control  Assistant 

4H 

USN-DUTY  |9395 

Engineering  Maintenance  Officer,  1200  PSI  Steam 

USCG-COMMISS 

Engineering  Afloat 

4H 

WG  (99014 

Damage  Control  Officer 

WG  (99015 

Assistant  Damage  Control  Officer 

4H 

WG  (99031 

Chief  Engineer 

4H 

WG  199032 

First  Assistant  Engineer 

4H 

WG  1990331 

Second  Assistant  Engineer 

4H 

WG  199034 

Third  Assistant  Engineer 

4H 

WG  99035 

biRelief  Engineer 

4H™ 

IWG  199051  1 

biDeck  Engineer 

4H 

|WG  199052  ! 

(Deck  Engineer  Machinist 

J 

\DOD  \  4J  i 

1  Safety 

4J 

i  USN-DUTY  12715 

1  Disaster  Preparedness  Officer 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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4J 

USN-DUTY 

2740 

I 

Safety  Engineer 

4J 

USN-DUTY  i 

2765 

I 

Nuclear,  Biological  &  Chemical  Defense  Officer 

4J  i 

USN-DUTY  i 

6990  1  1 

Weapons  Safety  Officer 

4J 

USN-DUTY  s 

7251  i  1 

Radiological  Control  Officer 

4J 

USN-DUTY  1 

8656  1 

1 

Aviation  Safety  Officer 

4J  i 

i 

USN-DUTY  ^ 

8995 

Staff  Aviation  Safety  Officer 

4J 

USN-DUTY  i 

9920 

Examiner,  Reactor  Safeguards 

4j 

USN-DUTY  i 

9967 

i 

Surface  Safety  Officer 

4J  ! 

USMC  '  1 

7596 

Aviation  Safety  Officer 

4J  S 

USMC  1 

9954 

Hazardous  Material/Hazardous  Waste  Officer 

4J  '  i 

USMC  i 

9956  i 

Ground  Safety  Specialist 

4J  ! 

uscg-c6mm^40 

Marine  Safety  -  General 

4J  ' 

USCG-COMMI41 

Commercial  Vessel  Safety  -  General 

4J  i 

USCG-COMM:42 

Port  Safety/Environmental  Protection  -  General 

4J 

USCG-COMMI48 

Hazardous  Material 

4J 

USCG-COMM149 

Explosive  Loading 

4J 

Gs  ; 

0018 

Safety  &  Occupational  Health  Management 

4J 

GS  1 

0803 

Safety  Engineering 

'4J 

GS 

0804 

Fire  Prevention  Engineering 

4J 

GS  i1815 

Air  Safety  Investigating 

4J 

GS 

1825 

Aviation  Safety  Officer 

■"ij 

GS  !2121 

b 

Railroad  Safety 

4J 

GS  12123 

b 

Motor  Carrier  Safety 

4J 

GS 

2125 

b 

Highway  Safety 

4K 

DOD 

ik 

Chemicai 

ik 

USA-COMM 

74A 

Chemical,  General 

4K .  i . .  • 

USA-COMM 

748 

Chemical  Operations  and  Training 

. 

GS 

0892 

Ceramic  Engineering 

4K 

GS 

0893 

Chemical  Engineering 

4L 

DOD 

41 

Automotive  and  Ailied 

41 

USA-WO 

914A 

Allied  Trades  Technician 

4L 

USA-WO 

915A 

Unit  Maintenance  Technician  (Light) 

4L 

USA-WO 

91 5D 

Unit  Maintenance  Technician  (Heavy) 

4L 

USA-Wb 

91 5E 

Support  Maintenance  Technician 

4L 

USA-WO 

91 9A 

Engineer  Equipment  Repair 

4L 

USMC 

1310 

Engineer  Equipment  Officer 

4L 

iUSMC 

2110 

Ordnance  Vehicle  Maintenance  Officer 

4L 

USMC 

3510 

Motor  Transport  Maintenance  Officer 

4M 

DOD 

4M 

\  Surveying  and  Mapping 

4M  ] 

1  USA-COMM 

21C 

1  Topographic  Engineer 

4M 

mSMC 

0260 

i  Geographic  Intelligence  Officer 

4M 

SUSMC 

0803 

aiSurvey  Meteorological  an  Radar  Officer 

4M 

GS 

1370 

:  Cartography 

4M 

iCS 

1372 

i Geodesy 

4M 

!gs 

1373 

'Land  Surveying 

4N 

DOD 

4N 

1  Other 

4N 

lUSA-COMM 

518 

i  i  Test  &  Evaluation 

4N 

^USA-WO 

215D 

!  iTerrain  Analysis  Technician 

4N 

iUSA-WO 

92'lA 

(  lAirdrop  Systems  Technician 

4N 

USN-PRIM 

l44y 

1  piRL  -  Engineering  Duty  Officer 

4N 

iUSN-PRIM 

162y 

i  piSpeciai  Duty  -  Merchant  Marine,  Deck 

4N 

\ 

USN-PRIM 

166y 

1  pi  Special  Duty  -  Merchant  Marine,  Deck  &  Engineering 

4N 

i  USN-PRIM 

jelly 

!  p :LD0  -  Deck,  Surface 

4N 

i  USN-PRIM 

i621y 

P 

ILDO  -  Deck,  Submarine 

4N 

mSN-PRlM 

1631  y 

P 

sLDO  -  Deck,  Aviation 

4N 

USN-PRIM 

j711y 

P 

iCWO  -  Boatswain,  Surface 

4N 

.  mSN-PRIM 

i720y 

P 

iCWO  -  Diving  Officer 

4N 

USN-PRIM 

1121 V 

'  P 

iCWO  -  Boatswain,  Submarine 

4N 

!  USN-PRIM 

n^31y 

■  P 

iCWO  -  Boatswain,  Aviation 

4N 

mSN-SEC 

■'6654 

1 

Naval/Mechanical  Engineering 

4N 

lUSN-SEC 

1102 

{■" 

Petroleum  Engineering 

4N  ' 

iUSN-SEC 

1103 

1 

Ocean  Engineering 

Footnotes  are  defined  in  the  introductory  materiai. 
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pr 
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4N 

lUSN-DUTY 

2167 

Designated  Project  Test  &  Evaluation  Coordinator 

4N 

!USN-DUTY 

•2^B0 

Preoperational  test  &  Evaluation  Officer 

4N 

iUSN-DUTY 

2181 

Operational  Test  &  Evaluation  Officer 

4N 

USN-DUTY 

4240 

Petroleum  Production  Engineering  Officer 

4N 

mSN-DUTY 

^5761 

Training  Device  Program  Coordinator 

4N 

1  USN-DUTY 

5  7273 

Nuclear  Power  Research  Project  Officer 

4N 

USN-DUTY 

57358 

Fuels  &  Lubricants  Technical  Officer 

4N 

s  USN-DUTY 

57435 

Quality  Assurance  Superintendent 

4N 

mSN-DUTY 

5  7968 

Nuclear  Power  Superintendent 

4N 

i  USN-DUTY 

8815 

Hmage  Forming  Systems  Maintenance  Officer 

4N 

USN  DUTY 

9312 

i  Diving  Officer  (General) 

4N 

1  USN-DUTY 

9313 

! Diving  Officer  (Deep  Sea,  He02) 

4N 

USN-DUTY 

'9314 

Diving  Officer  (Ship  Salvage) 

4N 

USN  DUTY 

9315 

1  Diving  Officer  (Saturation) 

4N 

USN-DUTY 

S9322 

iDeep  Submergence  Vehicle  Operator 

4N 

!  USN-DUTY 

*9375 

'Ship  Salvage  Operations  Officer 

4N 

(USMC 

,9630 

Industrial  Engineer 

4N 

lUSMC 

5  9632 

Nuclear  Engineer 

USMC 

*9666 

Space  Operations  Officer 

llN  \  ' 

USCG-COMM 

50 

sEnqineering  -  General  1 

4N  i 

USCG-COMM 

51 

Ocean  Engineering 

4N 

USCG-COMM 

59 

Engineering  Physics 

4N 

USCG-WO 

017 

Material  Maintenance 

4N 

GS 

0801 

General  Engineering 

4N 

GS 

0806 

Materials  Engineering 

4N 

GS 

0830 

Mechanical  Engineer 

4N 

GS 

0840 

Nuclear  Engineering 

4N 

GS 

0858 

Biomedical  Engineering 

4N  ' 

GS 

0880 

Mining  Engineering 

4N 

GS 

0881 

Petroleum  Engineering 

4N 

GS 

0890 

b 

Agricultural  Engineering 

4N 

GS 

0894 

Welding  Engineering 

4N 

GS 

0896 

Industrial  Engineering 

5 

DOD 

5 

Scientists  and  Professionals 

54 

DOD 

54 

iPhysicai  Scientists 

5A 

USA-COMM 

528 

1  Nuclear  Research  and  Operations 

5A 

USN-PRIM 

180y 

p' Special  Duty  -  Oceanography 

5A 

USN-SEC 

0047 

5  Meteorology  and  Oceanography 

5A 

USN-SEC 

0062 

5  Chemistry 

5A 

USN-DUTY 

2070 

1  Physicist,  General 

5A 

USN-DUTY 

2071 

i  Physicist,  Nuclear 

5A 

USN-DUTY 

2090 

iChemist 

5A 

USN-DUTY 

2098 

i  Space  Projects  Technologist 

5A 

USN-DUTY 

2105 

lAir  Warfare  Research  Officer 

5A 

USN-DUTY 

2145 

i  Armament  Research  Officer 

5A 

USN-DUTY 

2153 

'Naval  Observatory  Officer 

5A 

USN-DUTY 

2175 

'Undersea  Warfare  Research  Officer  (General) 

5A 

USN-DUTY 

2176 

Undersea  Warfare  Research  Officer  (Antisubmarine) 

5A 

USN-DUTY 

2192 

Space  Acquisition  Officer 

5A' 

USN-DUTY 

2306 

i  Oceanography  Services  Officer 

5A 

USN-DUTY 

2310 

8 Hydrography  Program  Officer 

5A 

USN-DUTY 

2323 

!  Oceanography  Watch  Officer 

5A 

USN-DUTY 

2332 

8  Meteorological  and  Oceanographic  Equipment  Program  Officer 

5A 

USN-DUTY 

2365 

8  Staff  Oceanography  Officer 

5A 

USN-DUTY 

5930  1 

(Space  Requirements  Analyst 

5A 

USN-DUTY 

9464  i 

(Ocean  Systems  Operations  Officer 

5A 

i  USN-DUTY 

9465 

(Ocean  Systems  Watch  Officer 

5A 

USAF 

61S1A 

5  Scientist,  Analytical 

5A 

USAF 

61S1C 

(Scientist,  Chemist 

5A 

iUSAF 

61S1D 

5  Scientist,  Physicist 

5A 

iUSAF 

61S1E  ! 

(Scientist,  Mathematician 

5A 

SUSAF 

61S1P 

8  Scientist,  Fighter 

’  Footnotes  are  defined  in  the  introductory  material. 
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5A 

USAF 

61S1Q 

Scientist,  Trainer 

5A 

USAF 

61S1R 

Scientist,  Bomber 

5A 

USAF 

61S1S 

Scientist,  Tanker 

5A 

USAF 

61S1T 

Scientist,  Strategic  Airlift 

5A 

USAF 

61S1U 

Scientist,  Tactical  Airlift 

5A 

USAF 

61S1V 

Scientist,  Helicopter 

5A 

USAF 

61S1W 

Scientist,  General 

5A 

USAF 

61S3A 

Scientist,  Analytical 

5A 

USAF 

61S3C 

Scientist,  Chemist 

5A 

USAF 

61S3D 

Scientist,  Physicist 

5A 

USAF 

61S3E 

Scientist,  Mathematician 

5A 

iUSAF 

61S3P 

Scientist,  Fighter 

5A 

USAF 

61S3Q 

Scientist,  Trainer 

5  ■■ 

liUSAF 

61S3R 

Scientist,  Bomber 

5A 

USAF 

61S3S 

Scientist,  Tanker 

5A 

sUSAF 

61S3T 

Scientist,  Strategic  Airlift 

5A 

sUSAF  miS3U 

Scientist,  Tactical  Airlift 

5A 

USAF 

61S3V 

Scientist,  Helicopter 

5A 

USAF 

61S3W 

Scientist,  General 

5A 

USAF 

61 S4 

Scientist 

5A 

USAF 

61S4P 

Scientist,  Fighter 

5A 

USAF 

61S4Q 

Scientist,  Trainer 

5A 

USAF 

61S4R 

Scientist,  Bomber 

5A 

. 

USAF 

61S4S 

Scientist,  Tanker 

5A 

USAF 

61S4f 

Scientist,  Strategic  Airlift 

5A 

USAF 

61S4U 

Scientist,  Tactical  Airlift 

5A 

USAF 

61S4V 

Scientist,  Helicopter 

5A 

USAF 

61S4W 

Scientist,  General 

5A 

GS 

0150 

Geography 

SA 

GS 

1301 

General  Physical  Science 

5A 

GS 

1310 

Physics 

5A 

GS 

1313 

Geophysics 

5A 

GS 

1315 

Hydrology 

5A 

GS 

1320 

Chemistry 

5A 

GS 

1321 

Metallurgy 

5A 

GS 

1330 

Astronomy  &  Space  Science 

5A 

GS 

1350 

Geology 

5A 

GS 

1360 

Oceanography 

5A 

GS 

1386 

Photographic  Technology 

SB 

DOD 

SB 

Meteoroiogists 

5B 

USN-PRIM 

646y 

p 

LDO  -  Meteorology/Oceanography 

5B 

USN-SEC 

0048 

Meteorology 

SB 

USMC 

6802 

Weather  Service  Officer 

SB 

USAF 

15W1 

Weather 

SB 

USAF 

15W1A 

Weather,  Advanced  Weather  Activities 

SB 

USAF 

15W3 

Weather 

SB 

USAF 

15W3A 

Weather,  Advanced  Weather  Activities 

SB 

USAF 

15W4 

Weather 

SB 

GS 

1340 

Meteorology 

5C 

DOD 

SC 

Biological  Scientists 

SC 

GS 

0401 

General  Biological  Science 

sc 

GS 

0403 

iMicrobiology 

sc 

GS 

0406 

blAgricultural  Extension 

sc 

GS 

0408 

g  Ecology 

sc 

GS 

0410 

iZoology 

sc 

GS 

0413 

^Physiology 

sc 

GS 

0414 

i  Entomology 

sc 

GS 

0430 

!  Botany 

sc 

GS 

0434 

bi  Plant  Pathology 

sc 

GS 

0435 

(Plant  Physiology 

sc 

GS 

0436 

bs  Plant  Protection  &  Quarantine 

sc 

iGS 

0437 

!  Horticulture 

'  Footnotes  are  defined  in  the  introductory  meteriai. 
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5C 

GS 

0440 

biGenetics  1 

5C 

^GS 

0454 

Range  Conservation  . . 

5C 

GS 

0457 

Soil  Conservation 

5C 

GS 

0460 

Forestry  . 

5C 

GS 

0470 

Soil  Science 

5C 

GS 

0471 

Agronomy 

5C 

GS 

0475 

b 

Agricultural  Management  . 

5C 

GS 

0480 

General  Fish  &  Wildlife  Administration 

5C 

GS' 

0482 

Fishery  Biology 

5C 

GS 

0485 

b 

Wildlife  Refuge  Management 

5C 

GS 

0486 

Wildlife  Biology  . 

5C 

GS 

0487 

Animal  Science  . 

sb 

. 

DOD 

SD 

Sociai  Scientists 

5D  1 

USA-COMM 

38A 

Civil  Affairs,  General  (RC  Comp)  . . 

5D  ' 

USA-COMM 

39C 

Civil  Affairs 

5D  ! 

USA-COMM 

48A 

Foreign  Area,  General 

5D 

USA-COMM 

48B 

Latin  America  . 

5D 

USA-COMM 

48C 

West  Europe 

5D  "s 

USA-COMM 

480 

South  Asia 

5D 

USA-COMM 

48  E 

Russia/East  Europe 

5D 

USA-COMM 

48F 

China 

5D 

USA-COMM 

48G 

Middle  East/North  Africa 

5D 

USA-COMM 

48H 

Northeast  Asia 

50 

USA-COMM 

481 

South  East  Asia 

50 

USA-COMM 

48J 

Africa,  South  of  Sahara 

50 

USN-SEC 

1430 

Religion  in  Culture 

50 

USN-SEC 

1450  i 

Ethics 

50 

USN-DUTY 

241 5  i 

Historical  Officer 

50 

USN-OUTY 

Civil  Affairs  Officer 

50 

USN-DUTY 

9942 

International  Affairs  Officer 

50 

USMC 

0107 

Civil  Affairs  Officer  . 

50 

USMC 

4330 

Historical  Officer 

50 

USMC 

9676 

International  Relations  Officer 

*'5D 

USMC" 

9678 

Historian  . 

50 

L 

USAF 

84H0 

Historian  . . . 

50  . 

GS 

0020 

Community  Planning 

'50 . . 

GS 

0101 

Social  Science  . 

"50 

GS 

0110 

Economist 

50 

GS 

'biao' 

Foreign  Affairs 

'50 

GS 

0131 

International  Relations 

50 

GS 

0135 

b 

Foreign  Agricultural  Affairs 

50 

GS 

0140 

b 

Manpower  Research  &  Analysis 

50 

GS 

0160 

Civil  Rights  Analysis 

50  1 

GS 

0170 

History 

50  ! 

GS 

0184 

Sociology 

50 

GS 

0190 

General  Anthropology 

50 

GS 

0193 

i  Archeology 

50 

GS 

1015 

i  Museum  Curator 

50 

GS 

1420" 

!  Archivist 

5E 

DOD 

5E 

•  Psychoiogists 

5E 

USA-COMM 

39A 

i  Psychological  Operations  or  civil  affairs,  general 

5E  i 

USA-COMM 

39B 

1  Psychological  Operations 

5E . 

USA-COMM 

39X 

!  Psychological  Operations,  and  Civil  Affairs,  Designated 

5E 

USAF 

61  SIB 

§  Scientist,  Behavioral 

5E 

USAF  ieiSSB 

!  Scientist,  Behavioral 

SF 

DOD 

5F 

iLegai 

5F 

usa-comm’ 

55A 

iJudge  Advocate,  General 

5F 

USA-COMM 

55B  ( 

Military  Judge 

5F 

USA-WO 

550A  1 

Legal  Administrator 

5F  ! 

USN-PRIM 

250y 

pUudge  Advocate  General  Corps 

5F  i 

USN-PRIM 

655y 

piLDO  -  Judge  Advocate  General  Corps 

5F 

USN-SEC 

1201 

Military  Justice  (Advanced)  1 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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3 
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5F 

USN-SEC 

1203  1 

International  Law 

5F 

USN-SEC 

1204  1 

Taxation 

5F 

USN-SEC 

1205 

1 

Health  Care  Law 

5F 

USN-SEC 

1206 

Labor  Law 

5F 

USN-SEC  1 

1207 

Environmental  Law 

5F 

USN-DUTY  i 

2505 

1 

General  Attorney 

5F 

"■  '  ■  t 

USN-DUTY  I 

2510 

Administrative  Law  Attorney 

5F  ■  'l  1 

USN-DUTY  1 

2515 

; 

Admiralty  Attorney 

5F 

USN-DUTY  1 

2517 

Appellate  Military  Judge 

5F  i 

USN-DUTY  1 

2518 

' 

Appellate  Counsel 

5F  1 

i 

USN-DUTY  1 

2520 

Claims  Attorney 

5F  = 

USN-DUTY  ‘  ! 

2525  " 

Acquisition/Procurement  Attorney 

5F  j 

USN-DUTY 

2529 

International  Law  Attorney 

5F  1 

. : 

USN-DUTY  1 

2530 

Legislative  Counsel 

5F  i 

USN-DUTY  ! 

2535 

Legal  Assistance  Attorney 

5F 

usn-dutV  1 

2:554 

Military  Judge,  General  Courts-Martial 

5F  i 

USN-DUTY 

2556 

Military  Judge,  Special  Courts-Martial 

'5F  '  i 

USN-DUTY 

2557 

Trial  Counsel 

5F 

USN-DUTY  1 

2558 

Defense  Counsel 

bF 

USN-DUTY 

2591 

Legal  Officer  . . 

5F  1 

USN-DUTY 

2592 

Military  Justice  Management  Officer 

5F  1 

USMC 

4401 

Student  Judge  Advocate 

5F  i 

. 

USMC 

4402 

Judge  Advocate 

5F 

USMC 

4430 

Legal  Administrative  Officer 

USMC 

9683 

Master  of  International  Law 

"sf” . 

USMC 

9684 

Master  of  Environmental  Law 

5F 

USMC 

9685 

Master  of  Labor  Law 

5F 

iUSMC 

9686 

1  Master  of  Procurement  Law  1 

5F 

'lUSMC 

9687 

Master  of  Criminal  Law 

5F 

IUSMC 

9688 

Master  of  Law  (General) 

__ 

;USAF 

51J1 

Judge  Advocate  . 

5F 

jUSAF 

51J3 

Judge  Advocate 

5F 

USAF 

5134 

Judge  Advocate 

5F 

lUSAF 

92J0 

Nondesiqnated  Lawyer 

5F 

USCG-COMM 

04 

Legal  . 

5F 

GS 

0095 

Foreign  Law  Specialist 

5F 

GS 

0904 

Law  Clerk 

5F 

GS 

0905 

General  Attorney 

5F 

. . . 

GS 

0920 

b 

Estate  Tax  Examining 

5F 

GS 

0930 

b 

Hearings  &  Appeals 

5F 

GS 

0958 

b 

Pension  Law  Specialist 

5F 

GS 

0987 

b 

Tax  Law  Specialist 

I'f  'i 

GS 

1210 

b 

Copyright 

5F 

GS 

1220 

b 

i  Patent  Administration 

5F 

GS 

1221 

1  Patent  Adviser 

5F 

GS 

1222 

Patent  Attorney 

If 

GS  " 

1223 

b 

i  Patent  Classifying 

5F 

GS 

1224 

b 

Patent  Examining 

5F 

GS 

1226 

b 

Design  Patent  Examining 

5G 

IDOD 

SG 

1  Chapiains 

5G 

USA  COMM 

56A 

iCommand  &  Unit  Chaplain 

5G 

■USA-COMM 

56D 

iCIinical  Pastoral  Educator 

5G 

USN-PRIM 

41  Oy 

P 

:  Chaplin  Corps 

5G 

USN-DUTY ' 

3701 

iChaplain 

5G 

USN-DUTY 

3740 

!  Supervisory  Chaplain 

5G 

USN-DUTY 

3745 

iForce  Chaplain 

5G 

USN-DUTY 

3750 

iCIaimant  Chaplain 

5G 

USAF 

52R1 

iChaplain 

5G 

USAF 

52R1A 

Chaplain,  Protestant 

5G 

USAF 

52R1B 

iChaplain,  Buddist 

5G 

USAF 

52R1C 

iChaplain,  Roman  Catholic 

5G 

USAF 

52R1D' 

Chaplain,  Jewish 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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5G 

USAF 

52R1E 

iChaplain,  Orthodox 

5G 

USAF 

52R1F 

iChaplain,  Muslim 

5G 

USAF 

52R3 

iChaplain 

5G 

USAF 

52R3A 

iChaplain,  Protestant 

5G 

USAF 

52R3B 

iChaplain,  Buddist 

5G 

USAF 

52R3C 

iChaplain,  Roman  Catholic 

5G 

USAF 

52R3D 

IChaplain,  Jewish 

5G 

USAF 

52R3E 

iChaplain,  Orthodox 

5G 

USAF 

52R3F 

IChaplain,  Muslim 

5G 

USAF 

52R4 

iChaplain 

5G 

GS 

0060 

iChaplain 

5J 

DOD 

SJ 

\ Mathematicians  and  Statisticians 

5J 

USA-COMM 

49  a' 

i  Operations  Research,  General 

5J 

USA-COMM 

49B 

iOperations  Research,  Personnel  _ 

5J 

USA-COMM 

49C 

Operations  Research,  Combat  Operations/Weapon  Systems 

5J 

USA-COMM 

49D 

Operations  Research,  Planning,  Programming  and  Resource  Management 

5J 

USA-COMM 

49E 

Operations  Research,  Test  and  Evaluation 

5J 

USA-COMM 

49W 

Trained,  Operations  Research/System  Analysis  _  . . . 

5J 

USA-COMM 

49X 

Untrained,  Operations  Research/System  Analysis  _  _ _ 

5J 

USN-SEC 

0041 

Applied  Mathematics 

5J 

USN-SEC“" . 

0042 

Operations  Analysis 

5J 

USN-DUTY 

2050 

Mathematics  Research  Officer 

5J 

USN-DUTY 

2085 

Statistical  Data  Analyst 

5J 

USMC 

9650" 

Operations  Analyst 

5J 

USMC 

9652 

Defense  Systems  Analyst 

5J 

USMC 

9670 

Statistics  Officer 

5J 

GS . 

1510 

Actuary 

5J 

GS . . . . 

‘l515 

Operations  Research 

5J  j 

GS"' . 

1520 

Mathematics 

5J 

GS 

1529 

Mathematical  Statistician 

'5J . 

GS 

1530 

Statistician 

"5J . 

GS 

1550 

Computer  Science 

SK 

DOD 

5K 

Educators  and  Instructors 

5K 

USA-COMM 

47A 

USMA,  Permanent  Professor 

"sk 

USA-COMM 

47B 

USMA,  Academy  Professor 

5K 

USN-SEC 

0011 

English 

5K 

USN-SEC 

0012 

History 

5K 

USN-SEC 

1420 

Religious  Education 

5K 

USN-DUTY 

3236 

Ground  School  Instructor 

Tk'  ' 

USN-DUTY 

3240 

Officer  Candidate  Company  Officer 

5K 

USN-DUTY 

3242 

Indoctrination  Training  Officer 

5K 

USN-DUTY 

3245 

Instructor,  General 

5K 

USN-DUTY 

3250 

Instructor,  Technical 

5K 

USN-DUTY 

3251 

Instructor,  Academic  . . 

5K 

USN-DUTY 

3254 

Instructor,  Academic  (Social  Science) 

5K 

USN-DUTY 

3255 

Instructor,  Academic  (Physical  Science) 

5K 

USN-DUTY 

3260 

Instructor,  Engineering 

5K 

USN-DUTY 

3265  s 

Advanced  Command  &  Staff  School  Instructor 

5K 

USN-DUTY 

3270  1 

Instructor,  Naval  Science 

5K 

USN-DUTY 

3271 

Nuclear  Weapons  instructor 

'5K 

USMC 

9602  s 

Education  Officer 

5K 

USMC 

9622 

Chemical  Engineer 

5K 

USAF 

81T0 

Instructor 

5K 

USAF 

81  TOP  5 

Instructor,  Fighter 

5K 

USAF 

81T0Q 

Instructor,  Trainer 

5K 

USAF 

81  TOR 

Instructor,  Bomber 

5K 

iUSAF 

81T0S 

Instructor,  Tanker 

5K 

USAF 

81  TOT 

Instructor,  Strategic  Airlift 

5K 

USAF 

81T0U 

Instructor,  Tactical  Airlift 

5K 

USAF 

81T0V  ! 

Instructor,  Helicopter 

5K 

iUSAF 

81  TOW 

Instructor,  General 

5K 

iUSAF 

82A0  i 

Academic  Program  Manager 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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5K 

mSAF 

82AOP 

Academic  Program  Manager,  Fighter 

5K 

USAF 

82AOQ 

Academic  Program  Manager,  Trainer 

5K 

USAF 

82AOR 

Academic  Program  Manager,  Bomber 

5K 

USAF 

82AOS 

Academic  Program  Manager,  Tanker 

5K 

lUSAF 

82A0T 

Academic  Program  Manager,  Strategic  Airiift 

5K 

USAF 

82AbU 

Academic  Program  Manager,  Tacticai  Airlift 

5K 

USAF 

82AOV 

Academic  Program  Manager,  Flelicopter 

5K 

USAF 

82AOW 

Academic  Program  Manager,  General 

5K 

GS 

1700 

General  Education  and  Training 

5K 

IGS 

1710 

Education  &  Vocational  Training 

5K 

GS 

1712 

Training  Instruction 

5K 

GS 

171B 

b 

Vocational  Rehabilitation 

5K 

GS 

1720 

Education  Program 

5K 

GS 

172B 

b 

Public  Flealth  Educator 

5K 

GS 

1730 

b 

Education  Research 

5K 

GS 

1740 

Education  Services 

5K 

GS 

17B0 

Instructional  Systems 

5L 

DOD 

5L 

Research  and  Daveiopment  Coordinators 

5L 

USA-COMM 

B1A 

Research  &  Development  General 

5L 

USA-COMM 

BID 

Acquisition 

5L 

USN-SEC 

0066 

Combat  Systems  Science  and  Technology 

5L 

USN-DUTY 

2060 

Physical  Sciences  Rese’arch  Officer 

5L 

USN-DUTY 

21BB 

Naval  Sciences  Research  Coordinator/Administrator 

5L 

USN-DUTY 

2190 

Liaison  Officer,  Naval  R&D 

5L 

USN-DUTY 

B980 

Electronics  Research  Administrator 

5L 

USN-DUTY 

6280 

Guided  Missile  Type  Project  Officer  (General) 

5L 

USN-DUTY 

6281 

Guided  Missile  Type  Project  Officer  (Air-Launched) 

"5L . 

USN-DUTY 

6282 

Guided  Missile  Type  Project  Officer  (Ship-Launched) 

5L 

USN-DUTY 

6980 

Weapons  Research  Planning  Officer 

5L 

USN-DUTY 

79B9 

Naval  Engineering  Research  Project  Officer 

5L 

USAF 

60C0 

Program  Director 

5L 

USAF 

62E1G 

Developmental  Engineer,  Project 

5L 

USAF 

62E3G 

Developmental  Engineer,  Project 

"5L 

USAF 

62E4 

Developmental  Engineer 

5L 

USAF 

62E4P 

Developmental  Engineer,  Fighter 

5L 

USAF 

62E4Q' 

Developmental  Engineer,  Trainer 

5L 

USAF 

62E4R 

Developmental  Engineer,  Bomber 

5L  ! 

USAF 

62E4S 

Developmental  Engineer,  Tanker 

5L  1 

USAF 

62E4T 

Developmental  Engineer,  Strategic  Airlift 

5L 

USAF 

62E4U 

Developmental  Engineer,  Tactical  Airlift 

5L 

USAF 

62E4V 

Developmental  Engineer,  Helicopter 

5L 

USAF 

62E4W 

Developmental  Engineer,  General 

“bl 

USCG-COMM 

23 

Research  and  Development 

5M 

DOD 

5M 

Community  Activities  Officers 

5M 

USN-SEC 

1440 

Pastoral  Counseling 

5M 

USN-DUTY 

3320 

Human  Resource  Management  Officer 

5M 

USN-DUTY 

33B0 

Counseling  &  Assistance  Center  Director 

5M 

USMC 

teo 

Human  Resources  Management  Specialist 

5N 

DOD 

SN 

Scientists  and  Professionals,  N.E.C, 

5N 

USN-SEC 

0049 

Operational  Oceanography 

5N 

USN-SEC 

1410  ^ 

Homilectics  and  Liturgy 

BN 

USCG-COMM 

72  i 

Marine  Science  Activities 

BN 

IGS 

0493 

Home  Economics 

BN 

SGS 

0696 

b 

Consumer  Safety 

BN 

GS 

1361 

Navigational  Information 

BN 

GS 

1380 

Forest  Products  Technology 

BN 

GS 

1382 

Food  Technology 

BN 

GS 

1384 

Textile  Technology 

BN 

iGS 

1410 

Librarian 

6 

DOD 

6 

Health  Cara  Officers 

6A 

DOD 

6A 

Physicians 

6A 

mSN-PRIM 

21  Oy 

P 

Medical  Corps 

Footnotes  are  defined  in  the  introductory  materiai. 
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6A 

01 

DOD 

i  6A01 

\Aviation/Aerospaca  Medicine 

6A 

01 

USA-COMM 

61N 

§  Flight  Surgeon 

6A 

01 

USN-SEC 

15A0 

q 

'Aviation  Medicine  i 

6A 

01 

USN-SEC 

15A1 

q  Aerospace  Medicine 

6A 

01 

USN-DUTY 

50110 

^Flight  Surgeon 

6A 

01 

USAF 

548G1 

i  Aerospace  Medicine  Physician 

6A 

01 

sUSAF 

548G1P 

i  Aerospace  Medicine  Physician,  Fighter 

6A 

01 

USAF 

48G1Q 

j  Aerospace  Medicine  Physician,  Trainer 

6A 

01 

5  USAF 

548G1R 

sAerospace  Medicine  Physician,  Bomber 

6A 

01 

USAF 

48G1S 

lAerospace  Medicine  Physician,  Tanker 

6A 

01 

USAF 

!'48G1T 

j  Aerospace  Medicine  Physician,  Strategic  Airlift 

6A 

01 

USAF 

48G1U 

Aerospace  Medicine  Physician,  Tactical  Airlift 

6A 

01 

USAF 

'48G1V 

.Aerospace  Medicine  Physician,  Helicopter 

6A 

01 

USAF 

48G1W 

Aerospace  Medicine  Physician,  General 

6A 

01 

USAF 

48G3 

Aerospace  Medicine  Physician 

6A 

01 

USAF 

48G3P 

Aerospace  Medicine  Physician,  Fighter 

6A 

01 

USAF 

48G3Q 

Aerospace  Medicine  Physician,  Trainer 

6A 

01 

USAF 

48G3R 

Aerospace  Medicine  Physician,  Bomber 

6A 

01 

USAF 

48G3S 

Aerospace  Medicine  Physician,  Tanker 

6A 

01 

USAF 

48G3T 

Aerospace  Medicine  Physician,  Strategic  Airlift 

6A 

01 

USAF 

48G3U 

Aerospace  Medicine  Physician,  Tactical  Airlift 

6A 

01 

USAF 

48G3V 

Aerospace  Medicine  Physician,  Helicopter 

6A 

01 

USAF 

48G3W 

Aerospace  Medicine  Physician,  General 

6A 

01 

USAF 

48P1 

Preventive  Medicine  Specialist 

6A 

01 

USAF 

48P1P 

Preventive  Medicine  Specialist,  Fighter 

6A 

01 

USAF 

48P1Q 

Preventive  Medicine  Specialist,  Trainer 

6A 

01 

USAF 

48P1R  5 

Preventive  Medicine  Specialist,  Bomber 

6A 

01 

USAF 

48P1S  ! 

Preventive  Medicine  Specialist,  Tanker 

6A 

01 

USAF 

48P1T  ! 

Preventive  Medicine  Specialist,  Strategic  Airlift 

6A 

01 

USAF 

48P1U 

Preventive  Medicine  Specialist,  Tactical  Airlift 

6A 

01 

USAF 

48P1V 

Preventive  Medicine  Specialist,  Helicopter 

6A 

01 

USAF 

48P1W 

Preventive  Medicine  Specialist,  General 

6A 

01 

USAF 

48P3 

Preventive  Medicine  Specialist 

6A 

01 

USAF 

48P3P 

Preventive  Medicine  Specialist,  Fighter 

6A 

01 

USAF 

48P3Q 

Preventive  Medicine  Specialist,  Trainer 

6A 

01 

USAF 

48P3R 

Preventive  Medicine  Specialist,  Bomber 

6A 

01 

USAF 

48P3S 

Preventive  Medicine  Specialist,  Tanker 

6A 

01 

USAF 

48P3T 

Preventive  Medicine  Specialist,  Strategic  Airlift 

6A 

01 

USAF 

48P3U 

Preventive  Medicine  Specialist,  Tactical  Airlift 

6A 

01 

USAF 

48P3V 

Preventive  Medicine  Specialist,  Helicopter 

6A 

01 

USAF 

48P3W 

Preventive  Medicine  Specialist,  General 

6A" 

01 

USCG-COMM 

93 

Physician  -  Flight  Surgeon 

6A 

02 

DOD 

6A02 

Allergy  and  Immunology 

6A 

02 

USA-COMM 

60M 

Allergist,  Clinical  Immunologist 

6A 

02 

USN-SEC 

16R1  62B 

q 

Allergy/lmmunologist 

6A 

02 

USN-SEC 

16V0  628 

qi  Allergy/Immunologist 

6  A 

02 

USN-SEC 

16V1  628 

q;  Allergy/Immunologist 

6A 

02 

USAF 

4421 

iAIlergist 

6A 

02 

USAF 

4423 

Allergist 

6A 

03 

DOD 

6A03 

Emergency  Medicine 

6A 

03 

USA-COMM 

62A 

i  Emergency  Physician  | 

6A 

03 

USN-SEC 

16P0 

q 

Emergency  Medicine,  General 

6A 

03 

USN-SEC 

16P1 

q 

Emergency  Medicine,  Subspecialty 

6A 

03 

USN-DUTY 

0109  i 

Emergency  Medical  Specialist 

6A 

03 

USAF 

44E1  1 

J 

Emergency  Services  Physician 

6A 

03 

USAF 

44E1A  i 

Emergency  Services  Physician,  Emergency  Medicine  Specialist 

6A 

03 

USAF 

44E3 

Emergency  Services  Physician 

6A 

03 

USAF 

44E3A  i 

Emergency  Services  Physician,  Emergency  Medicine  Specialist 

&A 

04 

DOD 

6A04 

i  Anesthesiology 

6A  i 

04 

USA-COMM 

60N  ( 

iAnestheslologist 

6A  ! 

04 

USN-SEC 

1580 

q  Anesthesia,  General 

6A  i 

04 

USN-SEC  I 

1581 

_2l 

Anesthesia,  Subspecialty  I 

’  Footnotes  are  defined  in  the  introductory  material 
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6A 

04 

USN-DUTY 

0118 

Anesthesiologist 

6A 

04 

USAF 

45A1 

Anesthesiologist 

6A 

04 

USAF 

45A3 

Anesthesiologist 

6A 

05 

DOD 

6A05 

Executive  Medicine 

6A 

05 

USA-COMM 

60A 

’Operational  Medicine  Officer 

6A 

05 

USAF 

40C0C 

Medical  Commander,  Medical 

6A 

05 

USAF 

44A1 

sChief,  Hospital/Clinic  Services 

6A 

05 

USAF 

44A3 

iChief,  Hospital/Clinic  Services 

6A 

05 

USAF 

44D4 

Pathologist 

6A 

05 

USAF 

44D4A 

Pathologist,  Hematology 

6A 

05 

USAF 

44D4B 

i  Pathologist,  Cytology 

6A 

05 

USAF 

44D4C 

1  Pathologist,  Gynecology 

6A 

05 

USAF 

44D4D 

Pathologist,  Forsenic 

6A 

05 

USAF 

44D4E 

Pathologist,  Neuropathology 

6A 

05 

USAF 

44D4F 

Pathologist,  Pediatrics 

6A 

05 

USAF 

44D4G 

Pathologist,  Transfusion  Medicine 

6A 

05 

USAF 

44D4H 

Pathologist,  Microbiology 

6A 

05 

USAF 

44D4J 

Pathologist,  Immunology 

6A 

05 

USAF 

44D4K 

^Pathologist,  Dermatology 

6A 

05 

USAF 

44E4 

!  Emergency  Services  Physician 

6A 

05 

USAF 

44E4A 

1  Emergency  Services  Physician,  Emergency  Medicine  Specialist 

6A 

05 

USAF 

44F4 

•  Family  Physician 

6A 

05 

USAF 

44G4 

General  Practice  Physician 

6A 

05 

USAF 

44H4 

■  Nuclear  Medicine  Physician 

6A 

05 

USAF 

44K4 

Pediatrician 

6A 

05 

USAF 

44K4A 

Pediatrician,  Adolescent  Medicine 

6A 

05 

USAF 

44K4B 

Pediatrician,  Cardiology 

6A 

05 

USAF 

44K4C 

Pediatrician,  Developmental  Pediatrics 

6A 

05 

USAF 

44K4D 

Pediatrician,  Endocrinology 

6A 

05 

USAF 

44K4E 

Pediatrician,  Neonatology 

6A 

05 

USAF 

44K4F 

Pediatrician,  Gastroenterology 

6A 

05 

USAF 

44K4G 

Pediatrician,  Hematology 

6A 

05 

USAF 

44K4H 

Pediatrician,  Neurology 

6A 

05 

USAF 

44K4J 

Pediatrician,  Pulmonology 

6A 

05 

USAF 

44K4K 

Pediatrician,  Infectious  Diseases 

6A 

05 

USAF 

44K4L 

Pediatrician,  Medical  Genetics 

6A 

05 

USAF 

44K4M 

Pediatrician,  Nephrology 

6A 

05 

USAF 

44M4 

Internist 

6A 

05 

USAF 

44M4A 

Internist,  Oncology 

6A 

05 

USAF 

44M4B 

Internist,  Cardiology 

6A 

05 

USAF 

44M4C 

Internist,  Endocrinology 

6A 

05 

USAF 

'44M4D 

Internist,  Gastroenterology 

6A 

05 

USAF 

44M4E 

Internist,  Hematology 

6A 

05 

USAF 

44M4F 

Internist,  Rheumatology 

6A 

05 

USAF 

44M4G 

Internist,  Pulmonary  Diseases 

6A 

05 

USAF 

44M4H 

Intenist,  Infectious  Diseases 

6A 

05 

USAF 

44M4J 

Internist,  Nephrology 

6A 

05 

USAF 

44N4 

Neurologist 

6A 

05 

USAF 

44P4 

Psychiatrist 

6A 

05 

USAF 

44P4A 

Psychiatrist,  Child  Psychiatry 

6A 

05 

USAF 

44R4 

Diagnostic  Radiologist 

6A 

05 

USAF 

44R4A 

Diagnostic  Radiologist,  Neuroradiology 

6A 

05 

USAF 

44R4B 

Diagnostic  Radiologist,  Special  Procedures 

6A 

05 

USAF 

44S4 

Dermatologist 

6A 

05 

USAF 

44S4A 

Dermatologist,  Dermatologic  Surgery 

6A 

05 

USAF 

44S4B 

Dermatologist,  Dermatopathology 

6A 

05 

USAF 

44T4 

Radiotherapist 

6A 

05 

USAF 

44Y4 

Critical  Care  Medicine 

6A 

05 

USAF 

44Y4A 

Critical  Care  Medicine,  Pediatrics 

6A 

05 

USAF 

44Z4 

Allergist 

6A 

05 

USAF 

45A4 

Anesthesiologist 

6A 

05 

USAF 

45B4 

Orthopedic  Surgeon 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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6A 

05 

USAF 

45B4A 

Orthopedic  Surgeon,  Hand  Surgery 

6A 

05  "  “ 

USAF 

45B4B 

Orthopedic  Surgeon,  Pediatrics 

6A 

05 

USAF 

45B4C 

Orthopedic  Surgeon,  Biomechanical 

6A 

05 

USAF 

45B4D 

Orthopedic  Surgeon,  Sports  Medicine 

6A 

05 

USAF 

45B4E 

Orthopedic  Surgeon,  Spine  Surgery 

6A 

05 

USAF 

45B4F 

Orthopedic  Surgeon,  Oncology 

6A 

_ 

u'saF"' 

45B4G 

Orthopedic  Surgeon,  Replacement  Arthroplasty 

6A 

05 

USAF 

45  E4 

1  Ophthalmologist 

6A 

05 

USAF 

45E4A 

Ophthalmologist,  Oculoplastics 

6A 

05 

USAF 

45E4B 

Ophthalmologist,  Cornea/External  Disease 

6A 

05  USAF 

45E4C 

S  Ophthalmologist,  Glaucoma 

6A 

05 

USAF 

45E4D 

Ophthalmologist,  Neuro-Opthalmology 

6A 

05 

USAF 

45E4E 

i  Ophthalmologist,  Pathology 

6A 

05 

USAF  |45E4F 

1  Ophthalmologist,  Strabismus/Pediatrics 

6A 

05 

USAF 

"45E4G 

1  Ophthalmologist,  Vitreous/Retina 

6A 

05 

USAF 

45G4 

Obstetrician  and  Gynecologist 

6A 

05  |lJSAi= 

45G4A 

Obstetrician  and  Gynecologist,  Endocrinology 

6A 

05 

USAF 

45G4B 

Obstetricran  and  Gynecologist,  Oncology 

6A 

05 

USAF 

45G4'C 

sObstetrician  and  Gynecologist,  Pathology 

6A 

05 . 

USAF 

45G4D 

iObstetrician  and  Gynecologist,  Maternal-Fetal  Medicine 

6A 

05 

USAF 

45N4 

^Otorhinolaryngologist  _  . . 

6A 

05 

USAF 

45P4 

i  Physical  Medicine  Physician 

6A 

05 . 

USAF 

45S4 

jSurqeon 

6A 

05 

USAF 

45S4A 

jSuraeon,  Thoracic 

6A 

05 

USAF 

45S4B 

Surgeon,  Colon  and  Rectal 

6A  . . . 

05 

USAF 

45S4C 

Surgeon,  Cardiac 

6A 

05 

USAF 

45S4D 

Surgeon,  Pediatric 

6A 

05 . 

USAF 

45S4E 

Surgeon,  Peripheral  Vascular 

6A 

05 . 

USAF 

45S4F 

Surgeon,  Neurological 

6A 

05 

USAF 

45S4G 

Surgeon,  Plastic 

6A 

05 

USAF 

“45S4H 

Surgeon,  Oncology 

’  6A  . . 

05 

USAF 

45S4J 

Surgeon,  Multiorgan  Transplant 

6A 

05 

USAF 

45U4 

i  Urologist 

6A 

05 

USAF 

45U4A 

i  Urologist,  Pediatrics 

6A 

05 

USAF 

45U4B 

lUrologist,  Oncology 

6A 

05 

USAF 

45U4C 

1  Urologist,  Kidney  Transplant  Surgeon  . . 

6A 

05 

USAF 

4SA4 

Aerospace  Medicine  Specialist 

6A 

05 

USAF 

48A4P 

i  Aerospace  Medicine  Specialist,  Fighter 

6A 

05 . 

USAF 

48A4Q 

!  Aerospace  Medicine  Specialist,  Trainer  . . 

6A 

05 

USAF 

48A4R 

!  Aerospace  Medicine  Specialist,  Bomber 

6A 

05 

USAF 

48A4S 

Aerospace  Medicine  Specialist,  Tanker 

6A 

05 

USAF 

48A4T 

Aerospace  Medicine  Specialist,  Strategic  Airlift 

6A 

05 

USAF 

48A4U 

lAerospace  Medicine  Specialist,  Tactical  Airlift 

6A 

05 

USAF 

48A4V 

lAerospace  Medicine  Specialist,  Helicopter 

6A 

05 

USAF 

48A4W 

i  Aerospace  Medicine  Specialist,  General 

6A 

0"5 

USAF 

48E4 

jdccupational  Medicine  Specialist 

6A 

05 

USAF 

48E4P 

iOccupational  Medicine  Specialist,  Fighter 

6A 

05 

USAF 

48E4Q 

lOccupational  Medicine  Specialist,  Trainer 

6A 

05 

USAF 

48E4R 

iOccupational  Medicine  Specialist,  Bomber 

6A 

05 

USAF 

48E4S 

^Occupational  Medicine  Specialist,  Tanker 

6A 

05 

USAF 

48E4T 

Occupational  Medicine  Specialist,  Strategic  Airlift 

6A 

05 

USAF 

48E4U 

iOccupational  Medicine  Specialist,  Tactical  Airlift 

6A 

05 

USAF 

48E4V 

Occupational  Medicine  Specialist,  Helicopter 

6A 

05 

USAF 

48E4W 

Occupational  Medicine  Specialist,  General 

6A 

05 

USAF 

48F4 

Family  Practice  Specialist 

6A 

05 

USAF 

48F4P 

Family  Practice  Specialist,  Fighter 

6A 

05 

USAF 

48F4Q 

Family  Practice  Specialist,  Trainer 

6A 

05 

USAF 

48F4R 

Family  Practice  Specialist,  Bomber 

6A  105 

USAF 

48F4S 

Family  Practice  Specialist,  Tanker 

“BA  105 

USAF 

48F4T 

Family  Practice  Specialist,  Strategic  Airiift 

6A 

05 

USAF 

48F4U 

Family  Practice  Specialist,  Tactical  Airlift 

6A 

05 

USAF 

48F4V 

Family  Practice  Specialist,  Helicopter 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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6A 

05 

USAF 

48F4W 

Family  Practice  Specialist,  General 

6A 

05 

USAF 

48G4 

Aerospace  Medicine  Physician 

6A 

05 

USAF 

48G4P 

Aerospace  Medicine  Physician,  Fighter 

6A 

05 

USAF 

48G4Q 

Aerospace  Medicine  Physician,  Trainer 

6A 

05 

USAF 

48G4R 

Aerospace  Medicine  Physician,  Bomber 

6A 

05 

USAF 

48G4S 

Aerospace  Medicine  Physician,  Tanker 

6A 

05 

USAF 

48G4T 

Aerospace  Medicine  Physician,  Strategic  Airlift 

6A 

05 

USAF 

48G4U 

Aerospace  Medicine  Physician,  Tactical  Airlift 

6A 

05 

USAF 

48G4V 

Aerospace  Medicine  Physician,  Helicopter 

6A 

05 

USAF 

48G4W 

Aerospace  Medicine  Physician,  General 

6A 

05 

USAF 

48P4 

Preventive  Medicine  Specialist 

6A 

05 

USAF 

48P4P 

Preventive  Medicine  Specialist,  Fighter 

6A 

05 

USAF 

48P4Q 

Preventive  Medicine  Specialist,  Trainer 

6A 

05 

USAF 

48P4R 

Preventive  Medicine  Specialist,  Bomber 

6A 

05 

USAF 

48P4S 

Preventive  Medicine  Specialist,  Tanker 

6A 

05 

USAF 

48P4T 

Preventive  Medicine  Specialist,  Strategic  Airlift 

6A 

05 

USAF 

48P4U 

Preventive  Medicine  Specialist,  Tactical  Airlift 

6A 

05 

USAF 

48P4V 

Preventive  Medicine  Specialist,  Helicopter 

6A 

05 

USAF 

48P4W 

Preventive  Medicine  Specialist,  General 

6A 

07 

DOD 

6A07 

Dermatology 

6A 

07 

USA-COMM 

60L 

Dermatologist 

6A 

07 

USN-SEC 

16N0 

q 

Dermatology,  General 

6A 

07 

USN-SEC 

16N1 

q 

Dermatology,  Subspecialty 

6A 

07 

USN-DUTY 

0111 

Dermatologist 

6A 

07 

USAF 

44S1 

Dermatologist 

6A 

07 

USAF 

44S1A 

Dermatologist,  Dermatologic  Surgery 

6A 

07 

USAF 

44S1B 

Dermatologist,  Dermatopathology 

6A 

07 

USAF 

44S3 

Dermatologist 

6A 

07 

USAF 

44S3A 

Dermatologist,  Dermatologic  Surgery 

6A 

07 

USAF 

44S3B 

Dermatologist,  Dermatopathology 

6A 

09 

DOD 

6A09 

General  Medicine 

6A 

09 

USA-COMM 

62B 

Field  Surgeon 

6A 

09 

USN-SEC 

15F0 

q 

General  Medicine 

6A 

09 

USN-DUTY 

0102 

General  Practice  Medical  Officer 

6A 

09 

USAF 

44G1  I 

General  Practice  Physician 

6A 

09 

USAF 

44G3 

General  Practice  Physician 

6A 

09 

USAF 

45B1D 

^  Orthopedic  Surgeon,  Sports  Medicine  | 

6A 

09' 

USAF 

45B3D 

Orthopedic  Surgeon,  Sports  Medicine 

6A 

09 

USCG-COMM 

91 

Physician 

6A 

09 

GS 

0602 

Medical  Officer 

6A 

11 

DOD 

6A11 

Family  Practice 

6A 

11 

USA-COMM 

61H 

•  Family  Physician 

6A 

11 

USN  SEC 

1600 

qi Family  Practice,  General 

6A 

11 

USN-SEC 

1601 

qiFamily  Practice,  Subspecialty 

6A 

11 

USN-DUTY 

0108 

I  Family  Practitioner 

6A 

11 

USAF 

44F1 

iFamily  Physician 

6A 

11 

USAF 

44F3 

!  Family  Physician 

6A 

13 

DOD 

6A13 

!  Neurology 

6A 

13 

USA-COMM 

60R 

■  Child  Neurologist 

6A 

13 

USA-COMM 

60V 

Neurologist  | 

6A 

13 

USN  SEC 

16T0 

qi  Neurology,  General 

6A 

13 

USN-SEC 

16T1 

q  Neurology,  Subspecialty 

6A 

13 

USN-DUTY 

0121 

Neurologist 

6A 

13 

USAF 

44N1 

Neurologist 

6A 

13 

USAF 

44N3 

iNeurologist  | 

6A 

15 

DOD 

6A1S 

Obstetrics  and  Gynecology 

6A 

15 

USA-COMM 

60J 

Obstetrician  &  Gynecologist 

6A 

15 

USN-SEC 

15E0 

qi  Obstetrics/Gynecology,  Genera! 

6A 

15 

USN-SEC 

15E1 

qi  Obstetrics/Gynecology,  Subspecialty 

6A 

15 

USN-DUTY 

0229 

Obstetrician-Gynecologist 

6A 

15 

USAF 

45G1 

Obstetrician  and  Gynecologist 

6A 

15 

USAF 

45G1A 

Obstetrician  and  Gynecologist,  Endocrinology 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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6A 

15 

USAF 

45G1B 

Obstetrician  and  Gynecologist,  Oncoiogy 

6A 

15 

USAF 

45G1C 

i  Obstetrician  and  Gynecologist,  Pathology 

6A 

15 

USAF  " 

45G1D 

!  Obstetrician  and  Gynecologist,  Maternal-Fetal  Medicine 

6A 

15 

USAF 

45G3 

!  Obstetrician  and  Gynecologist 

6A 

15 

USAF 

45G3A 

iObstetrician  and  Gynecologist,  Endocrinology 

6A 

15 

USAF 

45G3B 

i  Obstetrician  and  Gynecologist,  Oncology 

6A 

15 

USAF 

45G3C 

IObstetrician  and  Gynecologist,  Pathology 

6A 

15 

USAF 

45G3D 

Obstetrician  and  Gynecologist,  Maternal-Fetal  Medicine 

6A 

17 

DOD 

6A17 

Ophthalmology 

6A 

17 

USA-COMM 

BOS 

!  Ophthalmologist 

6A 

17 

USN-SEC 

15G0 

qiOphthalmology,  General 

6A 

17 

USN-SEC 

15G1 

qlOpthalmoiogy,  Subspecialty 

6A 

17 

USN-DUTY 

0234 

iOphthalmologist 

6A 

17 

USAF 

45E1 

iOphthalmologist 

6A 

17 

USAF 

45E1A 

iOphthalmologist,  Oculoplastics 

6A 

17 

USAF 

45E1B 

iOphthalmologist,  Cornea/External  Disease 

6A 

17 

USAF 

45E1C 

Ophthalmologist,  Glaucoma 

6A 

17 

USAF 

45E1D 

Ophthalmologist,  Neuro-Opthalmology 

6A 

17 

USAF 

45E'iE 

Ophthalmologist,  Pathology 

6A 

17 

USAF 

45E1F 

Ophthalmologist,  Strabismus/Pediatrics 

6A 

17 

USAF 

45E1G 

Ophthalmologist,  Vitreous/Retina 

6A 

17 

USAF 

'45E3 

Ophthalmologist 

6A 

17 

USAF 

45E3A 

Ophthalmologist,  Oculoplastics 

6A 

17 

USAF 

45E3B 

Ophthalmologist,  Cornea/External  Disease 

6  A 

17 

USAF 

45E3C 

Ophthalmologist,  Glaucoma 

6A 

17 

USAF 

45E3D 

Ophthalmologist,  Neuro-Opthalmology 

6A 

17 

USAF 

45'E3E 

Ophthalmologist,  Pathology 

6A 

17 

USAF 

45E3F  • 

Ophthalmologist,  Strabismus/Pediatrics 

6A 

17 

USAF 

45E3G 

Ophthalmologist,  Vitreous/Retina 

6A 

19 . 

DOD 

6A19 

Otorhinolaryngology 

6A 

19 

USA-COMM 

60T 

Otolaryngologist 

6A 

19 

USN-SEC 

1510 

qiOtolaryngology,  General 

6A 

19 

USN-SEC 

1511 

q  Otolaryngology,  Subspecialty 

6A 

19 

USN-DUTY 

0249 

i  Otolaryngologist 

'6A 

19 

USAF 

45N1 

1  Otorhinolaryngologist 

6A 

19 

USAF 

45N3 

i  Otorhinolaryngologist 

64 

20 

DOD 

6A20 

iPathology 

6A 

20 

USA-COMM 

61U 

!  Pathologist 

6  A  <20 

USN-SEC 

15M0 

q:  Pathology,  General 

6A 

20 

USN-SEC 

15M1 

q  Patholoby,  Subspecialty 

o 

CM 

< 

CO 

USN-DUTY 

0150 

Pathologist  1 

6A 

20 

USAF 

44D1 

Pathologist 

6A 

20 

USAF 

44D1A 

i  Pathologist,  Hematology 

6A 

20 

USAF 

44D1B 

Pathologist,  Cytology 

6A 

20 

USAF 

44D1C 

Pathologist,  Gynecology 

6  A 

20 

USAF 

44D1D 

Pathologist,  Forensic 

6A 

20 

USAF 

44D1E 

Pathologist,  Neuropathology 

6A 

20 

USAF 

44D1F 

Pathologist,  Pediatric 

6A 

20 

USAF 

44D1G 

Pathologist,  Transfusion  Medicine 

6A 

20 

USAF 

44D1H 

Pathologist,  Microbiology 

6A 

20 

USAF 

44D1J 

Pathologist,  Immunology 

6A 

20 

USAF 

44D1K 

Pathologist,  Dermatology 

6A 

20 

USAF 

44D3 

Pathologist 

6A 

20 

USAF 

44D3A 

Pathologist,  Hematology 

6A 

20 

USAF 

44D3B 

Pathologist,  Cytology 

6A 

20 

USAF 

44D3C 

Pathologist,  Gynecology 

6A 

20 

USAF 

44D3D 

Pathologist,  Forensic 

6A 

20 

USAF 

44D3E 

Pathologist,  Neuropathology 

6A 

20 

USAF 

44D3F 

Pathologist,  Pediatric 

6  A 

20 

USAF 

44D3G 

Pathologist,  Transfusion  Medicine 

6A 

20 

USAF 

44D3H 

Pathologist,  Microbiology 

6A 

20 

USAF 

44D3J 

Pathologist,  Immunology 

'  Footnotes  are  defined  in  the  introductory  material. 
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6A 

20 

USAF 

44D3K 

Pathologist,  Dermatology 

6A 

21 

DOD 

6A21 

Pediatrics 

6A 

21 

USA-COMM 

SOP 

Pediatrician 

6A 

21 

USA-COMM 

60Q 

Pediatric  Cardiologist 

6A 

21 

USN-SEC 

16V0 

q 

Pediatrics,  General 

6A 

21 

USN-Sr" 

16V1 

q 

Pediatrics,  Subspecialty 

6A 

21 

USN-DUTY 

0105 

Pediatrician 

6A 

21 

USAF 

44K1 

Pediatrician 

6A 

21 

USAF 

44K1A 

Pediatrician,  Adolescent  Medicine 

6A  ' 

21 

USAF 

44K1B 

Pediatrician,  Cardiology 

6A 

21 

USAF 

44K1C 

Pediatrician,  Developmental  Pediatrics 

6A 

21 

USAF 

44K1D 

Pediatrician,  Endocrinology 

6A 

21 

USAF 

44K1E 

Pediatrician,  Neonatology 

6A 

21 

USAF 

44K1F 

Pediatrician,  Gastroenterology 

6A 

21 

USAF 

44K1G 

Pediatrician,  Hematology 

6A 

21 

USAF 

44K1H 

Pediatrician,  Neurology 

6A 

21 

USAF 

44K1J 

Pediatrician,  Pulmonology 

6A 

21 

USAF 

44K1K 

Pediatrician,  Infectious  Diseases 

6A 

21 

USAF 

44K1L 

Pediatrician,  Medical  Genetics 

6A 

21 

USAF 

44K1M 

Pediatrician,  Nephrology 

6A 

21 

USAF 

44K3 

Pediatrician 

6A 

21 

USAF 

44K3A 

Pediatrician,  Adolescent  Medicine 

6A 

21 

USAF 

44K3B 

Pediatrician,  Cardiology 

6A 

21 

USAF 

44K3C 

Pediatrician,  Developmental  Pediatrics 

6A 

21 

USAF 

44K3D 

Pediatrician,  Endocrinology 

6A 

21 

USAF 

44K3E 

Pediatrician,  Neonatology 

6A 

21 

USAF 

44K3F 

Pediatrician,  Gastroenterology 

6A 

21 

USAF 

44K3G 

Pediatrician,  Hematology 

6A 

21 

USAF 

44K3H 

Pediatrician,  Neurology 

6A 

21 

USAF 

44K3J 

Pediatrician,  Pulmonology 

6A 

21 

USAF 

44K3K 

Pediatrician,  Infectious  Diseases 

6A 

21 

USAF 

44K3L 

Pediatrician,  Medical  Genetics 

6A 

21 

USAF 

44K3M 

Pediatrician,  Nephrology 

6A 

21 

USAF 

44Y1A 

Critical  Care  Medicine,  Pediatrics 

6A 

21 

USAF 

44Y3A 

Critical  Care  Medicine,  Pediatrics 

6A 

22 

DOD 

6A22 

Physical  Medicine 

6A 

22 

USA-COMM 

61P 

Physiatrist 

6A 

22 

USN-SEC 

15L0 

q 

Physical  Medical  and  Rehabilitation,  General 

6A 

22 

USN-SEC 

15L1 

q 

Physical  Medical  and  Rehabilitation,  Subspecialty 

6A 

22' 

USAF 

45P1 

Physical  Medicine  Physician 

6A 

22 

USAF 

45P3 

Physical  Medicine  Physician 

6A 

22 

USCG-COMMi92 

Physician  -  Psychiatrist 

6A 

23 

DOD 

6A23 

Preventive  Medicine 

6A 

23 

USA-COMM 

60C 

Preventive  Medicine  Officer 

6A 

23 

USA-COMM 

60D  i 

Occupational  Medicine  Officer 

6A 

23 

USN-SEC 

15K0 

q  Preventive  Medicine,  General 

6A 

23 

USN-SEC 

15K1 

q 

Preventive  Medicine,  Subspecialty 

6A 

23 

USN-SEC 

15K2 

qiOccupational  Medicine,  General 

6A 

23 

USN-DUTY 

0160 

Preventive  Medicine  Officer 

6A 

23 

USN-DUTY 

0163 

Preventive  Medicine  Officer  (Aerospace) 

6A 

23 

USN  DUTY 

0166 

Preventive  Medicine  Officer  (Occupational) 

6A 

23 

USN  DUTY 

0169 

Preventive  Medicine  Officer  (Public  Health) 

6A 

23 

USAF 

48A1  1 

Aerospace  Medicine  Specialist 

6A 

23 

USAF 

48A1P 

Aerospace  Medicine  Specialist,  Fighter 

6A 

23 

USAF 

48A1Q 

Aerospace  Medicine  Specialist.  Trainer 

6A 

23 

USAF 

48A1R  i 

Aerospace  Medicine  Specialist,  Bomber 

6A 

23 

USAF 

48A1S  ^ 

Aerospace  Medicine  Specialist,  Tanker 

6A 

23 

USAF 

48A1T 

Aerospace  Medicine  Specialist,  Strategic  Airlift 

6A 

23 

USAF 

48A1U 

Aerospace  Medicine  Specialist,  Tactical  Airlift 

6A 

23 

USAF 

48A1V  i 

Aerospace  Medicine  Specialist,  Helicopter 

6A 

23 

USAF 

48A1W  1 

Aerospace  Medicine  Specialist,  General 

6A 

23 

USAF 

48A3 

Aerospace  Medicine  Specialist 

Footnotes  are  defined  in  the  introductory  material. 
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6A 

23 

USAF 

48A3P 

Aerospace  Medicine  Specialist,  Fighter 

6A 

23 

USAF 

48A3Q 

Aerospace  Medicine  Specialist,  Trainer 

6A 

23 

USAF 

48A3R 

Aerospace  Medicine  Specialist,  Bomber 

6A 

23 

USAF 

48A3S 

Aerospace  Medicine  Specialist,  Tanker  _ 

6A 

23 

USAF 

48A3T 

Aerospace  Medicine  Specialist,  Strategic  Airlift 

6A 

USAF 

48A3U 

Aerospace  Medicine  Specialist,  Tactical  Airlift 

6A 

23 

USAF  “ 

48A3V 

Aerospace  Medicine  Specialist,  Helicopter 

"eA . . 

23 

USAF 

48A3W 

Aerospace  Medicine  Specialist,  General 

6A 

23 

USAF 

48E1 

Occupational  Medicine  Specialist 

6A 

23 

USAF 

48E1P 

Occupational  Medicine  Specialist,  Fighter 

'6A  " 

23 

USAF 

48E1Q 

^  Occupational  Medicine  Specialist,  Trainer  . 1 

6  A . 

23 

USAF  ‘ 

48E1R 

Occupational  Medicine  Specialist,  Bomber 

6A 

23 

USAF 

48E1S 

Occupational  Medicine  Specialist,  Tanker  _  _ 

’6A . 

23 

USAF 

48E1T 

Occupational  Medicine  Specialist,  Strategic  Airlift 

. 

23 

USAF 

48E1U 

iOccuoational  Medicine  Specialist,  Tactical  Airlift 

'6A . 

23 

USAF 

48E1V 

'Occupational  Medicine  Specialist,  Helicopter 

6A 

23 

USAF 

48E1W 

'Occupational  Medicine  Specialist,  General 

6A 

23 

USAF 

48E3 

jOccupational  Medicine  Specialist 

6  A . . 

23 

USAF 

48E3P 

i  Occupational  Medicine  Specialist,  Fighter 

eX . 

23 

USAF 

48E3Q 

Occupational  Medicine  Specialist,  Trainer 

6  A . 

23 . 

usaf" 

48E3R 

Occupational  Medicine  Specialist,  Bomber 

6A 

23 

USAF 

48E3S 

Occuoational  Medicine  Specialist,  Tanker 

6A 

23 

USAF 

48E3f 

Occupational  Medicine  Specialist,  Strategic  Airlift 

6A 

23  ' 

USAF 

48E3U 

Occupational  Medicine  Specialist,  Tactical  Airlift 

6A 

23 

USAF 

48E3V 

Occupational  Medicine  Specialist,  Helicopter 

6A 

23 

USAF 

48E3W 

Occuoational  Medicine  Specialist,  General 

6A . 

23 

usaf“ 

48F1 

!  Family  Practice  Specialist  . . 

"6A’ 

23 

USAF 

48F1P 

'Family  Practice  Specialist,  Fighter  . . . 

6A 

23 

usaf” . 

48F1Q 

'Family  Practice  Specialist,  Trainer  _ 

6A 

23 

USAF 

48F1R 

Family  Practice  Specialist,  Bomber 

6A"‘ 

23 

USAF 

48F1S 

Family  Practice  Specialist,  Tanker 

6A 

23 

USAF 

48Flf 

Family  Practice  Specialist,  Strategic  Airlift 

6A 

23 

USAF 

48F1U 

'Family  Practice  Specialist,  Tactical  Airlift 

6A''' 

23"' 

USAF 

48F1V 

Family  Practice  Specialist,  Helicopter 

6A 

23 

USAF 

48F1W 

Family  Practice  Specialist,  General 

6A 

23 

USAF 

48F3 

Family  Practice  Specialist 

6A 

23 

USAF 

48F3P 

'Family  Practice  Specialist,  Fighter 

6A 

23  ' 

USAF 

48F3Q 

Family  Practice  Specialist,  Trainer 

6A 

23 

usaf" 

48F3R 

Family  Practice  Specialist,  Bomber 

6A 

23 

USAF 

48F3S 

Family  Practice  Specialist,  Tanker  .  , 

6A 

23 

USAF 

48F3T 

:  Family  Practice  Specialist,  Strategic  Airlift 

6A 

23 

usaf" 

48F3U 

i  Family  Practice  Specialist,  Tactical  Airlift 

"6A . 

23 

USAF . . 

48F3V 

'Family  Practice  Specialist,  Helicopter 

6A 

23 

USAF 

48F3W 

'Family  Practice  Specialist,  General  . . 

6 A 

24 

DOD 

6A24 

i  Colon  and  Recta!  Surgery 

6  A 

24 

USN-SEC 

^  5CO  6CE 

q 

Colon  and  Rectal  Surgery 

6a”' 

24 

USN-SEC 

15C1  6CE 

q 

Colon  and  Rectal  Surgery 

6A 

24 

USN-DUTY 

0259 

Colon  &  Rectal  Surgeon  . . 

6A 

24 

USAF 

45S1B 

'Surgeon,  Colon  and  Rectal 

6A 

24 

USAF  ' 

45S3B 

'Surgeon,  Colon  and  Rectal  _ 

25 

DOD 

6A25 

iPsvchiatry 

6A 

25 

USA-COMM 

60U 

'Child  Psychiatrist  . 

6A 

25 

USA-COMM 

60W 

1  Psychiatrist 

6A 

25 

USN-SEC  ' 

16X0 

gi  Psychiatry,  General 

6A  “  " 

25 

USN-SEC 

16X1 

gi  Psychiatry,  Subspecialty 

6A 

25  ' 

USN-DUTY 

0115 

'Psychiatrist 

6A 

|25 

USAF 

44P1 

'Psychiatrist 

6A 

[25 

USAF 

44P1A 

'Psychiatrist,  Child  Psychiatry 

6A 

25 

USAF 

44P3 

'Psychiatrist 

6A 

USAF 

44P3A 

i  Psychiatrist,  Child  Psychiatry 

6A . 

27 

DOD 

6A27 

iRadiology 

&K' . 

27 

USA-COMM 

61Q 

'Therapeutic  Radiologist 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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6A 

27 

USA-COMM 

61R 

(Diagnostic  Radiogist 

6A 

27 

USN-SEC 

16y6 

ql  Diagnostic  Radiology 

6A 

27 

USN-SEC 

16Y1 

q  Radiology,  Subspecialty 

6A 

27 

USN-SEC 

16Y2 

q  Radiation  Oncology 

6A 

27 

USN-DUTY 

0131 

Radioiogist  (Diagnostic) 

6A 

27 

USN-DUTY 

0135 

Radiologist  (Therapeutic) 

6A 

27 

USAF 

44R1 

Diagnostic  Radiologist 

6A 

27 

USAF 

44R1A 

Diagnostic  Radiologist,  Neuroradiology 

6A 

27 

USAF 

44R1B 

Diagnostic  Radiologist,  Special  Procedures 

6A 

27 

USAF 

44R3 

L„. 

Diagnostic  Radiologist 

6A 

27 

USAF 

44R3A 

Diagnostic  Radiologist,  Neuroradiology 

6A 

27 

USAF 

44R3B 

Diagnostic  Radiologist,  Special  Procedures 

6A 

27 

USAF 

44T1 

Radiotherapist 

6A 

27 

USAF 

44T3 

Radiotherapist 

6A 

28 

DOD 

6A28 

Nuciear  Medicine 

6A 

28 

USA-COMM 

BOB 

Nuclear  Medical  Officer 

6A 

28 

USN-SEC 

16W0 

qiNuclear  Medicine  | 

6A 

28 

USN-DUTY 

0140 

Nuclear  Medicine  Specialist 

6A 

28 

USAF 

44H1 

Nuclear  Medicine  Physician 

6A 

28  . 

USAF 

44H3 

Nuclear  Medicine  Physician 

6A 

29 

DOD 

6A29 

I  Undersea  Medicine  \ 

6A 

29 

USN-SEC 

16U0 

q 

Undersea  Medicine,  General 

6A 

29 

USN-SEC 

16U1 

q 

Undersea  Medicine,  Subspecialty 

6A 

29 

USN-DUTY 

0107 

Undersea  Medical  Officer 

6A 

30 

DOD 

6A30 

Generai  Surgery 

6A 

30 

USA-COMM 

61J 

General  Surgeon 

6A 

30 

USN-SEC 

15C0 

q 

Surgery,  General 

6A 

30 

USN-SEC 

15C0  62F 

q 

Hand  Surgery 

6A 

30 

USN-SEC 

15C0  6CM 

q 

Trauma  Surgeon 

6A 

30 

USN-SEC 

15C1 

q 

Surgery,  Subspecialty 

6A 

30 

USN-SEC 

15C1  62C 

q 

Critical  Care 

6A 

30 

USN-SEC 

15C1  6CG 

q 

Neurovascular  Neurological  Surgery 

6A 

30 

USN-DUTY 

0214 

General  Surgeon 

6A 

30 

USAF 

45S1 

Surgeon 

6A 

USAF 

45S1J 

Surgeon,  Multiorgan  Transplant 

6A 

30 

USAF 

45S3 

Surgeon 

6A 

30 

USAF 

45S3J 

Surgeon,  Multiorgan  Transplant 

6A 

31 

DOD 

6A31 

Neuroiogicai  Surgery 

6A 

31 

USA-COMM 

61Z 

Neurosurgeon 

6A 

31 

USN-SEC 

15D0 

q 

Neurologic  Surgery,  Generai 

6A 

31 

USN-SEC 

15D1 

q 

Neurologic  Surgery,  Subspeciaity 

6A 

31 

USN-DUTY 

0224 

Neurosurgeon 

6A 

31 

USAF 

45S1F 

Surgeon,  Neurological 

6A 

31 

USAF 

45S3F 

Surgeon,  Neurological 

6A 

32 

DOD 

6A32 

Orthopedic  Surgery 

6A 

32 

USA-COMM 

61M 

Orthopedic  Surgeon 

6A 

32 

USN-SEC 

15H0 

q 

Orthopaedic  Surgery,  General 

6A 

32 

USN-SEC 

15H1 

q 

Orthopaedic  Surgery,  Subspeciaity 

6A 

32  mSN-DUTY  10244 

Orthopedic  Surgeon 

6A 

32 

USAF 

45B1 

lOrthopedic  Surgeon 

6A 

32 

USAF 

45B1A 

iOrthopedic  Surgeon,  Fland  Surgery 

6A 

32 

USAF 

45B1B 

■  Orthopedic  Surgeon,  Pediatrics 

6A 

32 

USAF 

45B1C 

■  Orthopedic  Surgeon,  Biomechanical 

6A 

32 

USAF 

45B1E 

(Orthopedic  Surgeon,  Spine  Surgery 

6A 

32 

USAF  14581 F 

iOrthopedic  Surgeon,  Oncology 

6A 

32 

USAF 

45B1G 

iOrthopedic  Surgeon,  Replacement  Arthroplasty 

6A 

32 

USAF 

45B3 

■Orthopedic  Surgeon 

6A 

32 

USAF 

45B3A 

■  Orthopedic  Surgeon,  Hand  Surgery 

6A 

32 

USAF 

45B3B 

iOrthopedic  Surgeon,  Pediatrics 

6A 

32 

USAF 

45B3C 

iOrthopedic  Surgeon,  Biomechanical 

6A 

32 

USAF 

45B3E 

■  Orthopedic  Surgeon,  Spine  Surgery 

6A 

32 

USAF 

45B3F 

iOrthopedic  Surgeon,  Oncology 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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6A 

32 

USAF 

45B3G 

Orthopedic  Surgeon,  Replacement  Arthroplasty 

6A 

33 

DOD 

6A33 

Piastic  Surgery  _  .  . . 

6A 

33 

USA-COMM 

61L 

Plastic  Surgeon 

6A 

33 

USN-SEC 

1 5C0  6CJ 

Qs  Plastic  Surgery 

6A 

33 

USN-SEC 

15C1  6CJ 

q 

Plastic  Surgery 

6A 

33 

USN-DUTY 

0254 

Plastic  Surgeon 

6A 

33 

USAF 

45S1G 

Surgeon,  Plastic 

6A 

33 

USAF 

45S3G 

Surgeon,  Plastic 

6A 

34 

DOD 

6A34 

Thoracic  and  Cardiac  Surgery 

6A 

34 

USA-COMM 

61K 

Thoracic  Surgeon 

6A 

_ 

USN-SEC  j 

15C0  6CD 

q 

Cardiothoracic  Surgery 

6A 

34 

USN-SEC 

15C1  6CD 

q 

Cardiothoracic  Surgery 

6A 

USN-DUTY 

0264 

Thoracic  &  Cardiovascular  Surgeon 

6A 

34 

USAF 

45S1A 

Surgeon,  Thoracic 

6A 

34 

USAF*""" 

45S1C 

Surgeon,  Cardiac 

6A 

34 

USAF 

45S3A 

Surgeon,  Thoracic 

6A 

34 

USAF 

45S3C 

Surgeon,  Cardiac 

6A 

55 

DOD 

6A35  \ 

Oncology  Surgery 

Ta . . 

35 

USN-SEC 

15C0  6CL 

q 

Surgical  Oncology 

6A 

35~ 

USN-SEC 

15C1  6CL 

q 

Surgical  Oncology 

6A 

35 

USAF 

45S1H 

Surgeon,  Oncology 

6A 

35 

USAF 

45S3H 

Surgeon,  Oncology 

6A 

36 

DOD 

6A36 

Urology 

6A 

36 

USA-COMM 

60K 

Urologist 

6A 

36 

USN-SEC 

15J0 

q 

Urology,  General 

6A 

36 

USN-SEC 

15J1 

q 

Urology,  Subspecialty 

6A 

36 

USN-DUTY 

0269 

Urologist 

6A 

36 

usaf“" 

45U1 

Urologist 

6A 

36 

USAF 

45U1A 

Urologist,  Pediatrics 

6A 

36 

USAF 

45U1B 

Urologist,  Oncology 

6A 

36 

USAF 

45U1C 

Urologist,  Kidney  Transplant  Surgeon 

6A 

36 

USAF 

45U3 

Urologist 

6A 

36 

USAF 

45 0*3 A 

Urologist,  Pediatrics 

6A 

36 

USAF 

45U3B 

Urologist,  Oncology 

6A 

36 

USAF 

45U3C 

Urologist,  Kidney  Transplant  Surgeon 

6A 

37 

DOD^ 

i*  6A37 

Pediatric  Surgery 

6A 

37 

USN-SEC 

15C0  6CH 

q 

Pediatric  Surgery 

6A 

37 

USN-SEC 

15C1  6CH 

q 

Pediatric  Surgery 

6A 

37 

USAF 

45S1D 

L 

Surgeon,  Pediatric 

6A 

37 

USAF 

45S3D 

Surgeon,  Pediatric 

6A 

38 

DOD 

6A38 

Peripheral  Vascular  Surgery 

6A 

38 

USA-COMM 

61W 

Peripheral  Vascular  Surgeon 

6A 

38 

USN-SEC 

15C0  6Ci 

q 

Peripheral  Vascular  Surgery 

"'6A . 

38 

USN-SEC 

15C1  6CI 

q 

Peripheral  Vascular  Surgery 

6A 

38 

USAF 

45S1E 

Surgeon,  Peripheral  Vascular 

6A 

38 

USAF 

45S3E 

Surgeon,  Peripheral  Vascular 

6A 

40 

DOD 

6A40 

Pulmonary  Disease 

6A 

40 

USA-COMM 

60F 

Pulmonary  Disease  Officer 

6A 

40 

USN-SEC 

16R0  6RR 

q 

Pulmonologist 

6A 

40 

USN-SEC 

16R1  6RR 

q 

Pulmonologist 

6A 

40 

USAF 

44M1G 

Internist,  Pulmonary  Diseases 

6A 

40 

USAF  ' 

44M3G 

Internist,  Pulmonary  Diseases 

6A 

41 

DOD 

6A41 

Gastroenterology 

6A 

41 

USA-COMM 

BOG 

Gastroenterologist 

6A 

41 

USN-SEC 

16R0  6RL 

q 

Gastroenterologist 

6A 

41 

USN-SEC 

16R1  6RL 

qi  Gastroenterologist 

6A 

41 

USAF 

44M1D 

!  Internist,  Gastroenterology 

6A 

41 

USAF 

44M3D 

Internist,  Gastroenterology 

6A 

42 

DOD 

6A42 

Cardiology 

6A 

42 

USA-COMM 

BOH 

Cardiologist 

6A 

42 

USN-SEC 

16R0  6RG 

qsCardiology,  General 

6A 

42 

USN-SEC 

16R1  6RG 

qiCardiology,  General 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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6A 

142 

mSAF 

;44M1B 

j  Internist,  Cardiology 

6A 

^42 

iUSAF 

I44M3B 

i  Internist,  Cardiology 

6A 

*3 

DOD 

i  6A43 

iNephroiogy 

6A 

43 

iUSA-COMM 

jeiA 

!  Nephrologist 

6A 

43 

USN-SEC 

(16Fi0  6RQ 

qlNephroiogy 

6A 

43 

lUSN-SEC 

16R1  6RQ 

qiNephroiogy 

6A 

43 

iUSAF 

!44M1J 

1  Internist,  Nephrology 

6A 

43 

;USAF 

i44M3J 

hnternist.  Nephrology 

6A 

44 

DOD 

6A44 

\Hematoiogy  and  Oncoiogy 

6A 

144 

mSA-COMM 

61B 

jMedical  Oncologist/Hematologist 

6A 

i44 

mSN-SEC 

16R0  6RN 

q|  Hematologist 

6A 

44 

i  USN-SEC 

16R1  6RN 

qi  Hematologist 

6A 

44 

iUSAF 

44M1A 

!  Internist,  Oncology 

6A 

!44 

SUSAF 

44M1E 

!  Internist,  Hematology 

6A 

i44 

USAF 

44M3A 

i  Internist,  Oncology 

6A 

44 

IUSAF 

■44M3E 

1  Internist,  Hematology 

6A 

45 

DOD 

6A4S 

1  Endocrinoiogy 

6A 

45 

USA-COMM 

61C 

!  Endocrinologist 

6A 

45 

mSN-SEC 

16R0  6RK 

Endocrinologist 

6A 

45 

!  USN-SEC 

■16R1  6RK 

q 

Endocrinologist 

6A 

45 

mSAF 

44M1C 

Internist,  Endocrinology 

6A 

45 

-USAF 

44M3C 

Internist,  Endocrinology 

6A 

46 

DOD 

6A46 

Rheumatoiogy 

6A 

46 

i  USA-COMM 

61D 

1  Rheumatologist 

6A 

46 

j  USN-SEC 

16R0  6RS 

q' Rheumatologist 

6A 

46 

USN-SEC 

16R1  6RS 

qi  Rheumatologist 

6A 

46 

iUSAF 

44M1F 

j  Internist,  Rheumatology 

6A 

46 

■USAF 

44M3F 

Internist,  Rheumatology 

6A 

48 

\d6d 

6A48 

i  Generai  internist 

6A 

48 

1  USA-COMM 

61E 

Clinical  Pharmacologist 

6A 

48 

1  USA-COMM 

6iF 

Internist 

6A 

48 

USN-SEC 

16R0 . j 

q 

Internal  Medicine,  General 

6A 

48 

USN-SEC 

J6R1  .  _ 

q 

Internal  Medicine,  Subspecialty 

6A 

48 

USN-DUTY 

0101 

Internist 

6A 

48 

USAF 

44M1 

Internist 

6A 

48 

USAF 

44M3 

Internist 

6A 

48 

USAF 

44Y1 

Critical  Care  Medicine 

6A 

48 

USAF 

44Y3 

Critical  Care  Medicine 

6A 

49 

DOD 

6A49 

infectious  Disease 

6A 

49 

USA-COMM 

61G 

Infectious  Disease  Officer 

6A 

49 

USN-SEC 

16R0  6RP 

q 

Infectious  Disease  Specialist 

6A 

49 

USN-SEC 

16R1  6RP 

q 

Infectious  Disease  Specialist 

6A 

49 

USAF 

44M1H 

Internist,  Infectious  Diseases 

6A 

49 

USAF 

44M3H 

Internist,  Infectious  Diseases 

6A 

77 

DOD 

6A77 

Tropicai  Medicine 

6A 

77 

USN-SEC 

16R0  6RV 

q 

Tropical  Medicine 

6A 

77 

USN-SEC 

16R1  6RV 

q 

Tropical  Medicine 

6C  ! 

DOD 

6C 

<  Dentists 

6C 

USN-PRIM 

220y 

pi  Dental  Corps 

6C 

01 

DOD 

6C01 

‘Executive  Dentistry 

6C 

01 

USA-COMM 

63R 

i  Executive  Dentist 

6C  i 

01 

USAF 

40C0D 

i  Medical  Commander,  Dental 

6C  [ 

01 

GS 

0680 

i  Dental  Officer 

6C  i 

02 

DOD  I 

6C02 

‘Endodontics 

6C  ; 

02 

USA-COMM  1 

63E 

Endodontist 

6C  1 

02 

USN-SEC  1 

1710 

q 

Endodontics 

6C  1 

02 

USN-DUTY  i 

0510 

Endodontist 

6C  i 

02 

USAF  1 

47E1 

Endodontist 

6C  ! 

02 

USAF  1 

47E3 

Endodontist 

6C  ! 

02 

USAF  1 

47E4 

Endodontist 

6C  ! 

03 

DOD  1 

6C03 

Orai  Pathology 

6C  5 

03  i 

USA-COMWf  1 

63P 

iOral  Pathologist 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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6C 

03 

USN-SEC 

1745 

alOral  Medicine/Oral  Diagnosis 

6C 

03 

USN-SEC 

1780 

giOral  Pathology 

6C 

03 

USN-DUTY 

0545 

Oral  Diagnostician 

6C 

03 

USN-DUTY 

0580 

Oral  Pathologist  . 

6C 

03 

USAF 

47D1 

Oral  Pathologist 

'&C 

03 

USAF 

47D3 

Oral  Pathologist 

6C' 

03 

USAF 

47D4 

Oral  Pathologist 

6C 

04 

DOD 

6C04 

Ora!  Maxillofacial  Surgery 

6C 

04 

USA-COMM 

63N 

Oral  and  Maxillofacial  Surgeon 

6C . 

04 

USN-SEC 

1750 

q 

Oral  Surgery 

6C 

04 

USN-DUTY 

0550 

Oral  Maxillofacial  Surgeon 

6C 

04 

USAF 

47S1 

Oral  and  Maxillofacial  Surgeon 

6C 

04 

usaf” . 

47S3 

Oral  and  Maxillofacial  Surgeon 

6C 

04 

USAF 

47S4 

Oral  and  Maxillofacial  Surgeon 

6C 

05 

DOD 

6C05 

Orthodontics  _  „  ,  „  . . . . 

6C 

05 

USA-COMM 

63M 

Orthodonist 

6C 

05 

USN-SEC 

1735 

q 

Orthodontics 

6C 

05 

USN-DUTY 

0535 

Orthodontist  . 

6C ' 

6C 

05 

USAF 

47B1 

Orthodontist  . 

05 

USAF 

47B3 

Orthodontist  . . . 

6C 

05' 

USAF 

47B4 

Orthodontist  . 

6C 

06 

DOD 

6C06 

Pedodontics 

6C 

6C 

06 

USA-COMM 

63K 

Pediatric  Dentist 

06 

USN-SEC 

1795 

q 

Pedodontics 

6C 

06 

USN-DUTY 

0579 

Pedodontist  . . 

6C 

06 

USAF 

47K1 

Pediatric  Dentist  _ 

6C 

6C 

06  “  " 

usaf' 

47K3 

Pediatric  Dentist  . 

06 

USAF 

47K4 

Pediatric  Dentist  .  .  „„  . . 

6C 

07 

DOD 

6007 

Periodontics 

6C 

07 

usa'-comm 

63D 

Periodontist  . . . 

6C 

6C 

07 

USN-SEC 

1760' 

q 

Periodontics  .  . .  . 

07 

USN-DUTY 

0560 

Periodontist 

6C 

07 

USAF 

47H1 

Periodontist  . 

6C 

07 

USAF 

47H3 

Periodontist  . 

6C 

07 

usaf' 

47H4 

Periodontist  . 

6C 

08 

DOD 

6008 

Prosthodontics  . . . .  ,  _ 

6C 

08 

USA-COMM 

63F 

Prosthodontist 

6C 

08 

USN-SEC 

1730 

q 

Maxillofacial  Prosthetics  . 

6C 

08 

USN-SEC 

1769 

q 

Prosthodontics 

6C 

08 

USN-DUTY 

0530 

Maxillofacial  Prosthetist  .  . 

6C 

08 

08 

USN-DUTY 

0569 

Prosthodontist  . 

6C 

USAF 

47P1 

iProsthodontist  . . 

6C 

08 

USAF 

47P3 

iProsthodontist  . 

6C . 

08' 

USAF 

47P4 

iProsthodontist  . . . .  , 

6C 

09 

DOD 

6009 

1  Public  Health 

6C 

09 

USA-COMM 

63H 

i  Public  Health  Dentist  . . . 

6C 

09 

USN  SEC 

1775 

q 

Public  Health  Dentistry 

6C 

09 

USN-DUTY 

0575 

Public  Health/Preventive  Dentistry  Officer 

6C 

10 

DOD 

6010 

Oomprehensive  _  _ 

6C 

10 

USA-COMM 

63B 

Comprehensive  Dentist 

6C 

10 

USN-SEC 

1725 

q 

Comprehensive  Dentistry 

6C 

10 

USN-SEC 

1740 

q 

Operative  Dentistry 

6C 

10 

USN-DUTY 

0340 

Operative  Dentist 

6C 

10 

USN-DUTY 

0525 

Comprehensive  Dentist 

6C 

10 

USAF 

47G1A 

Dentist,  Comprehensive 

6C 

10 

USAF 

47G3A 

Dentist,  Comprehensive 

6C 

10 

USAF 

47G4A 

Dentist,  Comprehensive 

6C 

11 

DOD 

6011 

General  Dentistry 

6C 

11 

USA-COMM 

63A 

General  Dentist 

6C 

11 

USN-SEC 

1700 

qj  Dentistry  (General) 

6C 

i1 . 

USN-SEC 

1720 

q 

Dental  Education  Programs 

6C 

Ti 

USN-SEC 

1785 

asTemporomandibullar  Disorders 

^  Footnotes  are  defined  in  the  introductory  material. 
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6C 

ill 

USN-SEC 

:  q:  Dental  Science  and  Research 

6C 

ill 

iUSN-DUTY 

i0335 

Dental  Officer  General  Practitioner 

6C 

ill 

iUSAF 

4701 

■  Dentist 

6C 

11 

USAF 

4701 B 

■  Dentist,  Advanced  Clinical 

6C 

11 

iUSAF 

4701C 

■  Dentist,  General  Clinical 

6C 

11 

USAF 

4703 

■  Dentist 

6C 

11 

USAF 

.4703B 

■  Dentist,  Advanced  Clinical 

( 

ill 

USAF 

4703C 

■  Dentist,  General  Clinical 

6C 

ill 

USAF 

;4704 

•Dentist 

6C 

ill 

USAF 

4704B 

■  Dentist,  Advanced  Clinical 

bC 

11 

USAF 

i4704C 

■  Dentist,  General  Clinical 

6C 

j11 

USCG-COMM 

94 

Dentist 

6E 

DOD 

6E 

'Nurses 

6E 

USN-PRIM 

i290y 

•  p  Nurse  Corps  -  General  | 

6E 

101 

DOD 

6E01 

Nursing  Service  Administration 

6E 

■01 

USA-COMM 

‘66N 

Generalist  Nurse 

6E 

*01 

USN-SEC 

'1901 

qiAdmmistration 

6E 

01 

USAF 

46  A 1 

iNursrng  Administrator 

6E 

01 

USAF 

46A3 

Nursing  Administrator 

6E 

01 

USAF 

46A4 

(Nursing  Administrator 

6E 

02 

DOD 

6E02 

iNurse  Anesthetist 

6E 

02 

USA-COMM 

66F 

Nurse  Anesthetist 

6E 

02 

USN-SEC 

1972 

qAnesthesia 

6E 

02 

USN-DUTY 

0952 

Nurse  Anesthetist 

6E 

02 

USAF 

46M1 

Nurse  Anesthetist 

6E 

02 

USAF 

46M3 

Nurse  Anesthetist 

6E 

02 

USAF 

46M4 

■Nurse  Anesthetist 

6E 

03 

DOD 

6E03 

1  Operating  Room  Nurse 

6E 

03 

USA-COMM 

66E 

'Operating  Room  Nurse 

6E 

03 

USN-SEC 

1950 

q  Perioperative  Nursing 

6E 

03 

USN-DUTY 

0932 

Perioperative  Nurse 

6E 

03 

USAF 

46S1 

Operating  Room  Nurse 

6E 

03 

USAF 

46S3 

Operating  Room  Nurse 

6E 

03 

USAF 

46S4 

Operating  Room  Nurse 

6E 

04 

DOD 

6E04 

Nurse  Practitioners 

6E 

04 

USA-COMM 

66H-8E 

Medical  Surgical  Nurse  Practitioner 

6E 

04 

USN-SEC 

1974 

q 

Pediatric  Nurse  Practitioner 

6E 

04 

USN-SEC 

1975 

q 

Adult  Health  Nurse  Practitioner 

6E 

04 

USN-SEC 

1976 

q 

Family  Nurse  Practitioner 

6E 

04 

USN-SEC 

1980 

q 

OB/GYN  Nurse  Practitioner 

6E 

04 

USN-DUTY 

0963 

Primary  Care  Nurse  Practitioner 

6E 

04 

USAF 

46N1A 

Clinical  Nurse,  Women's  Health  Care  Nurse  Practitioner 

6E 

04 

USAF 

46N1B 

Clinical  Nurse,  Pediatric  Nurse  Practitioner 

6E 

04 

USAF 

46N1C 

Clinical  Nurse,  Primary  Care  Nurse  Practitioner 

6E 

04 

USAF 

46N10 

Clinical  Nurse,  Obstetrical 

6E 

04 

USAF 

46N1H 

Clinical  Nurse,  Family  Nurse  Practitioner 

6E 

04 

USAF 

46N3A 

Clinical  Nurse,  Women's  Health  Care  Nurse  Practitioner 

6E 

04 

USAF 

46N3B 

Clinical  Nurse,  Pediatric  Nurse  Practitioner 

6E 

04 

USAF 

46N3C 

Clinical  Nurse,  Primary  Care  Nurse  Practitioner 

6E 

04 

USAF 

46N30 

Clinical  Nurse,  Obstetrical 

6E 

04 

USAF 

46N3H 

Clinical  Nurse,  Family  Nurse  Practitioner 

6E 

04 

USAF 

46N4A 

Clinical  Nurse,  Women's  Health  Care  Nurse  Practitioner 

6E 

04 

USAF 

46N4B 

Clinical  Nurse,  Pediatric  Nurse  Practitioner 

6E 

04 

USAF 

46N4C 

■  Clinical  Nurse,  Primary  Care  Nurse  Practitioner 

6E 

04 

USAF 

46N40 

■  Clinical  Nurse,  Obstetrical 

6E 

04 

USAF 

46N4H 

■  Clinical  Nurse,  Family  Nurse  Practitioner 

6/- 

05 

DOD 

6E05 

,  Nurse  Midwife 

6F 

05 

USA-COMM 

66H-8b 

iNurse  Midwife 

6E 

05 

USN-SE 

1981 

qsNurse  Midwife 

6E 

05 

USAF 

4601 

■  Nurse-Midwife 

6E 

05 

USaF 

4603 

Nurse-Midwife 

6E 

05 

USAF 

4604 

Nurse-Midwife 

’  Footnotes  are  defined  in  the  introductory  material. 
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6E 

06 

DOD 

6E06 

Flight  Nurse  . . . . . . . . 

6E . 

06 

USAF 

46F1 

Flight  Nurse  . . . 

6E 

06 

USAF 

46F3 

Fiic|ht  Nurse  . 

'6E . 

06 

USAF 

46F4 

Flight  Nurse  . . .  _ 

6E 

07 

DOD 

6E07 

Mental  Health  Nursing  . . . . . 

6E 

07 

USA-COMM 

66C 

Psychiatric/Mental  Health  Nurse 

6E 

07 

USN-SEC 

1930 

q 

Psychiatric  Nursing  . 

6E 

07 

USAF 

46P1 

Mental  Health  Nurse  . 

6E 

07 

USAF 

Mental  Health  Nurse,  Mental  Health  Nurse  Specialist 

'6E  ' 

07 

USAF 

46p~. 

Mental  Health  Nurse  _ _ 

6E . 

07 

USAF 

46P3A 

iMental  Health  Nurse,  Mental  Health  Nurse  Specialist  . 

6E . 

07 

USAF 

46P4 . 

Mental  Health  Nurse  .  . . . .  . . 

6E . 

07 

USAF 

46P4A 

Mental  Health  Nurse,  Mental  Health  Nurse  Specialist 

6E 

08 

DOD 

6E68 

Nursing  Education  . . 

6£ 

08 

USN-SEC 

1903 

a!  Education  . . . . . . . . 

6E 

08 

USAF 

46N1D 

Clinical  Nurse,  Staff  Development 

6E 

08 

USAF 

46N3D 

iCIinical  Nurse,  Staff  Development 

6£ 

08 

USAF 

46N4D 

Clinical  Nurse,  Staff  Development  . 

6B 

09 

DOD 

6E09 

General  and  Other  Nurses  .  . 

6£ 

09 

USA-COMM 

66H 

Medical  Surgical  Nurse 

6E 

09 

USN-PRIM 

756v 

WO  -  Technical  Nurse 

6E 

09 

USN-SEC 

1900 

q 

Professional  Nursing 

6E 

09 

USN-SEC 

1910 

q 

Medical/Surqical  Nursing 

6E 

09 

USN-SEC* 

1911 

q 

Medical  Nursing  . . . 

6E 

09 

USN-SEC 

1912 

q 

Surgical  Nursing  . 

6E 

09 

USN-SEC 

1913 

alCardiovascular  Nursing  . 

6E 

0  9 

USN-SEC 

1916 

a'Oncoloqv  Nursing  . . 

6E 

09 . 

USN-SEC 

fl920'” . 

a' Maternal  and  Child  Health 

6E 

0*9 

USN-SEC 

1921 

qlObstetrical  Nursing 

6E 

09 

USN-SEC 

1922 

q' Pediatric  Nursing  . 

6E . 

09 

USN-SEC 

1923 

qi  Newborn  Nursing  . .  . 

6E 

09 

USN-SEC 

1935 

qiOrthopedic  Nursing  . 

6E 

09 

USN-SEC 

1940 

qi  Ambulatory  Care  Nursing  .  . 

6E 

09 

USN-SEC 

1 945 

q 

Emerqency/Trauma  Nursing  _  .  ,  ,  ^  J 

6E 

09 

USN-SEC 

1960 

q;  Critical  Care  Nursing  . 

6E 

09 

USN-SEC 

1961 

qi  Surgical  Intensive  Care  Nursing  . . 

6E 

09 

USN-SEC"  ’ 

1962 

qSMedical  Intensive  Care  Nursing  _ 

6E 

09 

USN-SEC 

1963 

qiCorornarv  Care  Nursing  _ 

6E 

09 

USN-SEC 

1964 

q 

Neonatal  Intensive  Care  Nursing 

6E 

09 . . 

USN-SEC  ' 

1968 

q 

Post  Anesthesia  Nursing 

6E 

09 

USN-DUTY 

0925 

ICIinical  Specialist,  Nursing  . 

6E 

09 

USN-DUTY 

0935 

(Ambulatory  Care  Nurse  . 

6E 

09 

USN-DUTY 

0944 

StaTf  Nurse 

6E . 

09 

USAF 

40C0E 

Medical  Commander,  Nurse  . . 

6E 

09 

USAF 

46N1 

Clinical  Nurse 

6E 

09 

USAF 

46N1F 

Clinical  Nurse,  Neonatal  Intensive  Care 

6E 

09 

USAF 

46N3 

iCIinical  Nurse  . 

6E 

09 

USAF 

46N3F 

iCIinical  Nurse,  Neonatal  Intensive  Care 

6E 

09 

USAF 

46N4 

ICIinical  Nurse  ,  _ 

6E 

09 

USAF 

46N4F 

ICIinical  Nurse,  Neonatal  Intensive  Care 

6E 

09 

GS 

0610 

Nurse 

6E 

09 

GS 

0620 

Practical  Nurse 

6E 

09 

WG 

99096 

biMedical  Services  Officer 

6E 

10 

DOD 

6E10 

.  Critical  Care  Nurse 

6E 

10 

USN-DUTY 

0904 

(Critical  Care  Nurse 

6E 

10 

USAF 

46N1E 

Iciinical  Nurse,  Critical  Care 

6E 

10 

USAF 

46N3E 

iCIinical  Nurse,  Critical  Care 

6E 

10 

USAF 

46N4E 

iCIinical  Nurse,  Critical  Care 

6G 

DOD 

6G 

1  Veterinarians 

6G 

USA-COMM 

64A 

Senior  Veterinarian 

6G 

USA-COMM 

75A 

Field  Veterinary  Service 

6G .  ; 

USA-COMM 

75B 

Veterinary  Preventive  Medicine 

'  Footnotes  are  defined  in  the  introductory  material. 
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6G 

USA-COMM 

75C 

iVeterinary  Laboratory  Animal  Medicine 

6G 

USA-COMM 

S75D 

i 

[Veterinary  Pathology 

6G 

USA-COMM 

75E 

[Veterinary  Microbiology 

6G 

USA  COMM 

75F 

Veterinary  Comparative  Medicine 

6G 

USA-WO 

!640A 

Veterinary  Services  Technician 

6G 

USAF 

K3R1 

[Veterinary  Scientist 

6G 

USAF 

43R1A 

[Veterinary  Scientist,  Toxicology/Pharmacoiogy 

6G 

i  USAF 

.43R1B 

[Veterinary  Scientist,  Radiobiology/Biophysics 

6G 

USAF 

43R1C 

jVetermary  Scientist,  Psychology 

6G 

USAF 

43R1D 

[Veterinary  Scientist,  Physiology/Biochemistry 

6G 

USAF 

‘43R1E 

[Veterinary  Scientist,  Microbiology 

6G 

USAF 

43R3 

[Veterinary  Scientist 

6G 

USAF 

43R3A 

[Veterinary  Scientist,  Toxicology/Pharmacoiogy 

6G 

USAF 

43R3B 

i  Veterinary  Scientist,  Radiobiology/Biophysics 

6G 

USAF 

43R3C 

[Veterinary  Scientist,  Psychology 

6G 

USAF 

43R3D 

[Veterinary  Scientist,  Physiology/Biochemistry 

6G 

USAF 

43R3E 

[Veterinary  Scientist,  Microbiology 

6G 

USAF 

43R4 

[Veterinary  Scientist 

6G 

USAF 

43R4A 

[Veterinary  Scientist,  Toxicology/Pharmacoiogy 

6G 

USAF 

43R4B 

[Veterinary  Scientist,  Radiobiology /Biophysics 

6G 

USAF 

43R4C 

i  Veterinary  Scientist,  Psychology 

6G 

USAF 

43R4D 

(Veterinary  Scientist,  Physiology/Biochemistry 

6G 

USAF 

43R4E 

(Veterinary  Scientist,  Microbiology 

6G 

USAF 

43V1A 

(Veterinary  Clinician,  Surgery 

6G 

USAF 

43V  IB 

(Veterinary  Clinician,  Internal  Medicine 

6G 

USAF 

43V1C 

iVeterinary  Clinician,  Radiology 

6G 

USAF 

43V1D 

[Veterinary  Clinician,  Pathology 

6G 

USAF 

43V1E 

[Veterinary  Clinician,  Laboratory  Animai 

6G 

USAF 

43V3A 

(Veterinary  Clinician,  Surgery 

6G 

iUSAF 

43V3B 

iVeterinary  Clinician,  Internal  Medicine 

6G 

lUSAF 

43V3C 

(Veterinary  Clinician,  Radiology 

6G 

USAF 

43V3D 

Veterinary  Clinician,  Pathology 

6G 

USAF 

43V3E 

Veterinary  Clinician,  Laboratory  Animai 

6G 

USAF 

43V4A 

Veterinary  Clinician,  Surgery 

6G 

USAF 

43V4B 

Veterinary  Clinician,  Internal  Medicine 

6G 

USAF 

43V4C 

Veterinary  Clinician,  Radiology 

6G 

USAF 

43V4D 

Veterinary  Clinician,  Pathology 

6G 

USAF 

43V4E 

Veterinary  Clinician,  Laboratory  Animai 

6G 

GS 

0701 

Veterinary  Medical  Science 

6H 

DOD 

6H 

Biomedical  Sciences  and  Allied  Health  Officers 

6H 

01 

DOD 

6H01 

Audiology  and  Speech 

6H 

01 

USA-COMM 

72C 

Audiology 

6H 

01 

USN-SEC 

1862 

q’Audiology  | 

6H 

01 

USN-DUTY 

0871 

Audiologist 

6H 

01 

USAF 

42N1A 

Audioiogy/Speech  Pathologist,  Audiologist 

6H 

01 

USAF 

42N1B 

Audioiogy/Speech  Pathologist,  Speech 

6H 

01 

USAF 

42N3A 

Audioiogy/Speech  Pathologist,  Audioiogist 

6H 

01 

USAF 

42N3B 

(Audiology/Speech  Pathologist,  Speech 

6H 

01 

USAF 

42N4A 

(Audioiogy/Speech  Pathologist,  Audiologist 

6H 

01 

USAF 

42N4B 

(Audioiogy/Speech  Pathologist,  Speech 

6H  ^ 

01 

USCG-COMM 

99 

lAudioiogy 

6H 

01 

GS 

0665 

Speech  Pathology  &  Audiology 

6H 

02 

DOD 

6H02 

Biomedical  Laboratory  Services 

6H 

02 

USA-COMM 

71A 

Microbiology 

6H 

02 

USA-COMM 

71B 

Biochemistry 

6H 

02 

USA-COMM 

71E 

Clinical  Laboratory 

6H 

02 

USN  SEC 

1810 

q 

Biochemistry 

6H 

02 

USN-SEC 

1811 

qiToxicoiogy 

6H 

02 

USN-SEC  ; 

1815 

qiMicrobioiogy 

6H 

02 

USN-SEC  5 

1816 

q 

Epidemioiogy 

6H 

02 

USN-SEC  j 

1817  i 

q 

Immunoiogy 

6H 

02 

USN-SEC  j 

1819  ! 

qj  Parasitology  | 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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1 

SERVICE  OCC  TITLE 

6H 

02 

USN-SEC 

1821 

q 

Virology 

6H 

02 

USN-SEC 

1865 

q 

Medical  Technology 

6H 

02' 

USN-DUTY 

0840 

Eiochemist 

6H 

02 

USN-DUTY 

0841 

Microbiologist 

6H 

02 

USN-DUTY ' 

0866 

Medical  Technologist 

6H" 

02 

USAF 

4381 

Eiomedical  Scientist 

6H 

02 

USAF 

4381 A 

Eiomedical  Scientist,  Chiropractor 

6H 

02 

USAF 

4383 

Eiomedical  Scientist 

6H 

02 

USAF 

4383A 

Eiomedical  Scientist,  Chiropractor 

6H 

02 

USAF 

4384 

Biomedical  Scientist 

6H 

02 

USAF 

4384A 

Biomedical  Scientist,  Chiropractor 

6H 

02 

USAF 

43T1A 

Biomedical  Laboratory,  Biomedical  Laboratory  Science 

6H 

02 

USAF 

43T18 

Biomedical  Laboratory,  Microbiology 

6H 

02 

USAF 

43T1C 

Biomedical  Laboratory,  Clinical  Chemistry 

6H 

02 

USAF 

43T1D 

Biomedical  Laboratory,  Environmental  and  Industrial  Hygiene  Chemistry 

6H 

02 

USAF 

43T1E 

Biomedical  Laboratory,  Blood  Bank 

6H 

02 

USAF 

43T1F 

Biomedical  Laboratory,  Toxicologist 

6H 

02 

USAF 

43T1G 

Biomedical  Laboratory,  Other 

6H 

02 

USAF 

43T1H 

Biomedical  Laboratory,  Hematology 

6H 

02 

USAF 

43T3A 

Biomedical  Laboratory,  Biomedical  Laboratory  Science 

6H 

02  ' 

USAF 

43T38 

Biomedical  Laboratory,  Microbiology 

6H 

02 

USAF 

43T3C 

Biomedical  Laboratory,  Clinical  Chemistry 

6H 

02 

USAF 

43T3D 

Biomedical  Laboratory,  Environmental  and  Industrial  Hygiene  Chemistry 

6H 

02 

USAF 

43T3E 

Biomedical  Laboratory,  Blood  Bank 

6H 

02 

USAF 

43T3F 

Biomedical  Laboratory,  Toxicologist 

6H 

02 

USAF 

43T3G 

Biomedical  Laboratory,  Other 

6H 

02 

USAF 

43T3H 

Biomedical  Laboratory,  Hematology 

6H 

02 

USAF 

43T4A 

Biomedical  Laboratory,  Biomedical  Laboratory  Science 

6H 

02 

USAF 

43T48 

Biomedical  Laboratory,  Microbiology 

6H 

02 

USAF 

43T4C 

Biomedical  Laboratory,  Clinical  Chemistry 

6H 

02 

USAF 

43T4D 

Biomedical  Laboratory,  Environmental  and  Industrial  Hygiene  Chemistry 

6H . 

02 

USAF 

43T4E 

Biomedical  Laboratory,  Blood  Bank 

6H 

02 

USAF 

43T4F 

Biomedical  Laboratory,  Toxicologist 

6H 

02 

USAF 

43T4G 

Biomedical  Laboratory,  Other 

6H 

02 

USAF 

43T4H 

!6iomedical  Laboratory,  Hematology 

6H 

02 

GS  ■ 

0415 

;Toxicology 

6H 

02 

GS 

0644 

iMedical  Technologist 

6H 

03 

DOD 

6H03 

\Environmentai  Heaith  Services 

6H 

03' 

USA-COMM 

72A 

Nuclear  Medical  Science 

6H 

03 

USA-COMM 

728 

Entomology 

6H 

03 

USA-COMM 

72D 

Environmental  Science 

6H 

03 

USA-COMM 

72E 

Sanitary  Engineer 

6H 

03 

USN-SEC 

1825 

q 

Radiation  Health 

6H 

03 

USN-SEC 

1826 

q 

Radiation  Survey  Ionizing 

6H 

03 

USN-SEC 

1827 

q 

Radiation  Survey  Non-Ionizing 

6H 

03 

USN  SEC 

1828 

q 

Radiation  Specialist 

6H 

03 

USN  SEC 

1850 

q 

Entomology 

6H 

03 

USN-SEC 

1860 

q 

Environmental  Health 

6H 

03 

USN-SEC 

1861 

q 

Industrial  Hygiene 

'6H 

03 

USN-DUTY 

0845 

Radiation  Health  Officer 

6H 

03 

USN-DUTY 

0847 

Radiation  Specialist 

6H 

03 

USN-DUTY 

0860 

Entomologist 

6H 

03 

USN-DUTY 

0861 

Environmental  Health  Officer 

6H 

03 

USN-DUTY 

0862 

Industrial  Hygiene  Officer 

6H 

03 

USAF 

43E1 

Bioenvironmental  Engineer 

6H 

03 

USAF 

43E1A 

Bioenvironmental  Engineer,  General 

6H 

03 

USAF 

43E16 

Bioenvironmental  Engineer,  Industrial  Hygiene 

6H 

03 

USAF 

43EiC 

Bioenvironmental  Engineer,  Medical  Construction 

6H 

03 

USAF 

43E1D 

Bioenvironmental  Engineer,  Environmental 

6H 

03 

USAF 

43E1E 

Bioenvironmental  Engineer,  Architecture 

6H 

03 

USAF 

43E1F 

Bioenvironmental  Engineer,  Biomedical 

6H 

03  ' 

USAF 

43E1G 

Bioenvironmental  Engineer,  Bioenvironmental/Health  Physics 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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6H 

03 

USAF 

43E3A 

iBioenvironmental  Engineer,  General 

6H 

03 

USAF 

43E3B 

iBioenvironmental  Engineer,  Industrial  Hygiene 

6H 

03 

USAF 

43E3C 

iBioenvironmental  Engineer,  Medical  Construction 

6H 

03 

USAF 

43E3D 

iBioenvironmental  Engineer,  Environmental 

6H 

03 

USAF 

43E3E 

IBioenvironmental  Engineer,  Architecture 

6H 

03 

USAF 

I43E3F 

IBioenvironmental  Engineer,  Biomedical 

6H 

03 

USAF 

43E3G 

iBioenvironmental  Engineer,  Bioenvironmental/Health  Physics 

6H 

03 

USAF 

43E4 

Bioenvironmental  Engineer 

6H 

03 

USAF 

43E4A 

Bioenvironmental  Engineer,  General 

6H 

03 

USAF 

43E4B 

Bioenvironmental  Engineer,  Industrial  Hygiene 

6H 

03 

USAF 

43E4C 

Bioenvironmental  Engineer,  Medical  Construction 

6H 

03 

USAF 

43E4D 

Bioenvironmental  Engineer,  Environmental 

6H 

03 

USAF 

43E4E 

Environmental  Engineer,  Architecture 

6H 

03 

USAF 

43E4F 

Bioenvironmental  Engineer,  Biomedical 

6H 

03 

USAF 

43E4G  ! 

Bioenvironmental  Engineer,  Bioenvironmentai/Health  Physics 

6H 

03 

USAF 

43H1 

Public  Health 

6H 

03 

USAF 

43H3 

Public  Health 

6H 

03 

USAF 

43H4 

Public  Health 

6H 

03 

USAF 

43M1 

Medial  Entomologist  ALTY  Summary 

6H 

03 

USAF 

43M3 

Medial  Entomologist  ALTY  Summary 

6H 

03 

USAF 

43M4 

Medial  Entomologist  ALTY  Summary 

6H 

03 

USAF’ 

43Y1 

Health  Physicist 

6H 

03 

USAF 

43Y1A 

Health  Physicist,  Medical 

6H 

03 

USAF 

43Y3 

Health  Physicist 

6H 

03 

USAF 

43Y3A 

Health  Physicist,  Medical 

6H 

03 

USAF 

43Y4 

Health  Physicist 

6H 

03 

USAF 

43Y4A 

Health  Physicist,  Medical 

6H 

03 

USCG-COMM 

96 

Environmental/Occupational  Health 

6H 

03 

GS 

0685 

b 

Public  Health  Program  Specialist 

6H 

03 

GS 

0688 

Sanitarian 

6H 

03 

GS 

0690 

industrial  Hygiene 

6H 

03 

GS 

1306 

Health  Physics 

6H 

04 

DOD 

6H04 

Optometry 

6H 

04 

us'a-comm 

67F 

1  Optometry 

6H 

04 

USN-SEC 

1880 

q:  Optometry 

6H 

04 

USN-DUTY 

0880 

1  Optometrist 

6H 

04 

USAF 

42E1 

i  Optometrist 

6H 

04 

USAF 

42E3 

1  Optometrist 

6H 

04 

USAF 

42E4 

1  Optometrist 

6H 

04 

GS 

0662 

1  Optometrist 

6H 

OS 

DOD 

6H05 

iPharmacy 

6H 

05 

USA-COMM 

67E 

j  Pharmacy 

6H 

05 

USN-SEC 

1887 

qi Pharmacy,  General 

6H 

05 

USN-SEC 

1888 

qi  Pharmacy,  Clinical 

6H 

05 

USN-DUTY 

0887 

!  Pharmacist 

6H 

05 

USAF  143P1 

i  Pharmacist 

6H 

05 

USAF 

43P3 

1  Pharmacist 

6H 

05 

USAF 

43P4 

j  Pharmacist 

6H 

05 

USCG-COMM?  95 

i  Pharmacist 

6H 

05 

GS 

0405 

j  Pharmacology 

6H 

05 

GS 

0660 

I  Pharmacist 

6H 

06 

DOD 

6H06 

iPhysicai  and  Occupationai  Therapy 

6H 

06 

USA-COMM 

65A 

j  Occupational  Therapy 

6H 

06 

USA-COMM 

65B 

J  Physical  Therapy 

6H 

06 

USN-SEC 

1873 

qi  Physical  Therapy 

6H 

06 

USN-SEC 

1874 

qiOccupational  Therapy 

6H 

06 

USN-DUTY 

0873 

Physical  Therapist 

6H 

06 

USN-DUTY 

0874 

Occupational  Therapist 

6H 

06 

USAF 

42B1 

Physical  Therapist 

6H 

06 

USAF 

42B3 

Physical  Therapist 

6H 

06 

USAF 

42B4 

Physical  Therapist 

6H 

06 

USAF  |42T1 

1  Occupational  Therapist  | 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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6H 

06 

USAF 

42T3 

i  Occupational  Therapist 

6H 

06 

USAF 

42T4 

^Occupational  Therapist 

6H 

06 

USCG-C0MM!97 

i  Therapy 

6H 

06 

GS 

0631 

i  Occupational  Therapist 

6H 

06 

GS 

0'633' 

1  Physical  Therapist 

6H 

06 

GS 

0635 

i  Corrective  Therapist  . 

6H 

06  ' 

GS 

0637 

bs  Manual  Arts  Therapist  . . 

6H 

06 

GS 

0638 

8  Recreation/Creative  Arts  Therapist 

6H 

06 

GS 

0639 

bj Educational  Therapist 

6>/ 

07 

DOD 

6H07 

\psychoiogy  and  Sociai  Work 

6H 

07 

USA-COMM 

i  Research  Psychology 

6H 

07 

USA-COMM 

73A 

Social  Work  . 

6H 

07 

USA-COMM 

738 

Clinical  Psychology 

6H 

07 

USN-SEC 

1840 

q 

Clinical  Psychology 

6H 

07 

USN-SEC 

T841 

q 

Child  Psychology 

6H" 

07 

USN-SEC 

1842 

q 

Neuropsychology 

6H 

07 

USN-SEC 

1843 

q 

Medical  Psychology 

6H 

07 

USN-SEC 

1844 

q 

Aerospace  Experimental  Psychology 

’6H 

07 

USN-SEC 

1845 

a?  Research  Psychology 

"6H'" 

07 

USN-SEC 

1870 

q 

Social  Work 

6H 

07 

USN-bUTY 

0851 

^CIlnical  Psychologist 

6H 

07 

USN-DUTY 

0852 

i  Aerospace  Experimental  Psychologist 

6H“‘ 

07 

USN-DUTY 

0854 

i Research  Psychologist 

6H 

07 

USN-DUTY 

0868 

ISocial  Worker 

6H 

07 

USAF 

42P1 

j  Clinical  Psychologist 

6H 

07 

USAF 

42P1A 

j  Clinical  Psychologist,  Clinical  Neuropsychologist 

6H  ' 

07 

USAF 

42P3 

Clinical  Psychologist  . 

6H 

107 . . 

USAF 

42P3A 

Clinical  Psychologist,  Clinicai  Neuropsychologist 

6H 

07 

USAF 

42P4 

i  Clinical  Psychologist 

6H 

07 

USAF 

42P4A 

i  Clinical  Psychologist,  Clinical  Neuropsychologist 

6H 

07  ” 

USAF 

42S1 

I  Clinical  Sociai  Worker 

6H 

07 

USAF 

42S3 

ICIlnical  Social  Worker 

6H 

07 

USAF 

42S4 

Clinical  Social  Worker 

'"6H . 

oT~ 

GS 

0180 

i  Psychology 

6H 

07 

GS 

0185 

jSocial  Work 

6H 

08 

DOD 

6H08 

\Physioiogy  .  . . . 

6H 

08 

USN-SEC 

1835 

q  Physiology 

6H . 

08 

USN-SEC 

1836 

Qi  Aerospace  Physiology 

6H  ' 

08 

USN-DUTY 

0848 

i  Physiologist 

6H 

08 

USN-DUTY 

0849 

1  Aerospace  Physiologist 

6H 

08 

USAF 

43A1 

1  Aerospace  Physiologist 

6H 

08 

USAF 

43A3 

1  Aerospace  Physiologist 

‘6H 

08 

USAF 

43A4 

!  Aerospace  Physiologist  . 

6H 

09 

DOD 

6H09 

•  Podiatry 

6H 

09 

USA-COMM 

67G 

i  Podiatry 

6H 

09 

USN-SEC 

1892 

qi  Podiatry 

6H 

09 

USN-DUTY 

0892 

1  Podiatrist 

6H 

09 

USAF 

42F1 

(Podiatrist 

6H 

09 

USAF 

42F3 

(Podiatrist 

6h'"" . 

09 

USAF 

42F4 

Podiatrist 

^’6h" 

09 

GS 

0668 

Podiatrist 

6H 

10 

DOD 

6H10 

Diet  Therapy 

6H 

10 

USA-COMM 

65C 

Dietitian 

6H 

10 

USN-SEC 

1876 

qlCiinIcal  Dietetics  1 

6H 

10 

USN-SEC 

1877 

q 

Administrative  Dietetics 

6H 

10 

USN-DUTY  ' 

0814 

Food  Service  Officer,  Medical  Facility 

6H 

10 

USN-DUTY 

0876 

Dietitian 

6H 

10 

USAF 

43D1 

Dietitian 

6H 

10 

USAF 

43D3 

Dietitian 

6H 

10 

USAF 

43D4 

Dietitian 

6H 

10 

USCG-COMM 

98 

Dietetics 

"6H'  ' 

10 

GS 

0630 

Dietitian  &  Nutritionist 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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6H 

11 

DOD 

6H11 

^Physician  Assistant 

6H 

11 

USA-COMM 

65D 

(Physician's  Assistant 

6H 

11 

USA-WO 

600A 

i Physician's  Assistant 

6H 

11 

USN-PRIM 

754y 

piCWO  -  Physician's  Assistant 

6H 

11 

USN-SEC 

1893 

qi  Physician  Assistant 

6H 

11 

USN-DUTY 

0113 

i 

Physician's  Assistant 

6H 

11 

USAF 

42G1 

Physician  Assistant 

6H 

11 

USAF 

42G1A 

Physician  Assistant,  Orthopedics 

6H 

11 

USAF 

42G1B 

(Physician  Assistant,  Otolaryngoiogy 

6H 

11 

USAF 

42G1C 

1  Physician  Assistant,  General  Surgery 

6H 

11 

USAF 

42G1D 

'Physician  Assistant,  Perfusionist 

6H 

11 

USAF 

42G3 

Physician  Assistant 

6H 

11 

USAF 

42G3A 

Physician  Assistant,  Orthopedics 

"6H 

11 

USAF 

42G3B 

Physician  Assistant,  Otolaryngoiogy 

‘6H 

11 

USAF 

42G3C 

Physician  Assistant,  General  Surgery 

6H 

11  ' 

USAF 

42G3D 

Physician  Assistant,  Perfusionist 

6H 

11 

USAF 

42G4 

Physician  Assistant 

"6H""' 

11 

USAF 

42G4A 

Physician  Assistant,  Orthopedics 

6H 

11 

USAF 

42G4B 

Physician  Assistant,  Otoloyngology 

6H 

11 

USAF 

42G4C 

Physician  Assistant,  Generai  Surgery 

6H 

11 

USAF 

42G4D 

Physician  Assistant,  Perfusionist 

6H 

11 

USCG-COMM 

18 

Physician's  Assistant 

6H 

12 

DOD 

6H12 

Other  Biometiical  Science  and  Allied  Health  Officers 

6H 

12 

USA-COMM 

67B 

Laboratory  Sciences 

6H 

12 

USA-COMM 

67C 

Preventive  Medicine  Sciences 

. 6H . 

12 

USA-COMM 

67D 

. 

Behaviorai  Sciences 

6H 

12 

USA-COMM 

67J 

Aeromedical  Evacuation 

6H 

12 

USA-WO 

670A 

Heaith  Services  Maintenance  Technician 

6H 

12 

USAF 

40C0B 

Medical  Commander,  Biomedical  Sciences 

6H 

12 

GS 

0601 

Generai  Heaith  Science 

61 

DOD 

61 

Health  Services  Administration  Officers 

61 

USA-COMM 

67A  i 

Health  Services 

61 

USA-COMM 

70A 

Health  Care  Administration 

61 

USA-COMM 

70B  i 

Health  Services  Administration 

61 . 

USA-COMM 

70C 

Health  Services  Comptroller 

61 

USA-COMM 

70D 

Health  Services  Systems  Management 

61 

lUSA-COMM 

70E 

Patient  Administration 

61 

USA-COMM 

70F 

Health  Services  Human  Resources 

61 

USA-COMM 

70H 

Health  Services  Plans  Operation  Intelligence,  Security  &  Training 

61 

USA-COMM 

70K 

Health  Services  Materiel 

61 

USN-PRIM 

230y 

P 

Medical  Service  Corps 

61  ' 

USN-SEC 

1800 

q 

Health  Care  Administration 

61 

USN-SEC 

1801 

q 

Patient  Administration 

61 

USN-SEC 

1802 

q 

Medical  Logistics  Administration 

61 

USN-SEC 

1803 

q 

Medical  Data  Services  Administration 

61 

USN-SEC 

1804 

q 

Medical  Construction  Liaison 

61 

' 

USN-SEC 

1805 

q 

Plans,  Operations  and  Medical  Intelligence 

61 

USN-SEC 

1806 

q 

Health  Care  Management 

61 

USN-SEC 

1907 

q 

Health  Services  Quality  Assurance 

61' 

USN-DUTY 

0002 

Medical  Department  Staff  Officer 

61 

USN-DUTY 

0005  1 

Director,  Health  Service  or  Program 

"61 

USN-DUTY 

0010 

Chairman  of  Department,  Teaching  Program 

61 

USN-DUTY 

0020 

Health  Services  Department  Head 

61"  ' 

USN-DUTY 

0026 

Health  Services  Branch  Clinic  Director 

61 

USN-DUTY 

0028 

Heaith  Services  Division  Officer 

61 

61 

USN-DUTY 
USN  DUTY 

0031 

0049 

Plans,  Operations  and  Medical  Intelligence 

Heaith  Services  Quality  Assurance  Coordinator 

61 

1  USN-DUTY 

0055 

Commanding  Qfficer,  Fleet  Marine  Force  Company 

61 

1  USN-DUTY 

0800 

Health  Care  Administrator 

61 

USN-DUTY 

0801 

Administrative  Officer,  Dental  Service 

61 

USN-DUTY 

0808 

Patient  Administrator 

61 

USN-DUTY 

0820 

: 

Operations  Management  Officer,  Medical  Facility 

’  Footnotes  ate  defined  in  the  introductory  material 
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1  SERVICE  OCC 

1 

SERVICE  OCC  TITLE 

61 

USN-DUTY 

0822 

1 

i  Medical  Facilities  Liaison  Officer 

61 

USAF 

:40C0A 

!  Medical  Commander,  Medical  Services 

61 

USAF 

41A1 

Health  Services  Administrator 

61 

USAF 

!41A3 

h" 

Health  Services  Administrator 

61 

USAF 

41 A4 

Health  Services  Administrator 

61 

sUSCG-COMM 

19 

i 

Medical  Administration 

61 

:USCG-COMM  =  90 

Health  Services  -  General 

61 

iUSCG-WO 

|021 

Medical  Administration 

61 

mSCG-WO 

:023 

Physician's  Assistant 

61 

IGS 

0670 

Health  System  Administration 

61 

GS 

0671 

Health  System  Specialist 

61 

§GS 

0673 

Hospital  Housekeeping  Management 

61 

09 

s  USN-DUTY 

0030 

Health  Science  Research  Officer 

7 

DOD 

7 

Administrators 

7A 

DOD 

7 A 

[Administrators,  Generai 

7A 

USA-COMM 

42E 

i  Administrative  Systems  Management 

7A 

USN-PRIM 

IlOy 

P 

General  Unrestricted  Line  (URL)  | 

7A 

USN-PRIM 

170y 

pi  Special  Duty  -  Fleet  Support  | 

7A 

USN-PRIM 

641y 

p 

LDO  -  Administration  | 

7A 

USN-PRIM 

741  y 

piCWO  -  Ship's  Clerk 

7A 

USN-SEC 

0030 

1  Management  (General) 

7A 

USN-DUTY 

2170 

Designated  Project  Support  Officer 

7A 

USN-DUTY 

2605 

_ 

Administrative  Assistant 

7A 

USN-DUTY 

2610 

Management  Analysis  &  Control  Officer 

7A 

. 

USN-DUTY 

2612 

!  Management  Information  Systems  Officer 

7A 

USN-DUTY 

2614 

1  Management  Information  Center  Officer 

7A 

USN-DUTY 

2615 

lAdministrative  Officer 

7A 

USN-DUTY 

2617 

iPostai  Officer 

7A 

USN-DUTY 

2670 

Records  Management  Officer 

7A . 

USN-DUTY 

8115 

Aviation  Maintenance  Management  Engineer 

7A 

USN-DUTY 

9021 

Fiag  Lieutenant 

7A 

USN-DUTY 

9034 

Staff  Administration  Officer 

7A 

USN-DUTY 

9082 

Fiag  Secretary 

7A 

USN-butY 

9286 

Ship's  Secretary 

7A 

USN-DUTY 

9535 

Custodian  of  CMS  (Comm.  Security  Material  System)  Material 

7A 

USN-DUTY 

9580 

Communications  Security  Material  Issuing  Officer 

Ik 

USN-DUTY 

9930 

Executive  Assistant 

7A 

USN-DUTY 

9935 

Aide 

Ik 

USMC 

0160 

Postal  Officer 

Ik 

USMC 

0170 

Personnel  Officer 

7k 

USMC 

0180 

Adjutant 

7k 

USAF 

88A0 

Aide-de-Camp 

7  k 

USAF 

88P0 

Protocol 

7k 

USAF 

97E0 

Executive  Officer  Above  Wing  Level 

7  A 

USAF 

97E0P 

Executive  Officer  Above  Wing  Level,  Fighter 

7k 

USAF 

97E0Q 

Executive  Officer  Above  Wing  Level,  Trainer 

7k 

USAF 

97E0R 

Executive  Officer  Above  Wing  Level,  Bomber 

7k 

USAF 

97E0S 

[Executive  Officer  Above  Wing  Levei,  Tanker 

7k 

USAF 

97E0T 

j  Executive  Officer  Above  Wing  Level,  Strategic  Airlift 

7  k 

USAF 

97E0U 

[Executive  Officer  Above  Wing  Level,  Tactical  Airlift 

7  k 

USAF 

97E0V 

Executive  Officer  Above  Wing  Level,  Helicopter 

7k 

USAF 

97e6w 

Executive  Officer  Above  Wing  Level,  General 

7k 

USCG-COMM 

01 

General  Command  and  Staff 

7A . . 

USCG-COMM 

05 

Reserve  Programs 

7  k 

USCG-COMM 

08 

Special  Aides/Assistants/Liaison 

Tk 

USCG-COMM 

20 

Management  -  General 

7k 

USCG-COMM 

25 

Planning  -  General 

7k 

USCG-COMM 

26 

Information  Resources  Management 

7k 

USCG-COMM 

65 

Aviation  Administration 

7k 

USCG-COMM 

80 

Boating  Safety  -  General 

7k 

USCG-COMMS 

82 

Boating  Affairs 

7k 

USCG-COMM! 

83 

Boating  Standards 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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1 

SERVICEOCC  TITLE  .  . .  . 

7A 

§GS 

0011 

b 

Bond  Sales  Promotion 

7A 

iGS 

0028 

Environmental  Protection  Specialist 

7A 

ms 

0136 

b 

International  Cooperation 

7A 

;GS 

0301 

Miscellaneous  Administration  &  Program 

7A 

ms 

0340 

Program  Management 

7A 

GS 

0341 

Administrative  Officer 

7A 

GS 

0343 

Management  Analysis 

Ik 

GS 

1145 

b 

Agricultural  Program  Specialist 

7  A 

GS 

1146 

b 

Agricultural  Marketing 

~lk 

GS 

1147 

bs  Agricultural  Market  Reporting 

Ik 

GS 

1161 

biCrop  Insurance  Administration 

7A 

GS 

1162 

bmrop  Insurance  Underwriting 

7k 

GS 

1163 

insurance  Examining 

7k 

GS 

1165 

b  Loan  Specialist 

7k 

GS 

1169 

bi  Internal  Revenue  Officer 

7k 

GS 

1170 

i  Realty 

7k 

GS 

1630 

iCemetery  Administration 

7k 

GS  n889 

{Import  Specialist 

7k 

GS  n894 

b  Customs  Entry  &  Liquidating 

7B 

DOD 

7B 

1  Training  Administrators 

7B 

USN-SEC 

0037 

' 

Education  and  Training  Management 

7B 

USN-SEC 

1460 

Training  and  Education  Management 

J 

USN-DUTY 

3215 

Education/Training  Planning  and  Program  Officer  (General) 

7B 

USN-DUTY 

3217 

Training  Planning  &  Program  Officer  (Aviation,  Flight) 

'7B 

USN-DUTY 

3219 

Training  Planning  &  Program  Officer  (Aviation,  Ground) 

"7B 

USN-DUTY 

3220 

Leadership/Management  Training  Program  Officer 

7B 

USN-DUTY 

3262 

Instructor  Training  Officer 

7B 

USN-DUTY 

'3274 

Physical  Training  Officer 

7B  . . 

USN-DUTY 

3277 

Professor  of  Naval  Science 

7B 

USN-DUTY 

3283 

School  Administrator 

'7B 

USN-DUTY 

3290 

Training  Officer 

7B 

USN-DUTY 

3298 

Training  Publications  &  Curriculum  Officer 

7B 

USN-DUTY 

8696 

Naval  Air  Trng.  &  Operating  Procedures  Standardization  Officer 

7B 

USMC 

9925 

Range  Officer 

7B 

USAF 

80C0 

Commander,  Cadet  Squadron,  USAF  Academy 

7B 

USAF 

80C0P 

Commander,  Cadet  Squadron,  USAF  Academy,  Fighter 

7B 

USAF 

80C0Q 

Commander,  Cadet  Squadron,  USAF  Academy,  Trainer 

7B 

USAF 

80C0R 

— 

Commander,  Cadet  Squadron,  USAF  Academy,  Bomber 

7B 

USAF 

80C0S 

Commander,  Cadet  Squadron,  USAF  Academy,  Tanker 

7B 

USAF 

80C0T 

Commander,  Cadet  Squadron,  USAF  Academy,  Strategic  Airlift 

7B 

USAF 

socou 

Commander,  Cadet  Squadron,  USAF  Academy,  Tactical  Airlift 

7B 

USAF 

80C0V 

Commander,  Cadet  Squadron,  USAF  Academy,  Helicopter 

7B 

USAF 

80C0W 

Commander,  Cadet  Squadron,  USAF  Academy,  General 

7B 

USAF 

81  CO 

Training  Commander,  Officer  Training  School 

7B 

USAF 

81  COP 

Training  Commander,  Officer  Training  School,  Fighter 

7B 

USAF 

81C0Q 

-- 

Training  Commander,  Officer  Training  School,  Trainer 

7B 

USAF 

81  COR 

Training  Commander,  Officer  Training  School,  Bomber 

7'b 

USAF  181  COS 

Training  Commander,  Officer  Training  School,  Tanker 

7B 

USAF  181  COT 

Training  Commander,  Officer  Training  School,  Strategic  Airlift 

7B 

USAF 

81C0U 

Training  Commander,  Officer  Training  School,  Tactical  Airlift 

7B 

USAF 

81C0V 

Training  Commander,  Officer  Training  School,  Helicopter 

7B 

lUSAF 

81  COW 

Training  Commander,  Officer  Training  School,  General 

7B 

iuSCG-COMM 

15 

Training 

7B 

'USCG-COMM 

81 

Auxiliary/Education 

7C 

DOD 

70 

Manpower  and  Personnel 

7C 

USA-COMM 

04A 

Personnel  Immaterial 

7C 

7C 

USA-COMM 

USA-COMM 

41A 

42A 

Personnel  Programs  Management  Staff 

Adjutant  General,  General 

7C 

USA-COMM  ^42B 

Personnel  Systems  Management 

7C 

USA  WO  420A 

Military  Personnel  Technician 

7C 

USN-SEC  0033 

Manpower,  Personel  and  Training  Analysis 

7C 

mSN-DUTY  3015 

Mobilization  &  Selection  Officer 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC 

m 

SERVICE  OCC  TITLE 

7C 

USN-DUTY 

3020 

Procurement  &  Recruiting  Officer 

7C 

USN-DUTY 

3035 

Induction  &  Enlistment  Officer 

7C 

USN-DUTY 

3120 

Personnel  Classification  Officer 

7C 

USN-DUTY 

3125 

Personnel  Distribution  Officer  (General) 

7C  i 

USN  DUTY 

3126 

Personnel  Distribution  Officer  (Officer) 

7C  ! 

USN-DUTY 

3127 

Personnel  Distribution  Officer  (Enlisted) 

7C 

USN  DUTY 

3330 

Equal  Opportunity  Program  Officer 

7C 

USN-DUTY 

3415 

Discipline  Administration  &  Review  Officer 

7C 

USN-DUTY 

3420 

Personnel  Performance  Officer  (General) 

7C 

USN  DUTY 

3421 

Personnel  Performance  Officer  (Officer) 

7C  S 

USN-DUTY 

3422 

Personnel  Performance  Officer  (Enlisted) 

7C  S 

USN-DUTY 

3525 

Family  Services  Center  Director 

7C  1 

USN-DUTY 

3910  i 

Transient  Personnel  Unit  Officer 

7C  1 

USN-DUTY 

3925  S 

Military  Manpower  Requirements  Control  Officer 

7C 

USN-DUTY 

3943  ! 

Manpower  Planning  Officer 

7C 

usn-duty" 

3950 

Personnel  Research  Officer 

7C  i 

USN  DUTY 

3965  i 

Personnel/Manpower  Management  Officer 

7C  i 

USN-DUTY 

3970 

Personnel  Planning  Officer 

7C 

. 

USN-DUTY 

3980 

Personnel  Plans  &  Policy  Chief 

7C  i 

USN-DUTY 

3981 

Personnel  Plans  &  Policy  Director 

7C  f 

USN-DUTY 

3985 

Staff  Personnel  Officer 

7C  '■  ^ 

USMC 

9640 

Manpower  Management  Officer 

7C 

USAF 

30C0 

Support  Commander 

7C . 

USAF 

30C0P 

Support  Commander,  Fighter 

7C  ; 

USAF 

30C0Q 

Support  Commander,  Trainer 

7C .  i 

USAF 

30C0R 

Support  Commander,  Bomber 

7C  i 

USAF 

30C0S 

Support  Commander,  Tanker 

7C  1 

USAF 

30C0T 

Support  Commander,  Strategic  Airlift 

7C  1 

USAF 

30C0U 

Support  Commander,  Tactical  Airlift 

'  7C . . T”"" 

USAF 

30C0V 

Support  Commander,  Helicopter 

7C 

USAF 

30C0W 

Support  Commander,  General 

7C  i 

USAF 

36M1 

Public  Affairs 

7C 

USAF 

36M3 

Mission  Support 

7C 

USAF  ' 

36P1 

Personnel 

7C 

USAF 

36P1P 

Personnel,  Fighter 

7C 

USAF 

36P1Q 

Personnel,  Trainer 

7C 

USAF 

36P1R 

Personnel,  Bomber 

7C 

USAF 

36P1S 

Personnel,  Tanker 

7C 

USAF 

36P1T 

Personnel,  Strategic  Airlift 

7C 

USAF 

36P1U 

Personnel,  Tactical  Airlift 

7C 

USAF 

36P1V 

Personnel,  Helicopter 

7C 

USAF 

36P1W 

Personnel,  General 

7C  S 

USAF 

36P3 

Personnel 

7C  : 

USAF 

36P3P 

Personnel,  Fighter 

7C 

USAF 

36P3Q 

Personnel,  Trainer 

7C 

USAF 

36P3R 

!  Personnel,  Bomber 

7C 

USAF 

36P3S 

i  Personnel,  Tanker 

7C 

USAF 

36P3T 

i  Personnel,  Strategic  Airlift 

7C 

USAF 

36P3U 

Personnel,  Tactical  Airlift 

7C 

USAF 

36P3V 

!  Personnel,  Helicopter 

7C 

USAF 

36P3W 

sPersonnel,  General 

7C  ■ 

USAF 

36P4 

(Personnel 

7C 

USAF 

36P4P 

{Personnel,  Fighter 

7C 

USAF 

36P4Q 

(Personnel,  Trainer 

7C 

USAF 

36P4R 

{Personnel,  Bomber 

7C 

USAF 

36P4S  ^ 

Personnel,  Tanker 

7C 

USAF 

36P4T 

Personnel,  Strategic  Airlift 

7C 

USAF 

36P4U 

Personnel,  Tactical  Airlift 

7C  ' 

USAF 

36P4V 

Personnel,  Helicopter 

7C 

USAF 

36P4W 

Personnel,  General 

7C 

USAF 

38M1 

Manpower 

7C  ^ 

USAF 

38M3 

Manpower 

Footnotes  are  defined  in  the  introductory  materiai. 
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7C 

USAF 

38M4 

i  Manpower  ^ 

7C 

USAF 

83RO 

I 

§  Recruiting  Service  Officer 

7C  '1  . i 

USAF  ! 

83ROP 

1 

Recruiting  Service  Officer,  Fighter  j 

7C 

USAF 

83R0Q 

{Recruiting  Service  Officer,  Trainer  | 

7C 

USAF 

83R0R 

1 

Recruiting  Service  Officer,  Bomber  | 

7C 

USAF 

83R0S 

i  Recruiting  Service  Officer,  Tanker 

7C 

USAF 

83R0T 

[Recruiting  Service  Officer,  Strategic  Airlift 

7C 

USAF  ! 

83R0U 

j  Recruiting  Service  Officer,  Tactical  Airlift 

7C 

USAF  1 

83R0V 

!  Recruiting  Service  Officer,  Helicopter 

7C 

USAF 

83R0W 

[Recruiting  Service  Officer,  General 

7C 

USCG-COMMS 

02 

[civil  Rights  . 

7C 

USCG-COMMI 

10 

i  Personnel  -  General 

7'C 

uscg-comm! 

11 

i  Office  Personnel  Administration 

7C 

USCG-COMMI 

12 

i  Enlisted  Personnel  Administration 

7C 

uscg-comm 

14 

i  Recruiting 

'7C 

USCG-COMM 

17 

i  Personnel  Services 

7C 

USCG-WO 

018 

i  Personnel  Administration 

7C 

GS 

0105 

bl  Social  Insurance  Administration 

"  7C 

GS 

0106 

bi Unemployment  Insurance 

7C 

GS 

0107 

bi  Health  Insurance  Administration 

7C 

GS‘ 

0142 

1  Manpower  Development 

7C 

GS 

0201 

[Personnel  Management 

7C 

GS 

0205 

i  Military  Personnel  Management 

"7C . . . 

GS 

0212 

iPersonnel  Staffing 

7C 

GS 

0221 

!  Position-Classification 

7C 

GS 

0222 

[Occupational  Analysis 

7C 

GS 

0223  : 

Salary  &  Wage  Administration 

7C 

GS 

0230 

Employee  Relations 

7C 

GS 

0233 

Labor  Relations 

7C 

GS 

0235 

Employee  Development 

7C 

GS 

0241 

b 

Mediation 

7C 

IGS 

0243 

Apprenticeship  &  Training 

7C 

fGS 

0244 

— 

b' 

Labor  Management  Relations  Examining 

7C 

^  IGS  ' 

0246 

Contractor  Industrial  Relations 

7C 

IGS 

0249 

b 

Wage  &  Hour  Compliance 

7C 

IGS 

0260 

Equal  Employment  Opportunity 

7C 

iGS 

0270 

' 

L 

Federal  Retirement  Benefits 

7C 

!GS 

0360 

Equal  Opportunity  Compliance 

7D 

DOD 

7D 

Comptroiiers  and  Fiscai 

7D 

USA-COMM 

44A 

Finance  General 

7D 

USA-COMM 

45A 

Comptroller 

7D 

USN-PRIM 

310y  900 

p 

Supply  Corps  -  Financial 

7D 

iiusn-prim”' 

310y  901 

p 

Supply  Corps  -  Financial 

7D 

mSN-PRIM 

310y  902 

p 

Supply  Corps  -  Financial 

7D 

^USN-PRIM 

310y  903 

p 

Supply  Corps  -  Financial 

7D 

usn-prim' 

65 1y  900 

p 

LDO  -  Supply  Corps  -  Financial 

7D 

USN-PRIM 

651y  901 

p 

LDO  -  Supply  Corps  -  Financial 

'7D 

USN-PRIM  ’ 

651  y  902 

p 

LDO  -  Supply  Corps  -  Financial 

7D 

*  USN-PRIM 

651  y  903 

p 

LDO  -  Supply  Corps  -  Financial 

7D 

USN-PRIM 

75 1y  900 

p 

CWO  -  Supply  Corps  -  Financial 

7D 

USN-PRIM 

751y  901 

p 

CWO  -  Supply  Corps  -  Financial 

7D 

)  USN-PRIM 

751y  902 

p 

CWO  -  Supply  Corps  -  Financial 

7D 

USN-PRIM 

75 1y  903 

p 

CWO  -  Supply  Corps  -  Financial 

7D 

USN-SEC 

0031 

Financial  Management 

7D 

USN-DUTY 

noo5 

Accounting  Officer 

7D 

USN  DUTY 

S1015 

Internal  Review  Officer 

7D 

i  USN-DUTY 

S1025 

Budget  Officer 

7D 

i  USN-DUTY 

n045 

Disbursing  Officer 

7D 

i  USN-DUTY 

1050 

Comptroller 

7D 

USN-DUTY 

*2164 

i  [Designated  Project  Business  Administrator 

7D 

USN  DUTY 

(9052 

!  [Military  Assistance  Programs  Officer 

7D 

USMC 

[3402 

i  [Disbursing  Officer 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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7D 

USMC 

3404 

Financial  Management  Officer 

7D 

USMC 

3408 

Financial  Management  Resource  Specialist 

7D 

USMC 

3410 

NAF  Auditing  Officer 

7D” 

USMC 

9644 

Financial  Management  Specialist 

7  b  ' 

USAF 

65A1 

Audit 

7D 

USAF 

65A3 

Audit 

7D  ; 

USAF 

65A4 

Audit 

7D 

USAF 

65F1 

Financial  Management 

7D 

USAF 

65F3 

Financial  Management 

7D 

USAF 

65F4 

Financial  Management 

7D 

USAF  ' 

65W1 

Cost  Analysis 

7D 

USAF 

65W3 

Cost  Analysis 

ID 

USAF 

65W4 

Cost  Analysis 

7  b . 

■ 

USCG-COMM>21 

Planning,  Programming,  and  Budgeting 

7D 

USCG-COMMiSO 

Comptrollership 

7  b 

USCG-C’OMM^SI . 

^Financial  Management  | 

7D 

USCG-COMM32 

Fiscal  Operations 

7D 

GS 

0501 

Financial  Administration  &  Program 

7D 

GS 

0505 

Financial  Management 

'7  b""’ 

GS 

0510 

Accounting 

'7  b . 

GS 

0511 

Auditing 

7D 

GS 

0512 

b 

Internal  Revenue  Agent 

7D 

GS 

0560 

Budget  Analysis 

7D 

GS 

0570 

b 

Financial  Institution  Examining 

7D 

GS 

1160 

Financial  Analysis 

7D 

GS 

1171 

Appraising  &  Assessing 

7D 

WG 

99090 

b 

Disbursing  Officer 

7E 

DOD 

7E 

Data  Processing 

7E 

usa-comm"' 

53A 

Systems  Automation  Management 

7E 

. . . . 

USA-COMM 

53B 

Systems  Automation  Engineering 

7E 

USA-COMM 

53C 

Systems  Automation  Acquisition 

7E 

USA-COMM 

53X 

Designated  Systems  Automation 

7E 

USA-WO 

251A 

Data  Processing  Technician 

”7E"" 

ClSN-PRIM . 

310y  926 

P 

Suppiy  Corps  -  Computer  Systems/Data  Processing 

"te  """ 

USN-PRIM 

310y  927 

p!  Supply  Corps  -  Computer  Systems/Data  Processing 

7E 

USN-PRIM 

642y 

pi LDO  -  Data  Processing 

7E 

USN-PRIM 

651y  926 

piLDO  -  Suppiy  Corps  -  Computer  Systems/Data  Processing 

7E 

USN-PRIM 

651y  927 

pi  LDO  -  Suppiy  Corps  -  Computer  Systems/Data  Processing 

7E 

USN-PRIM 

742y 

piCWO  -  Data  Processing 

7E 

USN-PRIM 

75 1y  926 

pjCWO  -  Suppiy  Corps  -  Computer  Systems/Data  Processing 

7E 

USN-PRIM 

751y  927 

P 

CWb  -  Supply  Corps  -  Computer  Systems/Data  Processing  | 

7E 

USN-SEC 

0091 

iComputer  Technology  -  Science 

”7E . . . 

USN-DUTY 

2642 

iMaintenance  &  Materiai  Management  Data  Analyst 

"■7E . 

USN-DUTY 

9705 

iADP  System  Director 

"7E . 

USN-DUTY 

9710 

lADP  Programs  Officer 

7E 

USN-DUTY 

9715 

lADP  Production  Officer 

7E 

USN-DUTY 

9720 

iADP  Plans  Officer 

7E 

1 USN-DUTY 

9730 

iData  Base  Management  Officer 

7E 

mSN-DUTY 

9735 

iComputer  Systems  Analyst  _ 

7E 

^USN-DUTY 

9740 

! Digital  Computer  System  Programmer 

7E 

i  USN-DUTY 

9750 

iADP  Customer  Liaison  Officer 

'7E 

USN-DUTY 

9755 

Shipboard  Nontactical  Automatic  Data  Processing  System  Coord. 

7E 

USMC 

4002 

Data  Systems  Officer 

"7E 

USMC 

4010 

Data  Systems  Software  Officer 

7E 

USMC 

9628 

Computer  Engineer 

7E 

USMC 

9646 

Data  Systems  Specialist 

7E 

USMC 

9648 

Management,  Data  Systems  Officer 

7E 

USMC 

9662 

Material  Management  Officer 

7E 

USMC 

9975 

Information  Computer  Security  Specialist 

7E 

^  USMC ’ 

9981 

Tactical  Data  Systems  Specialist 

7E 

?USCG-COMM 

22 

Data  Processing 

7E 

GS 

0334 

Computer  Specialist 

^  Footnotes  are  defined  in  the  introductory  materiai.  3  -  60 
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7E  i 

GS 

0854 

Computer  Engineering 

7F  \ 

DOD 

7F 

Pictoriai 

7F 

USN-PRIM 

647y 

P 

LDO  -  Photography 

7F  ! 

USN-PRIM 

747y 

P 

CWO  -  Photography 

7F 

USN-DUTY 

8804 

Motion  Picture  &  Television  Project  Officer 

7F 

USN-DUTY 

8853 

Photographic  Officer 

7F 

USMC 

4602 

Visual  Information  Officer 

7F 

USMC 

9950 

Combat  Artist  Officer 

7F 

GS 

1071 

Audio-Visual  Production 

7F  1 

GS 

1084 

Visual  Information 

76  5 

DOD 

7G 

information 

7G  ! 

USA-COMM 

46A 

Public  Affairs  General 

7G 

USA-COMM 

468 

Broadcast 

7G  ^ 

USN-PRIM 

165y 

P 

Special  Duty  -  Public  Affairs 

7G  1 

USN-SEC 

0010 

Public  Affairs 

7G 

USN-SEC 

1470 

Ecclesiastical  Communications  Management 

7G 

USN-DUTY 

2410 

Intragovernmental  Inquiries  Officer 

7G 

USN-DUTY 

2412 

Public  Affairs  Officer 

7G 

USN-DUTY 

2425 

Pictorial  Editor 

7G 

USN-DUTY 

2430 

Press  Officer 

7G 

USN-DUTY 

2435 

Field  Press  Censorship  Officer 

7G 

USN-DUTY 

2445 

Radio-Television  Program  Officer 

7G 

USN-DUTY 

3230 

Educational  Services  Officer 

7G 

USMC 

4302 

Public  Affairs  Officer 

7G 

lUSMC 

9674 

Public  Affairs  Management  Officer 

7G 

iUSAF 

35P1 

Public  Affairs 

7G 

USAF 

35P3 

Public  Affairs 

7G 

USAF 

35P4 

Public  Affairs 

7G 

USCG-COMMOS 

Public  and  International  Affairs 

7G 

USCG-WO 

019 

Public  Information 

7G 

GS 

1035 

Public  Affairs 

7G 

GS 

1082 

Writing  &  Editing 

7G 

GS 

1083 

Technical  Writing  &  Editing 

7G 

GS 

1412 

Technical  Information  Services 

r7H  - 

DOD 

7H 

Police 

'7H 

USA-COMM 

31A 

Military  Police 

7H 

USA-WO 

311A 

CID  Special  Agent 

7H 

USN-PRIM 

649y 

P 

LDO  -  Security 

7H 

USN-PRIM 

749y 

P 

CWO  -  Security 

7H 

USN-DUTY 

2750 

Law  Enforcement  and  Security  Officer,  Staff 

7H 

USN-DUTY 

2771 

Law  Enforcement  and  Security  Officer,  Afloat 

7H 

USN-DUTY 

2775 

Law  Enforcement  and  Security  Officer,  Shore  Activity 

7H 

USN-DUTY 

3412 

Brig  Officer 

7H 

USMC 

5803 

Military  Police  Officer 

7H 

USMC 

5804 

1  Corrections  Officer  | 

7H 

USMC 

5805 

Criminal  Investigation  Officer 

7H 

USAF 

31P1 

Security  Police 

7H 

USAF 

31 P3 

i  Security  Police 

7H 

USAF 

31 P4 

(Security  Police 

7H  \ 

USAF 

JB^BGO 

i United  States  Air  Force  Honor  Guard  Officer 

7H  1 

USCG-COMM 

09 

i  Staff  Services  and  Security 

7H  i 

USCG-WO 

024 

iPort  Safety  and  Security 

7H  i 

GS 

0006 

j  Correctional  Institution  Administration 

7H  f 

GS 

0080 

Security  Administration 

7H 

|GS 

1811 

Criminal  Investigating 

7H  J 

GS 

1854 

b 

Alcohol,  Tobacco  &  Firearms  Inspection 

7L 

DOD 

7L 

inspection 

7L  i 

USN-DUTY 

9960 

Inspector  General 

7L 

USN-DUTY 

9965 

Inspector,  Technical 

7L 

USAF 

87G0 

Inspector  General 

7L  i 

usaf” 

87G0P 

Inspector  General,  Fighter 

7L  i 

USAF 

87g6q 

Inspector  General,  Trainer 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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7L 

iUSAF 

I87GOR 

; 

inspector  General,  Bomber 

7L 

USAF 

I87GOS 

■  Inspector  General,  Tanker 

7L 

iUSAF 

i87GOT 

■  Inspector  General,  Strategic  Airlift 

7L 

mSAF 

I87GOU 

. 

■  Inspector  General,  Tactical  Airlift 

7L 

SUSAF 

S87GOV 

1 

[inspector  General,  Helicopter 

7L 

USAF 

I87G0W 

[inspector  General,  General 

7L 

i  USCG-COMM 

j06 

[Inspection 

7L 

?USCG-COMM 

!45 

[Vessel  Inspection 

7L 

;  mSCG-COMM 

47 

[Marine  Investigation 

7L 

I  I  USCG-COMM 

■84 

i  i  Boating  Investigation 

7N 

\DOD 

7N 

\  Morale  and  Welfare 

7N 

mSA-COMM 

f42C 

1  jArmy  Band 

7N 

:  USA-WO 

!420C 

1  1  Bandmaster 

7N 

USN-PRIM 

|643y 

1  pILDO  -  Bandmaster 

7N 

mSN-PRIM 

743y 

p’CWO  -  Bandmaster 

7N 

USN-DUTY 

3520 

i  iMusic  Director 

7N 

mSN-DUTY 

13535 

1 

Special  Services  Officer 

7N 

USMC 

15502 

f 

Band  Officer 

7N 

USMC 

9802 

Director/Assistant  Director  "The  President’s  Own"  U.S.M.C.  Band 

7N 

SUSMC 

9803 

Staff  Officer,  "The  President's  Own,"  U.S.M.C.  Band 

7N 

I  USMC 

9805 

U.S.  Marine  Drum  and  Bugle  Corps  Officer 

7N 

iUSMC 

9913 

Special  Services  Officer 

7N  ' 

USAF 

35B1 

Band 

7N 

mSAF 

35B3 

Band 

7N 

jUSAF 

35B4 

Band 

7N 

USCG-WO 

022 

Bandmaster 

7N 

?GS 

0023 

Outdoor  Recreation  Planning 

7N 

iGS 

0025 

Park  Ranger 

7N 

IGS 

0188 

Recreation  Specialist 

8 

‘DOD 

8 

Supply,  Procurement  and  Allied  Officers 

8A 

\DOD 

8A 

1  . 

Logistics,  General 

8A 

USA-COMM 

90A 

Logistics 

8A 

USA-COMM 

92A 

Quartermaster,  General 

8A 

USN-PRIM 

310y  905 

P 

Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

310y  906 

P 

Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

310y  908 

P 

Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

310y  943 

P 

Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

651y  905 

P 

LDO  -  Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

651  y  906 

P 

LDO  -  Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

651y  908 

P 

LDO  -  Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

65 1y  943 

P 

LDO  -  Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

751y  905 

P 

CWO  -  Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

751  y  906 

P 

CWO  -  Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

751 y  908 

P 

CWO  -  Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-PRIM 

75 1y  943 

P 

CWO  -  Supply  Corps  -  Logistics/Inventory  Management 

8A 

USN-SEC 

0032 

Material  Logistics  Support  Management 

8A 

USN-SEC  j0043 

Operational  Logistics 

8A 

USN-SEC  i1302 

Inventory  Control 

8A 

USN-SEC 

1304 

Material  Movement 

8A 

USN-DUTY 

1272 

Transportation  Logistics  Officer 

8A 

USN-DUTY 

1940 

Fuel  Logistics  Planning  Officer 

8A 

USN-DUTY 

1978 

Supply  Logistics  Officer 

8A 

USN-DUTY 

5965 

Electronics  Logistics  Officer 

8A 

USN-DUTY 

6942 

Weapons  Logistics  Officer 

8A  1 

USN-DUTY 

7931 

Naval  Engineering  Logistics  Officer 

8A 

USN-DUTY 

8925 

Aircraft  Material  Control  &  Allocation  Officer 

8A 

USN-DUTY 

9051 

Logistics  Officer 

8A 

USMC 

0402 

Logistics  Officer 

8A 

USMC 

0430 

Embarkation  Officer 

8A 

usaf” 

20C0 

Logistics  Commander 

8A 

USAF 

20C0P 

Logistics  Commander,  Fighter 

8A 

USAF 

20C0Q 

Logistics  Commander,  Trainer 

'  Footnotes  are  defined  in  the  Introductory  material. 
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8A 

USAF  I20C0R  1  1 

-oqistics  Commander,  Bomber 

8A 

USAF  I20C0S  1  i 

Logistics  Commander,  Tanker 

8A 

usa'f  1 

20C0T  1 

Logistics  Commander,  Strategic  Airlift 

8A 

USAF 

20C0U  1  ! 

Logistics  Commander,  Tactical  Airlift 

8A 

USAF  1 

2ocdv  1 

Logistics  Commander,  Helicopter 

8A 

"  ' 

USAF 

20C0\/V  1  1 

Logistics  Commander,  General 

8A 

USAF 

21G1 

Logistics  Plans  . 

8A 

- - 

usaf'  '  I 

21  GIF  '  ^  1 

Logistics  Plans,  Fighter 

8A 

USAF  • 

21G1Q 

Logistics  Plans,  Trainer 

“SA^"""" 

USAF  1 

21G1R 

Logistics  Plans,  Bomber 

8A 

USAF 

21G1S 

Logistics  Plans,  Tanker  . 

8a' 

USAF  i 

21G1T 

Logistics  Plans,  Strategic  Airlift 

8A 

USAF 

21G1U 

Logistics  Plans,  Tactical  Airlift 

■'SA . 

USAF  1 

21G1V 

Logistics  Plans,  Helicopter 

”8A 

USAF  : 

21G1W 

Logistics  Plans,  General 

8A'  " 

USAF 

21G3 

Logistics  Plans 

8A 

USAF 

21G3P 

Logistics  Plans,  Fighter  . . . 

'"8A 

USAF 

21G3Q 

Logistics  Plans,  Trainer 

“8A 

' 

USAF 

21G3R 

Logistics  Plans,  Bomber 

8A 

USAF 

21G3S 

Logistics  Plans,  Tanker 

'8A 

USAF 

21G3T 

Logistics  Plans,  Strategic  Airlift 

8A 

USAF 

21G3U 

Logistics  Plans,  tactical  Airlift 

8A 

USAF 

21G3V 

Logistics  Plans,  Helicopter  . 

8A 

USAF  ‘ 

21G3W 

Logistics  Plans,  General 

8A 

USAF 

21G4 

Logistics  Plans 

8A  ‘ 

USAF 

21G4P 

Logistics  Plans,  Fighter  . . . 

8A 

USAF 

21G4Q 

Logistics  Plans,  Trainer  . 

8A 

USAF  "" 

21G4R 

Logistics  Plans,  Bomber  . . . . . 

8A 

USAF 

21G4S 

Logistics  Plans,  Tanker 

"8a”'" 

. . 

USAF 

21G4T 

Logistics  Plans,  Strategic  Airlift  . 

8A . 

USAF 

21G4U  ! 

Logistics  Plans,  Tactical  Airlift 

8a‘' 

- 

USAF  “ 

21G4V 

Logistics  Plans,  Helicopter 

8A 

iuSAF 

21G4W 

Logistics  Plans,  General 

8A 

USAF 

21L1 

Logistician 

8A 

iUSAF 

21L1P  1 

Logistician,  Fighter 

8A 

USAF 

21L1Q 

Logistician,  Trainer 

8A 

USAF 

21L1R 

Logistician,  Bomber 

8A 

USAF 

21L1S 

.Logistician,  Tanker 

8  A 

USAF 

21L1T  ! 

Logistician,  Strategic  Airlift 

8A 

USAF 

21L1U 

iLogistician,  Tactical  Airlift 

8A 

u 

'uSAF 

21L1V 

Logistician,  Helicopter 

8  A 

i 

usaf' 

21L1W 

iLoqistician,  General 

8  A 

USAF 

21L3 

iLoqistician  1 

8  A  " 

USAF 

21L3P 

Logistician,  Fighter  . . 

8A  ! 

USAF 

21L3Q 

Logistician,  Trainer 

8A  i 

USAF 

21L3R 

Logistician,  Bomber 

"8A  ^ 

USAF 

21L3S 

iLoqistician,  Tanker 

8A 

USAF 

21L3T 

ILogistician,  Strategic  Airlift 

8  A 

i 

USAF 

21L3U 

iLogistician,  Tactical  Airlift 

’8A 

1 

■USAF 

21L3V 

sLoqistician,  Helicopter 

'8A 

SUSAF 

21L3W 

iLogistician,  General 

8A 

IUSAF 

21 L4 

{Logistician 

8A 

;  iuSAF 

21L4P 

Loqistician,  Fighter 

r8A 

USAF 

21L4Q 

Logistician,  Trainer 

8A 

‘21L4R 

ILogistician,  Bomber 

8A 

1  USAF 

21L4S 

iLogistician,  Tanker 

8A 

USAF 

21L4T 

iLogistician,  Strategic  Airlift 

8A 

•  USAF 

i21L4U 

ILogistician,  Tactical  Airlift 

8A 

iUSAF 

121L4V 

iLoqistician,  Helicopter 

8A 

USAF 

|2iL4W 

ILogistician,  General 

8A 

lUSCG-WO 

1020 

1  Finance  and  Supply 

8A 

GS 

i0346 

i  Logistics  Management 

’  Footnotes  are  defined  in  the  introductory  meteriai. 
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DOD  OCC 

SERVICE 

SERVICE  OCC 

E 

SERVICE  OCC  TITLE 

8B 

,DOD 

1  SB 

Suppiy 

8B 

USA  COMM 

928 

Supply  and  Materiel  Management 

8B 

USA-COMM 

92D 

Aerial  Delivery  &  Materiel 

88 

USA  COMM 

92F 

Petroleum  and  Water 

88 

USA  WO 

920A 

Property  Accounting  Technician 

88 

USA-WO 

9208 

Supply  Systems  Technician 

88 

USN-PRIM 

310y 

p 

Supply  Corps  -  General 

88 

lUSN-PRIM 

651  y 

p 

LDO  -  Supply  Corps  -  General 

88 

USN-PRIM 

751y 

p 

CWO  -  Supply  Corps  -  General 

88 

1  fUSN-SEC 

1300 

Supply  Management  (General) 

88 

mSN-DUTY 

1302 

Issue  Control  Officer 

88 

■USN-DUTY 

1306 

Material  Division  Officer 

88 

iUSN-DUTY 

1345 

Naval  Supply  Control  Officer 

88 

USN-DUTY 

1370 

Warehouse  &  Storage  Officer 

88 

USN-DUTY 

1515 

Inventory  Control  Methods  Officer 

88 

USN-DUTY 

1530 

Stock  Control  Officer.  Requirements 

88 

i 

USN-DUTY 

1913 

Stores  Officer 

88 

USN-DUTY 

1918 

General  Supply  Officer 

88 

1 

USN-DUTY 

1920 

Equipment  Program  Support  Officer 

88 

\ 

USN-DUTY 

1946  s 

Fuel  Depot  Officer 

88 

USN-DUTY 

1955 

Staff  Supply  Officer 

88 

USN-DUTY 

1976 

Supply  Field  Services  Officer 

88 

USN-DUTY 

1984 

Supply  Plans  Officer 

88 

1 

USN-DUTY 

1990 

Technical  Supply  Officer  (General) 

88 

USN-DUTY 

1991 

jTechnical  Supply  Officer  (Aviation) 

88 

USN-DUTY 

6702 

Weapons  Dtstribution  Officer 

88 

USN-DUTY 

8638 

Aircraft  Fueling  Officer 

88 

USMC 

1390 

iBulk  Fuel  Officer 

88" - 

USMC 

2340 

Ammunition  Officer 

88 

USMC 

3002 

(Ground  Supply  Officer 

88 

USMC 

3010 

iGround  Supply  Operations  Officer 

88 

USMC 

6602 

j  Aviation  Supply  Officer 

88 

USAF 

21S1 

{Supply 

88 

USAF 

21S3 

iSupply 

88 

USAF 

21 S4 

iSupply 

88 

USCG-COMMi 

33  1 

{Supply  and  Inventory  Management 

88 

USCG-COMM  34 

Supply  Operations 

88 

GS 

1104 

(Property  Disposal 

88 

GS  i 

1140 

b’Trade  Specialist 

88 

GS 

2003 

iSupply  Program  Management 

88 

; 

GS  i 

2030  i 

(Distribution  Facilities  &  Storage  Management 

88 

■ 

GS  i 

2032 

Packaging 

88 

WG 

99091 

biSupply  Officer 

88 

WG  1 

99093  i 

(Junior  Supply  Officer 

88 

00 

WG 

99092  ? 

b;  Supply  Officer 

ac 

IDOD  1. 

ac  s 

i  Transportation 

8C 

USA-COMM 

88A  ! 

(Transportation,  General 

8C 

USA-COMM  1 

888  1 

(Traffic  Management 

8C 

USA-COMM  ! 

88C 

i  Marine  and  Terminal  Operations 

8C 

USA-COMM  i 

88D  1 

iMotor/Rail  Transportation 

8C 

USA-COMM  ! 

918  ! 

i Maintenance  Management 

8C  ; 

USA-WO  I880A  1 

1  Marine  Deck  Officer 

8C 

USN-PRIM  !310y  920  1 

pi  Supply  Corps  -  Transportation 

8C  i 

USN-PRIM  I310y921  1 

psSupply  Corps  -  Transportation 

8C  1 

USN-PRIM  I651y  920  i 

piLDO  -  Supply  Corps  -  Transportation 

8C  1 

USN-PRIM  f651y  921 

psLDO  -  Supply  Corps  -  Trnasportation 

8C  i 

iUSN-PRIM  ^751y  920  ! 

piCWO  -  Supply  Corps  -  Transportation 

8C  1 

USN  PRIM  1751V  921 

PiCWO  -  Supply  Corps  -  Transportation 

8C  ! 

iUSN-SEC  m035  S 

(Transportation  Management 

8C  i 

i  USN-DUTY  M205 

lAir  Traffic  Officer 

8C 

mSN-DUTY  111215 

iCargo  Handling  Officer 

8C 

i  USN-DUTY  *1242  I 

i  Passenger  Transportation  Officer 

'  Footnotes  are  defined  in  the  introductory  materiai.  3  -  64 
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MED  SP 

SERVICE 

SERVICE  0CC| 

1 

SERVICE  OCC  TITLE 

8C 

USN-DUTY  ! 

1245 

Household  Goods  Officer 

8C 

USN-DUTY 

1295  1 

Transportation  Director 

8C 

USN-DUTY  i 

4265 

Public  Works  Transportation  Officer 

8C 

USN  DUTY 

9266 

Military  Department  Officer  _  _ 

8C 

USN-DUTY 

9424 

Naval  Control  of  Shipping  Officer 

8C 

USN-DUTY 

9425  i 

Survey  and  Inspection  Officer  (Non-Engineering) 

8C  i 

USN-DUTY 

9426  i 

Survey  and  Inspection  Officer  (Engineering) 

8C 

USN  DUTY 

9466 

Operations  Officer,  Ashore 

8C 

USN-DUTY 

9467 

Shipping  Operations  Officer 

8C 

USN-DUTY 

9476 

Port  Services  Officer 

8C 

USN-DUTY 

9497 

Yard  Boatswain 

8C 

USMC 

3102 

!  Traffic  Management  Officer 

8C 

USMC 

3502 

^  Motor  Transport  Officer 

8C 

USAF 

21T1 

Transportation  1 

8C 

USAF 

21T1P 

Transportation,  Fighter 

8C 

USAF 

21T1Q 

!  Transportation,  Trainer 

8C 

USAF 

21T1R 

iTransportation,  Bomber 

8C 

USAF 

21T1S 

iTransportation,  Tanker 

8C 

USAF 

21  TIT 

iTransportation,  Strategic  Airlift 

8C  ' 

USAF 

21T1U 

i  Transportation,  Tactical  Airlift 

8C 

USAF 

21T1V 

iTransportation,  Helicopter 

8C 

USAF 

2ltlW 

iTransportation,  General 

8C 

USAF 

21T3 

ITransportation 

'sc 

USAF 

21T3P 

iTransportation,  Fighter 

8C 

USAF 

21T3Q 

iTransportation,  Trainer 

~8C  " 

USAF 

21T3R 

iTransportation,  Bomber 

8C 

USAF 

21T3S 

Transportation,  Tanker 

8C 

USAF 

21T3T 

transportation.  Strategic  Airlift 

8C 

USAF 

21T3U 

Transportation,  Tactical  Airlift 

8C 

USAF 

21T3V 

Transportation,  Helicopter 

8C 

USAF 

21T3W 

Transportation,  General 

8C 

USAF 

21T4 

Transportation 

8C 

USAF 

2if4p 

Transportation,  Fighter 

8C 

USAF 

'2fT4Q 

Transportation,  Trainer 

8C 

USAF 

21T4R 

iTransportation,  Bomber  I 

8C 

USAF 

21T4S 

Transportation,  Tanker 

8C 

USAF 

21T4T 

Transportation,  Strategic  Airlift 

8C 

mSAF 

21T4U 

Transportation,  Tactical  Airlift 

"sc 

'USAF 

21T4V 

transportation.  Helicopter 

8C 

USAF= 

21T4W 

Transportation,  General 

"sc 

iUSCG-COMM 

44 

Vessel  Traffic  Services 

^C  " 

GS 

2101 

Transportation  Specialist 

8C 

GS 

2110 

bi  Transportation  Industry  Analysis 

8C 

;gs 

2130 

iTraffic  Management 

8C 

GS 

2150 

iTransportation  Operations 

80 

DOD 

8D 

\  Procurement  and  Production 

8D 

USA-COMM 

97A 

Contracting  and  Industrial  Management  Officer 

“SD 

fUSN-PRIM 

•120y 

P 

URL  -  Materiel  Professional  designated 

8D 

USN-PRIM 

310y  916 

P 

Supply  Corps  -  Procurement  and  Production 

8D 

USN-PRIM 

310y  917 

P 

Supply  Corps  -  Procurement  and  Production 

8D 

i  USN-PRIM 

i651y  916 

P 

LDO  -  Supply  Corps  -  Procurement  and  Production 

80 

1  USN-PRIM 

I651y  917 

P 

LDO  -  Supply  Corps  -  Procurement  and  Production 

8D 

USN-PRIM 

751y  916 

P 

iCWO  -  Supply  Corps  -  Procurement  and  Production 

8D 

USN-PRIM 

:751y  917 

P 

sCWO  -  Supply  Corps  -  Procurement  and  Production 

8D 

iUSN-SEC 

0039 

i  Systems  Acquisition  Management 

8D 

iUSN-SEC 

n301 

Supply  Acquisition/Distribution 

8D 

mSN-SEC 

S1306 

!  Procurement 

8D 

USN-DUTY 

1476 

;  Procurement  Management  Officer 

"SD 

USN-DUTY 

1480 

!  Procurement  Contracting  Officer 

8D 

USN-DUTY 

1485 

!  Administrative  Contracting  Officer 

8D 

USN  DUTY 

6708 

!  Weapons  Procurement  Officer 

8D 

USN-DUTY 

6914 

1  i  Naval  Plant  Representative 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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DOD  OCC 

MED  SP 

SERVICE 

SERVICE  OCC 

FT 

SERVICE  OCC  TITLE 

8D 

USN-DUTY 

7445 

iProduction  Engineering  Officer 

8D 

USN-DUTY 

7450 

Shop  Production  Officer 

8D  ? 

USN-DUTY 

7996 

Supervisor  of  Shipbuilding,  Conversion,  &  Repair 

8D 

USMC 

9957 

Acquisition  Professional  Candidate 

8D  § 

USMC 

9958 

Acquisition  Management  Officer 

8D  s 

USMC 

9959 

Acquisition  Professional  Manager 

8D 

USAF 

63A1 

Acquisition  Manager 

8D 

USAF 

63A1A 

Acquisition  Manager,  Computer  Systems 

8D  1 

USAF 

63A1B 

Acquisition  Manager,  Manufacturing 

8D 

USAF 

63A1P 

Acquisition  Manager,  Fighter 

8D 

USAF 

63AiQ 

Acquisition  Manager,  Trainer 

8D  i 

USAF 

63A1R 

Acquisition  Manager,  Bomber 

8D 

USAF 

63A1S 

Acquisition  Manager,  Tanker 

8D 

USAF 

63A1T 

Acquisition  Manager,  Strategic  Airlift 

8D 

USAF 

63A1U 

Acquisition  Manager,  Tactical  Airlift 

8D 

USAF 

63A1V 

Acquisition  Manager,  Helicopter 

8D 

USAF 

63A1W 

Acquisition  Manager,  General 

8D 

USAF 

63A3 

Acquisition  Manager 

8D 

USAF 

63A3A 

Acquisition  Manager,  Computer  Systems 

8D 

USAF 

63A3B 

Acquisition  Manager,  Manufacturing 

8D 

USAF 

63A3P 

Acquisition  Manager,  Fighter 

8D 

USAF 

63A3Q 

Acquisition  Manager,  Trainer 

8D 

USAF 

63A3R 

Acquisition  Manager,  Bomber 

8D 

USAF 

63A3S 

iAcquisition  Manager,  Tanker 

8D 

USAF 

63A3T 

i  Acquisition  Manager,  Strategic  Airlift 

8D 

USAF 

63A3U 

iAcquisition  Manager,  Tactical  Airlift 

8D 

USAF 

63A3V 

iAcquisition  Manager,  Helicopter 

8D 

USAF 

63A3W 

(Acquisition  Manager,  General 

8D 

USAF 

63A4 

iAcquisition  Manager 

8D 

iUSAF 

63A4P 

'Acquisition  Manager,  Fighter 

8D 

iUSAF 

63A4Q 

IAcquisition  Manager,  Trainer 

8D 

USAF 

63A4R 

iAcquisition  Manager,  Bomber 

8D 

USAF 

63A4S 

(Acquisition  Manager,  Tanker 

8D 

USAF 

63A4T 

(Acquisition  Manager,  Strategic  Airlift 

8D 

USAF 

63A4U 

(Acquisition  Manager,  Tactical  Airlift 

8D 

USAF 

63A4V 

iAcquisition  Manager,  Helicopter 

8D 

USAF 

63A4W 

iAcquisition  Manager,  General 

8D 

USAF 

64P1 

'Contracting 

8D 

USAF 

64P1P 

i  Contracting,  Fighter 

8D 

USAF 

64P1Q 

Contracting,  Trainer 

8D 

USAF 

64P1R 

Contracting,  Bomber 

8D 

USAF 

64P1S 

Contracting,  Tanker 

8D 

USAF 

64P1T 

Contracting,  Strategic  Airlift 

8D 

USAF 

64P1U 

Contracting,  Tactical  Airlift 

8D 

USAF 

64P1V 

Contracting,  Helicopter 

8D 

USAF 

64P1W 

Contracting,  General 

8D 

USAF 

64P3 

Contracting 

8D 

USAF 

64P3P 

Contracting,  Fighter 

8D 

USAF 

64P3Q 

1  Contracting,  Trainer 

8D 

USAF 

64P3R 

'Contracting,  Bomber 

8D 

USAF 

64P3S 

iContracting,  Tanker 

8D 

USAF 

64P3T 

1  Contracting,  Strategic  Airlift 

8D 

USAF 

64P3U 

iContracting,  Tactical  Airlift 

8D 

USAF 

64P3V 

iContracting,  Helicopter 

8D 

USAF 

64P3W 

iContracting,  General 

8D 

USAF 

64P4  i 

IContracting 

8D 

USAF 

64P4P  1 

iContracting,  Fighter 

8D 

USAF 

64P4Q  ^ 

'Contracting,  Trainer 

8D 

USAF 

64P4R 

iContracting,  Bomber 

8D 

USAF 

64P4S  ! 

Contracting,  Tanker 

8D 

USAF 

64P4T  1  S 

Contracting,  Strategic  Airlift 

8D  i 

USAF 

64P4U  ^ 

Contracting,  Tactical  Airlift 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE 

SERVICE  OCC 

SERVICE  OCC  TITUE  „  X\, 

8D 

USAF 

64P4V 

Contracting,  Flelicopter 

8D 

USAF 

64P4W 

Contracting,  General 

8D 

USCG-COMM 

35 

Contracting 

8D 

GS 

1102 

Contracting 

8D 

GS 

1103 

Industrial  Property  Management 

8D 

GS 

1130 

Public  Utilities  Specialist 

8D 

GS 

1150 

Industrial  Specialist 

8E 

DOD 

8E 

Food  Service 

8E 

USA-WO 

922A 

Food  Service  Technician 

8E 

USN-PRIM 

310y  910 

P 

Supply  Corps  -  Food  Service 

8E  ? 

USN-PRIM 

310y  911 

P 

Supply  Corps  -  Food  Service 

8E 

USN-PRIM 

651y  910 

P 

LDO  -  Supply  Corps  -  Food  Service 

8E 

USN-PRIM 

651y  911 

P 

LDO  -  Supply  Corps  -  Food  Service 

8E 

USN-PRIM 

751y  910 

P 

CWO  -  Supply  Corps  -  Food  Service 

'8E 

USN-PRIM 

751y  911 

P 

CWO  -  Supply  Corps  -  Food  Service 

8E  i 

USN-PRIM 

752y 

P 

CWO  -  Food  Service 

8E  i 

USN-SEC 

1308 

Subsistence  Technology 

8E  1 

USN-DUTY 

1105 

Mess  Treasurer/Caterer 

8E 

USN-DUTY 

1130 

Food  Service  Officer 

8E  ; 

USMC 

3302 

Food  Services  Officer 

8E  1 

GS 

0120 

b 

Food  Assistance  Program  Specialist 

8E 

GS 

1667 

Steward 

8F 

DOD 

8F 

Exchange  and  Commissary 

8F 

USN-PRIM 

310y  933 

P 

Supply  Corps  -  Exchange  and  Commissary 

8F 

USN-PRIM 

310y  934 

P 

Supply  Corps  •  Exchange  and  Commissary 

8F 

USN-PRIM 

651y  933 

P 

LDO  -  Supply  Corps  -  Exchange  and  Commissary 

8F 

USN-PRIM 

651y  934 

P 

LDO  -  Supply  Corps  -  Exchange  and  Commissary 

8F  i 

USN-PRIM 

751y  933 

P 

CWO  -  Supply  Corps  -  Exchange  and  Commissary 

8F 

USN-PRIM 

751y  934 

P 

CWO  -  Supply  Corps  -  Exchange  and  Commissary 

8F  i 

USN-SEC 

1305 

Retailing 

8F 

USN-DUTY 

1933 

Navy  Exchange  Officer 

8F  i 

USN-DUTY 

1935 

Ship  Store  Officer 

8F  1 

USMC 

4130 

Marine  Corps  Exchange  Officer 

8F 

USCG-COMM 

36 

Resale  Programs 

8F 

GS 

1144 

Commissary  Store  Management 

8G  \ 

DOD 

Other 

8G  j 

USN-SEC 

1307 

Petroleum  Management 

8G  i 

USN-DUTY 

1112 

Bachelor  Quarters  Manager 

8G  i 

USN-DUTY 

2690 

Printing  &  Publications  Officer 

8G  i 

USAF 

34M1 

Services 

8G  i 

USAF 

34M3 

Services 

8G 

USAF 

34M4 

Services 

8G  i 

GS 

0050 

Funeral  Directing 

8G  ; 

GS 

1173 

Housing  Management 

8G 

GS 

1654 

Printing  Management 

8G 

GS 

1658 

Laundry  &  Dry  Cleaning  Plant  Management 

9  \ 

DOD 

9 

Non-Occupationai 

9A  1 

DOD 

9A 

Patients 

9A 

USA-COMM 

ooc 

Relieved  From  Duty,  Sick  in  Hospital  or  Quarters 

9A  § 

USA  WO 

002A 

Patient 

9A 

USAF 

93P0 

i  Patient 

98 

DOD 

98 

Students 

98 

USA-COMM 

OOE 

Student  Officer 

98 

USA-WO 

003A 

Student  I 

98 

USN  PRIM 

116y 

p  URL  -  Surface  Warfare,  Trainee 

98 

USN-PRIM 

117y 

p  URL  -  Submarine  Warfare,  Trainee 

98 

USN-PRIM 

118y 

P 

URL  -  Special  Warfare,  Trainee  | 

98 

USN-PRIM 

119y 

piURL  -  Special  Operations,  Trainee  | 

98 

USN-PRIM 

131y  DG5 

p 

URL  -  Pilot,  Fixed-Wing  Trainee 

98 

USN-PRIM 

131y  DT5 

p 

URL  -  Pilot,  Fixed-Wing  Trainee 

98 

USN-PRIM 

131y  DY5 

p  URL  -  Pilot,  Helo  Trainee  | 

98 

USN-PRIM 

137y 

p 

URL  -  Naval  Flight  Officer,  Trainee  | 

Footnotes  are  defined  in  the  introductory  material. 
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MED  SP 

SERVICE 

SERVICE  OCC 

1 

SERVICE  OCC  TITLE 

9B  i 

USN-PRIM 

139y 

P 

URL  -  Pilot,  Trainee 

9B  r 

USN-PRIM 

146y 

P 

RL  -  'Various'  Engineering  Duty,  Trainee 

9B 

USN-PRIM 

154y  DG5 

P 

RL  -  Aviation  Duty  Officer  -  Pilot,  Fixed-Wing  Trainee 

9B 

USN-PRIM 

1 54y  DT5 

P 

RL  -  Aviation  Duty  Officer  -  Pilot,  Fixed-Wing  Trainee 

9B 

USN-PRIM 

154y  DY5 

P 

RL  -  Aviation  Duty  Officer  -  Pilot,  Helo  Trainee 

9B 

USN-PRIM 

190y 

P 

URL  -  Prospective  Nurse  Corps  Officer 

9B 

USN-PRIM 

191y 

P 

URL  -  Prospective  Medical  Corps  Officer  (Senior  Medical  Student) 

9B 

USN-PRIM 

192y 

P 

URL  -  Prospective  Dental  Corps  Officer 

9B 

USN-PRIM 

193y 

P 

URL  -  Prospective  Medical  Service  Corps  Officer  (Optometry) 

9B 

USN-PRIM 

194y 

P 

URL  -  Prospective  Chaplain  Corps  Officer 

98 

USN-PRIM 

195y 

P 

URL  -  Prospective  Judge  Advocate  General's  Corps  Officer 

9B 

USN-PRIM 

196y 

P 

URL  -  Prospective  Medical  Corps  Officer  (Medical/Osteopathic  Scholarship  Program)  Trainee 

9B 

USN-PRIM 

197y 

P 

URL  -  Armed  Forces  Health  Professions  Scholarship  Program  (Medical/Osteopathic) 

9B 

USN-PRIM 

198y 

P 

URL  -  Armed  Forces  Health  Professions  Scholarship  Program  (Dental)  Trainee 

9b' 

USN-PRIM 

199y 

P 

URL  -  Armed  Forces  Health  Professions  Scholarship  Program  (Medical  Service  Corps)  Trainee 

9B  : 

USN-PRIM 

3165 

Staff  Corps  -  Direct  Commissioned  Supply  Corps  Trainee 

9B  1 

USN-DUTY 

0104 

Intern 

9B  i 

USN-DUTY 

0106 

Health  Services  Resident  . . . 

9B  1 

USN-DUTY 

3289  ‘ 

Student 

9B  '  " 

USMC 

7578 

NFO  Student  (TBS) 

’9B  ' 

USMC 

7580 

Tactical  Navigator  Flight  Student  (NATO 

9B 

USMC 

7590 

Landing  Signal  Officer-Trainee 

9B 

USMC 

7599 

Flight  Student  .  . . 

9B 

USAF 

92  J1 

AFROTC  Educational  Delay  Law  Student 

9B 

USAF 

92J2 

Funded  Legal  Education  Program  Law  Student 

9B 

USAF 

92  J  3 

Excess  Leave  Law  Student 

9B 

USAF 

92M0 

Health  Professions  Scholarship  Program  (HPSP)  Medical  Studi 

9B 

USAF 

92M1 

Uniformed  Services  University  of  Health  Sciences  (USUHS)  Student 

BB 

USAF 

92M2 

HPSP  Biomedical  Science  Student 

9B 

USAF . 

92R0 

Chaplain  Candidate  .  . 

9B 

iUSAF 

92TO 

Pilot  Trainee  . . . 

9B 

USAF 

92T1 

Navigator  Trainee 

9B 

USCG-WO 

510 

Officer  Candidate  . 

9B . 

GS 

0099 . . 

General  Science  Student  Trainee  . 

9B 

GS 

0199 

Social  Science  Student  Trainee 

9B“' . 

GS 

0499 

Biological  Science  Student  Trainee  . 

9B 

GS 

0599 

Accounting  Student  Trainee 

\w' . i 

GS 

0799 

b 

fVeterinary  Student  Trainee 

9B 

GS 

0899 

Engineering  &  Architecture  Student  Trainee 

9B 

GS 

1399 

Physical  Science  Student  Trainee 

9B 

GS 

599 

(Mathematical  Science  Student  Trainee 

9B 

WG 

99017 

Deck  Midshipman 

1b 

WG 

99036 

Engine  Midshipman  . 

9B 

WG 

99054 

Unlicensed  Junior  Engineer 

9E 

DOD 

9E 

Other 

9E 

USA-COMM 

OOA 

Duties  Unassigned 

9E 

USA-COMM 

OOD 

Newly  (Commissioned  Officer  Awaiting  Entry  On  Active  Duty  for  Officer  Basic  (Course  (OBC) 

9'e 

USA-COMM 

01A 

Branch  Immaterial 

9E 

USA-WO 

001 A 

Unqualified  in  Authorized  Warrant  Officer  MOS 

9E 

USA-WO 

004A 

Duties  Unassigned  or  in  Transit  __ 

9E 

USA-WO 

011A 

Branch/MOS  Immaterial 

9E 

USN  SEC 

P 

No  Secondary  Occupation 

9E 

USN-SEC 

0000 

Occupation  Outside  a  Discrete  Field 

9E 

USMC 

9701 

Joint  Specialty  Officer  Nominee 

9E 

USMC 

9702 

Joint  Specialty  Officer 

9E 

USMC 

9905  " 

Special  Assignment  Officer 

9E 

USMC 

9909 

Marine  Air-Ground  Task  Force  Plans/Operations  Officer 

9E 

USMC 

9910 

Billet  Designator-Unrestricted  Officer 

9E 

USMC 

9911 

Billet  Designator-Unrestricted  Ground  Officer 

9E 

USMC 

9965 

Billet  Designator-Fixed  Wing  Pilot 

9E 

mSMC 

9966 

Billet  Designator-Naval  Flight  Officer 

9E 

USMC 

9967 

Billet  Designator-Helicopter  Pilot 

Footnotes  are  defined  in  the  introductory  materiai. 
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CHAPTER  3 


OFFICER  COIMVERSION  TABLES 


DOD  OCC 

MED  SP 

SERVICE 

USMC  i 

9E 

USMC 

9E 

USAF 

9E 

USAF 

9E 

USAF 

9E 

USAF 

9E 

USAF 

SERVICE  OCC 


1 


SERVICE  OCC  TITLE 


9969  iBillet  Designator-Any  Pilot/Naval  Flight  Officer 

XX01  s  dsBasic  Marine  Officer 

92SO  s  sStudent  Officer  Authorization 

95AO  NON-EAD  USAFR  Academy  or  Civil  Air  Patrol  Liaison  Officer 

96D0  (Officer  Not  Avaiiable  for  Use  in  Awarded  AFSC  for  Cause 

96U0  I  (Unclassified  Officer 

96V0  ”  (  iUnalloted 


'  Footnotes  are  defined  in  the  introductory  materiai. 
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INDEX 

ARMY-ENLISTED 


iiRVICE  OCC  I  II  SERVICE  Op, Q-PTLE 


OOB 


ODD  Special  Duty  Assignment _ 


OOZ  Command  Sergeant  Major _ 


02B  Cornet  or  Trumpet  Player _ 


02C  Euphonium  Player  _ _ 


02D  French  Horn  Player  _ 


02E  Trombone  Player _ _ 


02F  Tuba  Player  _ 


02G  Flute  or  Piccolo  Player _ _ 


02H  Oboe  Player  _ 


02J  Clarinet  Player  _ 


02K  Bassoon  Player  _ _ 


02L  Saxophone  Player _ _______ 


02M  Percussion  Player  _  ' 


02N  Keyboard  Player _ _ 


02S  Special  Bands  Member _ 


Guitar  Player  _ 


Electric  Bass  Player  _ 


Bands  Senior  Sergeant  _ 


Split  Unit  Trainee 


College  Trainee 


Simultaneous  Membership  Program  Participant  (Reserve  Forces) 


Commissioned  Officer  Candidate 


College  Student  ARNG  Officer  Program  (Reserve  Forces) _ 


Warrant  Officer  Candidate  _ 


Infantryman  _ 


Indirect  Fire  Infantryman  _ 


Heavy  Antiarmor  Weapons  Infantryman _ 


Fighting  Vehicle  Infantryman _ 


Infantry  (Reporting  Code)  _ _ 


Infantry  Senior  Sergeant  _ 


Combat  Engineer  _ _ 


Bridge  Crewmember _ 


Combat  Engineering  Senior  Sergeant  _ 


Cannon  Crewmember 


Automated  Fire  Support  Systems  Specialist  _ 


Cannon  Fire  Direction  Specialist  _ 


Fire  Support  Specialist  _ 


Multiple  Launch  Rocket  System  (MLRS)  Crewmember _ 


Multiple  Launch  Rocket  System/Fire  Dircection  Specialist _ 


FA  Firefinder  Radar  Operator 


Field  Artillery  Senior  Sergeant  _ 


Hawk  Missile  System  Crewmember  _ 


Early  Warning  System  Operator  _ _ 


Line  of  Sight-Forward-Heavy  Crewmember _ 


Avenger  Crewmember  _ 


CHAPARRAL  Crewmember 


VULCAN  Crewmember  _ 


Man  Portable  Air  Defense  Systems  (MANPADS)  Crewmember 


Patriot  Missile  Crewmember  _ 


Air  Defense  Artillery  Senior  Sergeant 


Special  Forces  Weapons  Sergeant _ _ 


Special  Forces  Engineer  Sergeant 


Special  Forces  Medical  Sergeant _ 


Special  Forces  Communications  Sergeant _ 


Special  Forces  Assistant  Operations  and  Intelligence  Sergeant 


Special  Forces  Candidate  (Reporting  Code)  _ 


Special  Forces  Senior  Sergeant  _ _ 


Cavalry  Scout  _ 


M48-M60  Armor  Crewman 


Ml  Armor  Crewman 


Armor  Senior  Sergeant  _ 


DOD  OCC 


433 


920 


521 


450 


450 


450 


450 


450 


’  Footnotes  are  defined  in  the  introductory  materiai. 


4-1 


INDEX 

ARMY-ENLISTED 


SERVICE  OCC  I  1 1  SERVICE  OCC  TITLE _ 


R  Hawk  Missile  System  Mechanic  _ 


24H  Hawk  Fire  Control  Repairer  _ _ 


24K  Hawk  Continuous  Wave  Radar  Repairer _ _ 


24M  a  VULCAN  System  Mechanic  _ 


24N  a  CHAPARRAL  System  Mechanic  _ 


24T  PATRIOT  Operator  System  Mechanic  _ 


25L  AN/TSQ-73  ADA  Command  &  Control  System  Operator/Maintainer _ 


25M  Multimedia  Illustrator  _ 


25R  Visual  Information  Equipment  Operator-Maintainer  _ 


25V  Combat  Documentation/Production  Specialist _ 


25Z  Visual  Information  Operations  Chief _ _ 


27E  Land  Combat  Electronic  Missle  System  Repairer _ _ 


27G  CHAPARRAL/REDEYE  Repairer  _ _ 


27H  HAWK  Field  Maintenance/Firing  Section  Repairer _ 


27K  HAWK  Fire  Control/Continuous  Wave  Radar  Repairer  _ 


27M  Multiple  Launch  Rocket  System  (MLRS)  Repairer _ 


27T  Avenger  System  Repairer 


27X  Patriot  System  Repairer  _ 


27Z  Missle  Systems  Maintenance  Chief  _ 


31C  Radio  Operator-Maintainer  _ 


31 F  Network  Switching  Systems  Operator-Maintainer  _ _ 


31 L  Cable  Systems  Installer-Maintainer  _ 


Microwave  Systems  Operator-Maintainer  _ 


Multichannel  Transmission  Systems  Operator-Maintainer  _ 


Satellite  Communications  Systems  Operator-Maintainer  _ 


Satellite/Microwave  Systems  Chief  _ 


Signal  Support  Systems  Specialist _ _ _ 


Telecommunications  Operations  Chief  _ 


Senior  Signal  Sergeant  _ _ 


Electronic  Warfare/Intercept  Aviation  System  Repairer  _ 


Electronic  Warfare/Intercept  Tactical  Systems  Repairer  _ 


Strategic  Systems  Repairer  _ 


EW/Intercept  Systems  Maintenance  Supervisor  _ 


Land  Combat  Support  Systems  (LCSS)  Test  Specialist 


Surveillance  Radar  Repairer  _ 


Air  Traffic  Control  Equipment  Repairer  _ 


Radio  and  Communications  Security  (CCOMSEC)  Repairer  _ 


Special  Electronic  Devices  Repairer 


Test,  Measurement  and  Diagnostic  Equipment  (TMDE)  Maintenance  Support  Specialist 


Telecommunications  Terminal  Devices  Repairer  _ 


Avionic  Communications  Equipment  Repairer 


Radar  Repairer  _ 


Wire  Systems  Equipment  Repairer  _ _ 


Avionic  Flight  Systems  Repairer  _ 


Avionic  Radar  Repairer  _ 


Electronic  Maintenance  Chief 


Integrated  Family  of  Test  Equipment  Operator  and  Maintainer _ 


Senior  Electronics  Maintenance  Chief 


Psychological  Operations  Specialist _ _ 


Civil  Affairs  Specialist  _ 


Automatic  Test  Equipment  Operator/Maintainer  _ 


Optical  Laboratory  Specialist  _ 


Fabric  Repair  Specialist  _ 


Metal  Worker 


Machinist  _ 


Small  Arms  Artillery  Repairer  _ 


Self-Propelled  Field  Artillery  Turret  Mechanic  _ 


Ml  ABRAMS  Tank  Turret  Mechanic 


Fire  Control  Repairer  _ 


Armament  Repairer  _ 


M60A1/A3  Tank  Turret  Mechanic 


Bradley  Fighting  Vehicle  System  Turret  Mechanic 


*  Footnotes  are  defined  in  the  introductory  material. 


DOD  OCC 


632 


122 


104 


632 


632 


632 


150 


400 


400 


400 


400 


121 


121 


121 


104 


121 


121 


121 


121 


201 


260 


621 


101 


102 


102 


102 


101 


260 


INDEX 

ARMY-ENLISTED 


SERVICE  OCC 

1 

SERVICE  Oee  TITLE 

DOD  OCC 

46Q 

Journalist 

570 

46R 

Broadcast  Journalist 

570 

46Z 

Public  Affairs  Chief 

570 

51B 

Carpentry  and  Masonry  Specialist 

712 

51H 

Construction  Engineering  Supervisor 

710 

51K 

■ 

Plumber 

720 

51M 

■ 

Fire  Fighter 

495 

51R 

Interior  Electrician 

721 

51T 

Technical  Engineering  Specialist 

413 

51Z 

General  Engineering  Supervisor 

710 

52C 

Utilities  Equipment  Repairer 

662 

52D 

Power  Generation  Equipment  Repairer 

662 

52E 

■ 

Prime  Power  Production  Specialist 

662 

52F 

■ 

Turbine  Engine  Driven  Generator  Repairer 

662 

52G 

a 

Transmission  and  Distribution  Specialist 

721 

52X 

Special  Purpose  Equipment  Repairer 

610 

54B 

■ 

Chemical  Operations  Specialist 

494 

55B 

■ 

Ammunition  Specialist 

645 

55D 

■ 

Explosive  Ordnance  Disposal  Specialist 

431 

57E 

Laundry  and  Bath  Specialist 

840 

62B 

Construction  Equipment  Repairer 

62E 

Heavy  Construction  Equipment  Operator 

713 

62F 

Crane  Operator 

713 

62G 

Ouarrying  Specialist 

713 

62H 

Concrete  and  Asphalt  Equipment  Operator 

713 

62J 

General  Construction  Equipment  Operator 

713 

62N 

Construction  Equipment  Supervisor 

713 

63B 

Light  Wheel  Vehicle  Mechanic 

610 

63D 

a 

Self-Propelled  Field  Artillery  System  Mechanic 

611 

63E 

m 

Ml  ABRAMS  Tank  System  Mechanic 

611 

63G 

m 

Fuel  &  Electrical  System  Repairer 

610 

63H 

Track  Vehicle  Repairer 

611 

63J 

Quartermaster  and  Chemical  Equipment  Repairer 

690 

63N 

a 

M60A1/A3  Tank  System  Mechanic 

611 

63S 

Heavy  Wheel  Vehicle  Mechanic 

610 

63T 

a 

BFV  System  Mechanic 

611 

63W 

Wheel  Vehicle  Repairer 

610 

63Y 

Track  Vehicle  Mechanic 

611 

63Z 

Mechanical  Maintenance  Supervisor 

610 

67G 

Utility  Airplane  Repairer 

600 

67N 

UH-1  Helicopter  Repairer 

600 

67R 

Attack  Helicopter  Repairer  (AH-64) 

600 

67S 

Scout  Helicopter  Repairer  (NISH) 

600 

67T 

UH-60  Helicopter  Repairer 

600 

67U 

CH-47  Helicopter  Repairer 

600 

67V 

Observation/Scout  Helicopter  Repairer 

600 

67Y 

AH-1  Attack  Helicopter  Repairer 

600 

67Z 

Aircraft  Maintenance  Senior  Sergeant 

600 

68B 

Aircraft  Powerplant  Repairer 

601 

68D 

Aircraft  Powertrain  Repairer 

602 

68F 

Aircraft  Electrician 

602 

68G 

Aircraft  Structural  Repairer 

603 

68H 

Aircraft  Pneudraulics  Repairer 

602 

68J 

Aircraft  Armament/Missile  Systems  Repairer 

102 

68K 

Aircraft  Components  Repair  Supervisor 

602 

68N 

Avionic  Mechanic 

102 

68P 

■ 

Avionics  Maintenance  Supervisor 

602 

68X 

AH-64  Armament/Electrical  Systems 

646 

71D 

Legal  Specialist 

512 

71G 

Patient  Administration  Specialist 

340 

71L 

Administrative  Specialist 

510 

71M 

Chaplain  Assistant 

561 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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INDEX 

RMY-ENLISTED 


SERVICE  OCC 


c 


73D 


74B 


74C 


74G 


74Z 


75B 


75F 


75H 


76J 


77F 


77L 


77W 


79R 


79S 


81C 


81L 


81Q 


81Z 


82C 


82D 


88H 


88K 


88L 


88M 


88N 


88P 


88T 


88U 


88X 


88Z 


91A 


91B 


91B  N3 


91B  N9 


91B  PI 


91  B  P2 


91 B  P3 


91 B  Y6 


91C 


91D 


91E 


91E  N5 


91K 


91K  M2 


91 K  M4 


91 K  P9 


91M 


91P 


91P  M5 


91Q 


91Q  Y7 


91R 


91S 


91S  N4 


91T 


91V 


91X 


92A 


SERVICE  OCC  TITLE 


Finance  Specialist _ 


Accounting  Specialist  _ 


Finance  Senior  Sergeant  _ 


Information  Systems  Operator-Analyst 


Record  Telecommunications  Operator 


Telecommunications  Computer  Operator-Maintainer 


Information  Systems  Chief  _ 


Personnel  Administration  Specialist 


Personnel  Information  Systems  Management  Specialist 


Personnel  Services  Specialist 


Medical  Supply  Specialist 


Petroleum  Supply  Specialist 


Petroleum  Laboratory  Specialist 


Water  Treatment  Specialist 


Recruiter 


Career  Counselor 


Cartographer  _ 


Lithographer  _ 


Terrain  Analyst 


Topographic  Engineering  Supervisor _ 


Field  Artillery  Surveyor 


Topographic  Surveyor  _ 


Cargo  Specialist  _ 


Watercraft  Operator 


Watercraft  Engineer 


Motor  Transport  Operator 


Traffic  Management  Coordinatior  _ 


Railway  Equipment  Repairer  (Reserve  Forces) _ 


Railway  Section  Repairer  (Reserve  Forces) 


Railway  Operations  Crewmember  (Reserve  Forces)  _ 


Railway  Senior  Sergeant  (Reserve  Forces) 


Transportation  Senior  Sergeant  _ 


Medical  Equipment  Repairer 


Medical  Specialist 


Occupational  Therapy  Specialist  _ 


Physical  Therapy  Specialist 


Orthopedic  Specialist  _ 


Ear,  Nose  and  Throat  Specialist 


Eye  Specialist  _ 


Cardiovascular  Specialist  _ 


Practical  Nurse 


Operating  Room  Specialist  _ 


Dental  Specialist 


Dental  Laboratory  Specialist 


Medical  Laboratory  Specialist 


Cytology  Specialist 


Blood  Donor  Center  Operations 


Biological  Sciences  Assistant  _ 


Hospital  Food  Service  Specialist 


Radiology  Specialist  _ 


Nuclear  Medicine  Specialist 


Pharmacy  Specialist 


Sterile  Pharmacy  Specialist 


Veterinary  Food  Inspection  Specialist 


Preventive  Medicine  Specialist 


Health  Physics  Specialist  _ 


Animal  Care  Specialist 


Respiratory  Specialist 


Mental  Health  Specialist 


Automated  Logistical  Specialist 


Food  Service  Specialist 


Mortuary  Affairs  Specialist  _ 


DOD  OCC 


542 


541 


542 


531 


260 


150 


531 


500 


500 


500 


341 


821 


491 


720 


501 


501 


411 


740 


411 


412 


412 


412 


822 


062 


652 


811 


553 


*  Footnotes  are  defined  in  the  introductory  materiai. 


INDEX 

ARMY-ENLISTED 


SERVICE  OCC 


92R 


92Y 


92Z 


93B 


93C 


93F 


93P 


95B 


95C 


95D 


96B 


96D 


96H 


96R 


96U 


97B 


97E 


97G 


97L 


97Z 


98C 


98D 


98G 


98H 


98J 


98K 


98X 


98Z 


XXXOX 


XXXXH 


XXXXM 


XXXXS 


SERVICE  10CC  TITLE 


Parachute  Rigger  _  _ 


Unit  Supply  Specialit 


Senior  Non-Commissioned  Logitician 


Aeroscout  Observer 


Air  Traffic  Control  Operator 


Field  Artillery  Meteorological  Crewmember 


Aviation  Operations  Specialist  _ 


Military  Police 


Corrections  Specialist 


CID  Special  Agent  _ 


Intelligence  Analyst 


Imagery  Analyst 


Imagery  Ground  Station  Operator 


Ground  Surveillance  Systems  Operator 


Unmanned  Aerial  Vehicle  Operator 


Intelligence  Senior  Sergeant _ 


Counterintelligence  Agent 


Interrogator  _ 


Multidiscipline  Counterintelligence  Operator/Analyst 


T  ranslator/Interpreter 


Counterintelligence/Human  Intelligence,  Senior  Sergeant 


Signals  Intelligence  Analyst 


Emitter  Locator/Identifier 


Voice  Interceptor 


Morse  Interceptor 


Noncommunications  Interceptor 


Non-Morse  Interceptor/Analyst 


EW/SIGINT  Specialty  (Linguist)  (Reporting  Code) 


Signals  Intelligence/Electronic  W/arfare 


Undergoing  Training  or  MOS  Reclassification _ 


Instructor-Any  MOS  With  Suffix  -H- 


First  Sergeant-Any  MOS  With  Suffix  -M- 


Special  Forces-Any  MOS  With  Suffix  -S- 


DOD  OCC ; 


860 


551 


552 


250 


222 


420 


556 


830 


831 


832 


243 


242 


233 


243 


243 


243 


244 


241 


231 


241 


244 


232 


231 


231 


’  Footnotes  are  defined  in  the  introductory  materiai. 


INDEX 

NAVY-ENLISTED 


SERVICE  OCC 

m\ 

3351 

IBI 

3353 

IBI 

3354 

a 

3355 

a 

3356 

a 

3359 

IBI 

3363 

a 

3364 

a 

EES9HHHBI 

EElSBHHiBl 

3373 

3376 

3377 

3383 

3384 

3385 

3386 

3389 

■ 

3393 

3394 

' 

3395 

3396 

3397 

5301 

a  1 

5302 

5309 

5311 

] 

5320 

a  E 

5323 

a  S 

5326 

a  ( 

5330 

E 

5332 

E 

5334  1  |£ 

5335 

c 

5336 

5337 

5339 

E 

5341 

r 

5342 

c 

5343 

c 

5344 

C 

5345 

C 

5346 

5348 

5375 

5 

8201 

h 

8202 

h 

8203 

E 

8211 

1- 

8215 

h 

8216 

V 

8225 

V 

8226 

4 

8235 

E 

8236 

E 

8237 

E 

8238 

E 

8241 

C 

8245 

T 

8250 

C 

8251 

P 

SERVICE  OCC  TITLE 


Submarine  Nuclear  Propulsion  Plant  Emergency  Welder 


Submarine  Nuclear  Propulsion  Plant  -  Reactor  Control 


Submarine  Nuclear  Propulsion  Plant  -  Electrical 


Submarine  Nuclear  Propulsion  Plant  -  Mechanical 


Submarine  Nuclear  Propulsion  Plant  -  Engineering  Laboratory  Technician 


DODpce 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


661 


121 


433 


433 


431 


433 


431 


431 


431 


431 


431 


431 


433 


433 


433 


433 


431 


433 


433 


433 


433 


433 


433 


433 


433 


050 


’  Footnotes  are  defined  in  the  introductory  materiai. 


INDEX 

NAVY-ENLISTED 


SERVICE  OCC 


8252 


8261 


8262 


8263 


8265 


8269 


8271 


8275 


8278 


8279 


8284 


8288 


8289 


8295 


8296 


8297 


8300 


8303 


8305 


8306 
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SERVICE  OCC  TITLE 


C-130/EC-130  Flight  Engineer  _ 


P-3A/B  In-Flight  Avionics  Maintenance  Technician  _ 


P-3C  UPDATE  III  In-Flight  Avionics  Maintenance  Technician _ 


P-3C  In-Flight  Avionics  Maintenance  Technician _ 


Flight  Communications  Operator  _ 


Flight  Electronics  Technician  _ _ _ 


P-3  Flight  Crew  Ordnanceman  _ 


TACAMO  Systems  In-Flight  Avionics  Technician  _ 


Loadmaster  _ 


C-2  Transport  Aircrewman  _ 


Electronics  Warfare  Operational  Intelligence  Crewman  _ 


Aerial  Cameraman  _ 


Flight  Attendant  _ _ 


Cryptologic  Technician  Operator/Analyst  _ 


EP-3E  Cryptologic  Technician  Operator/Analyst _ 


ES-3A  Cryptologic  Technician  Operator/Analyst _ _ _ _ 


Aviation  Maintenance  Material  Control  Master  Chief  _ 


CH/MH-53E  System  Organizational  Maintenance  Technician  _ _ 


C2/E2  System  Organizational  Maintenance  Technician _ 


E-2C  Group  II  Systems  Organizational  Maintenance  Technician _ 


C-2A  System  Organizational  Maintenance  Technician  _ 


C9B  Systems  Organizational  Maintenance  Technician _ _ 


Aircraft  Aerial  Refueling  Stores  (ARS)  Organizational  Maintenance  Technician _ 


C-130  TACAMO  System  Organization  Maintenance  Technician _ _ 


P-3  System  Organization  Maintenance  Technician  _ 


A-6  System  Organization  Maintenance  Technician  _ 


EA-6B  System  Organizational  Maintenance  Technician  _ 


F-14D  System  Organizational  Maintenance  Technician _ 


F/A-18  System  Organizational  Maintenance  Technician  _ _ 


E-6A  System  Organizational  Maintenance  Technician _ _ 


F-14  System  Aircraft  Organizational  Maintenance  Technician _ _ 


S-3A  System  Organizational  Maintenance  Technician _ 


S-3B  System  Organizational  Maintenance  Technician _ 


A-4  System  Organizational  Maintenance  Technician _ 


Unmanned  Air  Vehicle  (UAV)  Systems  Organizational  Maintenance  Technician _ 


Unmanned  Air  Vehicle  (UAV)  Systems  Operator  _ 


SH-2G  LAMPS  System  Organization  Maintenance  Technician  _  _ _ 


H-2  LAMPS  System  Organizational  Maintenance  Technician _ _ 


SH-60  (LAMPS  MK  111)  System  Organizational  Maintenance  Technician _ 


SH-3  System  Organizational  Maintenance  Technician _ 


SH-60F/HH-60H  System  Organizational  Maintenance  Technician  _ 


H-46  System  Organizational  Maintenance  Technician  _ 


UH-1N  System  Organizational  Maintenance  Technician  _ 


Airborne  Mine  Countermeaures  Maintenance  (AMCM)  Technician 


CH/MFI-53  Organizational  Apprentice  Maintenance  Technician _ 


C-2/E-2  Systems  Organizational  Apprentice  Maintenance  Technician _ 


E-2C  Group  II  Systems  Organizational  Apprentice  Maintenance  Technician _ 


P-3  Organizational  Apprentice  Maintenance  Technician _ 


EA-6B  Systems  Organizational  Apprentice  Maintenance  Technician _ 


F-14D  Systems  Organizational  Apprentice  Maintenance  Technician _ _ 


F/A-18  Systems  Organizational  Apprentice  Maintenance  Technician _ 


E-6A  Systems  Organizational  Apprentice  Maintenance  Technician _ 


F-14  Systems  Organizational  Apprentice  Maintenance  Technician  _ _ 


S-3  Systems  Organizational  Apprentice  Maintenance  Technician 


H-3  Systems  Organizational  Apprentice  Maintenance  Technician _ 


SH-60F/HH-60H  Systems  Organizational  Apprentice  Maintenance  Technician _ 


H-46  Systems  Organizational  Apprentice  Maintenance  Technician 


Airborne  Mine  Countermeasures  (AMCM)  Systems  Organization  Apprentice  Maintenance  Technician 


EP-3E  In-flight  Technician  _ _ 


Update  III  ASUW  Improvement  Program  (AlP)  In-Flight  Avionics  Maintenance  Technician _ 


EP-3E  Specific  Electronic  Warfare  Operator  _ 


Instructor 
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9503  Miniature/Microminiature  Electronic  Repair  Inspector _ 


9504  Aviation  Water  Survival  Instructor 


9505  Survival,  Evasion,  Resistance,  &  Escape  (SERE)  Instructor 


9508  Recruit/Assistant  Recruit  Company  Commander/Recruit  Instructor 


9509  2M  Instructor/Master  Inspector 


9512  3-M  System  Coordinator 


9515  Equal  Opportunity  Program  Specialist  _ 


9516  Correctional  Counselor  _ 


9517  Ship's  3-M  System  Coordinator 


9518  Naval  Leadership  Development  Program  (NAVLEAD)  Instructor 


9519  Navy  Drug  and  Alcohol  Counselor  _ 


9520  Consecutive  Foreign  Language  Translator  _ 


9522  Navy  Drug  and  Alcohol  Counselor  Intern  _ 


9526  Microminiature  Electronic  Repair  Technician 


9527  Miniature  Electronic  Repair  Technician  _ 


9533  a  Special  Warfare  Combatant  Craft  Crewman 


Seal  Delivery  Vehicle  (SDV)  Team  Technician 


Stinger  Anti-Terrorist  Weapon  (ATW)  Operator  Maintenanceman 


Navy  Law  Enforcement  Specialist 


Information  Security  Manager 


Acquisition  Logistics  Specialist 


Master  Naval  Parachutist 


Engineering  Bulk  Fuel  System  (Shore)  Technician _ 


Deep  Submergence  Vehicle  Operator  _ 


Deep  Submergence  Vehicle  Crewmember 


Naval  Control  of  Shipping  Staff  Assistant 


Stevedore 


Safety  Technician  _ 


SNAP  II  Ship  System  Coordinator 


Correctional  Custody  Specialist  Ashore 


Chief  of  The  Boat  (All  Submarines) 


Command  Master  Chief 


Rubber  and  Plastics  Worker 


Locksmith 


9585  I  I  Navy  Recruiter  Canvasser 


9586  Navy  Recruiting  District  (NRD)  Recruiter/Classifier _ 


9588  Career  Information  Program  Advisor 


9590  Support  Equipment  Asset  Managerf 


9594  Intermediate  Maintenance  Activity  (iMA)  Nuclear  Worker 


9595  Hazardous  Matgerial  Control  Management  Technician 


9597  Radiac  Technician 


9598  Disaster  Preparedness  Operations  and  Training  Specialist 


9901  Nuclear  Propulsion  Plant  Operator  Trainee 


AA  Airman  Apprentice 


AB  Aviation  Boatswain's  Mate 


AB  7003  C-1 3  Catapuit  Operator 


AB  7004  C-1 3  Mod  1  Catapult 


AB  7005  MK-7  Arresting  Gear  Operator  _ 


AB  7006  Aircraft  Launch  and  Recovery  Equipment  Maintenance  Technician 


AB7011  Aircraft  Firefighting  and  Salvage  Specialists 


AB  7022  Aviation  and  Automotive  Fuels  Handler 


ABE  Aviation  Boatswain's  Mate,  Launching  and  Recovery  Equipment 


ABF  Aviation  Boatswain's  Mate,  Fuels 


ABH  Aviation  Boatswain's  Mate,  Aircraft  Handling 


AC  Air  Traffic  Controller 


AC  6901  Facility  Rated  Approach  Controller 


AC  6902  Carrier  Air  Traffic  Control  Center  Controller 


AC  6903  Amphibious  Air  Traffic  Control  Center  Controllers 


AD  Aviation  Machinist's  Mate 


AD  6403  Oil  Analysis  Operator/Evaluator 


AD  6410  F-1 10  Turbofan  Jet  Engine  First  Degree  Repair/IMA  Technician 


AD  6415  I  lTF-30  Turbofan  Jet  Engine  First  Degree/IMA  Mechanic 
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AD  6416 

■ 

J-52  Jet  Turbojet  Engine  First  Degree/IMA  Mechanic 

601 

AD  6417 

T-400  Turboshaft  Jet  Engine  First  Degree/IMA  Mechanic 

601 

AD  6418 

T-56  Turboprop  Engine  &  54H60  Series  Prop  First  Degree/IMA  Mechanic 

601 

AD  6419 

T-58  Turboshaft  Jet  Engine  First  Degree/IMA  Mechanic 

601 

AD  6420 

F-404  Turbofan  Jet  Engine  First  Degree/IMA  Mechanic 

601 

AD  6421 

TF-34  Turbofan  Jet  Engine  First  Degree/IMA  Mechanic 

601 

AD  6422 

Test  Cell  Operator/Maintainer 

601 

AD  6423 

T-56-425/427  Turboprop  Engine  and  Propeller  IMA  Mechanic 

601 

AD  6424 

■ 

T-64  Turboshaft  Jet  Engine  First  Degree/IMA  Mechanic 

601 

AD  6426 

■ 

T-700  Turboshaft  Jet  Engine  First  Degree/IMA  Mechanic 

601 

AD  6428 

■ 

Helicopter  Rotors/Related  Components  IMA  Mechanic 

601 

AE 

Aviation  Electrician's  Mate 

602 

AE  7105 

Attitude  Heading  Reference  System  IMA  Technician 

602 

AE  7129 

F-14  EMATS  IMA  Technician 

602 

AE  7131 

Power  Generating  Systems  IMA  Technician 

602 

AE  7133 

A6/EA6  Electrical  Component  Intermediate  Maintenance  Technician 

602 

AE  7136 

■ 

P-3C  Automatic  Flight  Control  Systems  (AFCS)  IMA  Technician 

602 

AE  7137 

■ 

Aircraft  Instrument  IMA  Technician 

602 

AE  7144 

Helicopter  ASE/AFCS  Intermediate  Maintenance  Technician 

602 

AE  7173 

ASM-175  Electronic  Module  Test  Console  IMA  Technician 

602 

AE  7174 

AFCS/ADC/INS/DRS  &  Flight  Sys  Mini-SACE  GT-4  Test  Console  Intermediate  Technician 

602 

AE  7175 

P-3/C-1 30/E-2/C-2  Electrical  Component  IMA  Technician 

602 

AE  7182 

P-3A/B  Integrated  Electrical  System  DMA  Specialist 

602 

AE  7184 

F/A-18  Electrical  Systems  IMA  Technician 

602 

AE  7197 

ASM-608  Inertial  Measurement  Unit  Test  Set  Maintenance  Technician 

602 

AG 

Aerographer's  Mate 

420 

AG  7412 

Analyst-Forecaster 

420 

AK 

Aviation  Storekeeper 

551 

AK  8012 

Aviation  Supply  Systems  Specialist 

511 

AK  8013 

NALCOMIS  Supply  Data  Base  Administrator 

511 

AM 

Aviation  Structural  Mechanic 

603 

AM  7212 

Stationary  Hydraulics  Test  Stand  Operator/Maintenanoeman 

602 

AM  7213 

Hydraulic,  Pneumatic,  Servocylinder  Test  (STS)  Operator/Maintainer 

602 

AM  7222 

Aeronautical  Welder 

701 

AM  7225 

Aircraft  Maintenance  Non-Destructive  Inspector 

603 

AM  7232 

Structural  Repair  IMA  Technician 

701 

AME 

■ 

Aviation  Structural  Mechanic,  Safety  Equipment 

603 

AMH 

■ 

Aviation  Structural  Mechanic,  Hydraulics 

603 

AMS 

Aviation  Structural  Mechanic,  Structures 

603 

AN 

Airman 

050 

AN  9710 

Airman  -  Electronic  Equipment  Repairers 

102 

AN  9720 

Airman  -  Communications  and  Intelligence  Specialists 

222 

AN  9740 

Airman  -  Other  Technical  and  Allied  Specialists 

420 

AN  9750 

Airman  -  Functional  Support  and  Administration  Specialists 

551 

AN  9760 

Airman  -  Electrical/Mechanical  Equipment  Repairers 

603 

AO 

Aviation  Ordnanceman 

646 

AO  6801 

Air  Launch  Weapons  Technician 

646 

AO  6802 

Strike  Intermediate  Armament  Maintenanceman 

646 

AO  6803 

P-3  Armament/Ordnance  IMA  Technician 

646 

AO  6810 

Armament  Weapons  Support  Equipment  (ASWE)  Maintenance  Manager 

646 

AR 

Airman  Recruit 

950 

AS 

Aviation  Support  Equipment  Technician 

602 

AS  7601 

Support  Equipment  Cryogenic  Mechanic 

602 

AS  7603 

Support  Equipment  Air  Conditioning  and  MMF  Technician 

602 

AS  7606 

Support  Equipment  Gas  Turbine  Mechanic 

602 

AS  7607 

Shore  Support  Equipment  Tow  Tractor  Technician 

602 

AS  7609 

Support  Equipment  Maintenance  Manager 

602 

AS  7610 

■ 

Weapons  Handling/Loading  Equipment  Mechanic 

602 

AS  7612 

Afloat  SE  Hydraulic  Equipment  Intermediate  Maintenance  Technician 

602 

AS  7613 

Shore  Based  SE  Hydraulic  Equipment  Intermediate  Maintenance  Technician 

602 

AS  7614 

Shore  Based  Mobile  Electric  Power  Plant  Intermediate  Maint  Techician 

602 

AS  7615 

Afloat  Mobile  Electric  Power  Plant  Technician 

602 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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AS  7616  I  IMaintenance  Crane  Intermediate  Maintenance  Technician  (Shore) _ 


AS  7617  [Crash  and  Material  Handling  Technician  (SEA) _ 


AS  7618  [Afloat  Support  Equipment  Technician _ 


AT  Aviation  Electronics  Technician _ _ 


AT  6522  AKT-22  Data  Link  IMA  Technician  _ _ 


AT  6526  Aviation  ASW  (MAD)  Technician  _ 


AT  6527  Aviation  ASW  (Airborne  Sonar)  IMA  Technician _ _ 


AT  6529  ASW  Sonobuoy  Receivers  and  Recorder  Group  Technician _ 


AT  6534  AQA-7  DIFAR  System  IMA  Technician  _ _ 


AT  6556  S-3B  Computer  System  Specialist  _ 


AT  6582  [P-3A/B  Weapons  System  OMA  Technician _ _ 


AT  6605  Aircraft  Radar  Altimeter  Equipment  IMA  Technician _ 


AT  6606  Aircraft  Doppler  Radar  Navigation  IMA  Technician  _ _ 


AT  6607  [Digital  Data  Link  Communications  IMA  Technician _ 


AT  6608  Aircraft  Navigation  Computers  IMA  Technician _ 


AT  6609  [Aircraft  Electronic  Identification  (IFF)  Intermediate  Maintenance  Technician _ 


AT  6611  [Aircraft  UHF  Communications,  ADF  and  ICS  Equipment  IMA  Technician _ 


AT  6612  [Aircraft  Tacan/Radio  Navigation  Equipment  IMA  Technician _ 


AT  6613  [Aircraft  HF  Communications  Equipment  IMA  Technician _ _ 


AT  6614  APS-1 16  Intermediate  Maintenance  Technician _ 


at  6615  P-3  FLIR  IMA  Technician  _ 


AT  6618  USM-458  IMA  Technician  _ _ 


AT  6619  HATS  (USM-403)  Operator  _ 


AT  6621  APS-125  Radar  IMA  Technician  _ 


AT  6622  [Electronic  Countermeasures  (ECM)  Technician/Weapons  Replaceable  Assembly  (WRA)  IMA  Technician 


AT  6628  [HATS  (LISM-403)  IMA  Maintenance  Technician _ _ 


at  6631  lAN/LISM-629  EOTS  Operator/Maintainer,  Intermediate  Maintenance _ 


AT  6633  LISM-467  RADCOM  IMA  Technician _ 


AT  6634  Aircraft  Communications  Security  Devices  Equipment  IMA  Technician _ 


AT  6635  EP-3E/ES-3A  ESM  IMA  Technician  _ _ _ 


AT  6636  iAN/USM-470(V)1  Automatic  Test  System  (ATS)  Off-Line  Maint.  Technician _ 


AT  6638  AAD-5  IMA  Technician  _ 


AT  6639  Countermeasures  Receiving  and  Dispensing  Equipment  IMA  Technician _ _ 


AT  6640  EP-3E/ES-3A  ESM  OMA  Technician  _ 


AT  6641  ALQ-126  ECM  IMA  Technician _ 


AT  6647  ALQ-99  Transmitter  Test  Station  and  ALO  IMA  Technician _ 


AT  6648  ALQ-99  Exciter  Intermediate  Maintenance  Technician _ _ 


AT  6649  ECM/Simulator  IMA  Technician  _ _ 


AT  6650  |AN/LISM-470(V)1  Automatic  Test  System  (ATS)  Advanced  IMA  Technician _ 


AT  6653  VAST  (USM-247  (V))  On-Line  Maintenance  Technician _ 


AT  6658  AN/LISM-470(V)1  Automatic  Test  System  (ATS)  On-Line  Maintenance  Technician _ 


AT  6659  |AN/LISM-247  Versatile  Avionic  Shop  Test  (VAST)  Advanced  Operator  (Intermediate  Maintenance) 


AT  6660  [Dynamic  Alignment  Test  Set  IMA  Technician _ _ 


AT  6663  VAST  (USM-247  (V))  Off-Line  Maintenance/Calibration  Technician _ 


AT  6664  APS-1 15  Search  Radar  &  AXR-1 3  LLLTV  IMA  Technician _ _ 


AT  6668  EA-6B  ECM  OMA  System  Analyst _ _ 


AT  6669  EA-6A  ECM/ESM  Organizational  Maintenance  Technician _ 


AT  6673  [Field  Calibration  Activity  Technician  (Electrical/Electronic) _ 


AT  6677  TARPS  Camera  Repair  IMA  Technician _ _ 


AT  6680  ICAP  Computer  Group/ICAP  II  Digital  Interface  Unit  IMA  Technician _ 


AT  6684  AAM-60  (V6)  Electrical  Optical  System  Test  Set  IMA  Technician _ 


AT  6686  USM-429  CAT  III  D  Maintenance  Technician _ 


AT  6688  USM-484  Hybrid  Test  Set  (HTS)  Intermediate  Maintenance  Technician _ 


AT  6689  [USM-484  HTS  Advanced  Intermediate  Maintenance  Technician _ 


AT  6694  [USM-470(V)2  Automatic  Test  Systems  On-Line  Maintenance  Technician _ 


AT  6695  USM-470(V)2  ATS  Advanced  Intermediate  Maintenance  Technician _ 


AT  6701  Advanced  Avionics  Integrated  Computer  Systems  Maintenanceman _ 


AT  6702  |E-6A  Mission  Avionics  System  Intermediate  Maintenance  Technician _ 


AT  6704  CASS  Test  Station  Intermediate  Maintenance  Operator/Maintainer _ 


AT  6705  CASS  Test  Station  Inter  Maint  Calibration/Adv  Maint  Technician _ 


AT  6710  P-3  Navigation  System  Equipment  Technician  _ 


AT  6713  I  [Video  Test  Set  (VTS)  AN/SSM-9  Test  Set  Operator 
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m 

SERVICE  pec  (TITLE 

DOp  PRC 

AT  6714 

Enhanced  Comprehensive  Asset  Manager  System  (ECAMS)  Maintainer 

104 

AT  6715 

S-3  FLIR  Systems  Intermediate  Maintenance  Technician 

104 

AT  6716 

P-3  Model  Aircraft-AN/USM  449(V)  Test  Set  Operator 

102 

AT  6717 

P-3  Peculiar  Communications  Equipment  IMA  Technician 

102 

AT  6718 

Electronics  Standards  Specialist 

198 

AT  6719 

Update  III  ASUW  Improvement  Program  (AlP)  OMA  Weapons  Systems  Technician 

646 

AT  6721 

AN/USM-449(V)  Series  ATE  IMA  Technician 

102 

AT  7953 

APQ-148/156  &  APS-130  Radar,  AAS-33  FLIR  &  APM  375  MSTRC  IMA  Technician 

104 

AT  7954 

ASQ-133/155  Ballistic  Comp  &  Comp  Systems  Test  Console  IMA  Technician 

104 

AT  7955 

Radar  Systems  Module  Repair  Intermediate  Maintenance  Technician 

104 

AT  7958 

A-6E  TRAM  Weapon  System  Organizational  Maintenance  Technician 

104 

AT  7959 

FLIR  Systems  Intermediate  Maintenance  Technician 

104 

AT  7964 

AVA-1  Analog  Display  Indicator  and  Test  Console  IMA  Technician 

104 

AT  7970 

F-14D  OMA  Integrated  Weapons  Technician 

104 

AT  7971 

F-14A/B  OMA  Integrated  Weapons  Technician 

104 

AT  7978 

APM-446  Radar  System  Test  Station  (RSTS)  Intermediate  Maintenance  Technician 

104 

AT  7984 

AWG-9/AWM-23  Radio  Frequency  Test  Console  IMA  Technician 

102 

AT  7988 

AWG-9/AWM-23  Low  Frequency  Test  Station  IMA  Technician 

150 

AT  7989 

AWG-9/AWM-23  Computer  Test  Station  IMA  Technician 

150 

AT  7991 

AWG-9/AWM-23  Controls  &  Displays  Test  Station  IMA  Technician 

150 

AT  7992 

AWG-9/AWM-23  Module  Test  Station  IMA  Technician 

150 

AW 

Aviation  Antisubmarine  Warfare  Operator 

210 

AW  7815 

Tactical  Helicopter  Search  and  Rescue  Aircrew  Swimmer 

433 

AW  7821 

P3B/C  Acoustic  Sensor  Operator 

210 

AW  7825 

ASW  Operations  Center  Equipment  Operator 

210 

AW  7827 

ASW  Operations  Center  Electronic  Warfare  Analyst 

210 

AW  7834 

S3B  Multi-Sensor  Operator 

210 

AW  7835 

Tactical  Support  Center  (TSC)  Systems  Operator 

210 

AW  7836 

CV/CVN  ASWMOD/TSC  Watch  Supervisor 

210 

AW  7841 

P-3C  UPDATE  III  Acoustic  Sensor  Operator 

210 

AW  7846 

CV-ASM  Module  (ASWMOD)  Equipment  Operator 

210 

AW  7851 

P3B/EP-3J  Non-Acoustic  Operator 

210 

AW  7861 

P3C  Non-Acoustic  Operator 

210 

AW  7872 

SH3H  Multi-Sensor  Operator 

210 

AW  7873 

SH60B  Multi  Sensor  Operator 

210 

AW  7874 

SH2G  Multi-Sensor  Operator 

210 

AW  7876 

SH60F  Multi-Sensor  Operator 

210 

AW  7877 

Update  III  ASUW  Improvement  Program  (AlP)  Non-Acoustic  Operator 

210 

AZ 

Aviation  Maintenance  Administrationman 

555 

AZ  6301 

Enhanced  Comprehensive  Asset  Management  Systems  (ECAMS)  Operator 

555 

AZ  6313 

3-M  System  Data  Analyst 

555 

AZ  6314 

NALCOMIS  Data  Base  Administrator/Analyst 

555 

AZ  6315 

NALCOMIS  System  Administrator/Analyst 

555 

BM 

Boatswain's  Mate 

060 

BM  0107 

Minesweeping  Boatswain's  Mate 

060 

BM  0110 

■ 

IMA  Rigging  and  Weight  Testing  Shop  Journeyman 

020 

BM  0160 

Causeway  Barge  Ferry  Pilot 

062 

BM  0161 

Tugmaster 

062 

BM  0164 

Assault  Boat  Coxswain 

062 

BM  0167 

LCAC  Operator 

020 

BM  0169 

Causeway  Barge  Ferry  Coxswain 

062 

BM  0170 

Surface  Rescue  Swimmer 

060 

BU 

Builder 

710 

BU  5907 

Advanced  Builder 

710 

BU  5908 

Tool  &  Equipment  Technician 

713 

BU  5915 

Construction  Planner  &  Estimator  Specialist 

710 

BU  5931 

Advanced  Underwater  Construction  Technician 

710 

BU  5932 

Basic  Underwater  Construction  Technician 

710 

CA 

Constructionman  Apprentice 

950 

CE 

Construction  Electrician 

721 

CE  5601 

Uninterruptible  Power  Supply  (UPS)  Maintenance  Technician 

721 

CE  5633 

Mobile  Utilities  Support  Equipment  (MUSE)  Technician 

721 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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CE  5635  Advanced  Construction  Electrician .  . 


CE  5642  [Central  Office  Exchange  Technician  _ 


CE  5644  [Cable  Splicing  Technician _ _ _ _ 


CM  [Construction  Mechanic _ _ _ 


CM  5805  T  [Advanced  Construction  Mechanic  _ _ 


CN  [Constructionman _ _ _ _ _ 


CN  9740  [Constructionman  -  Other  Technical  and  Allied  Specialists  _ 


CN  9760  [Constructionman  -  Bectrical/Mechanical  Equipment  Repairers  _ 


CN  9770  [Constructionman  -  Craftsworkers . . . 


CR  [Constructionman  Recruit . .  . 


CT  [Cryptologic  Technician _ _ _ — 


CT9102  [Battle  Force  ELINT  Analyst  (BFEA)  _ _ 


CT9104  I  [Telemetry  Collection  and  Analysis  Technician .  . 


CT9112  IBULLSEYE  Outstation  Operator  _ _ 


CT9116  [Cryptologic  Supervisor _ _ _ 


CT9124  [Direct  Support  (DIRSUP)  Operator _  _ 


CT9125  [OUTBOARD  System  Operator  _ 


CT9126  [SEAMARK  Advanced  Operator  _ 


CT  9131  [Combat  Direction  Finding  System  (AN/SRS-1)  Operator _ _ 


CT9132  Cryptologic  Surface  Warfare  Systems  Supervisor _ _ 

CT  9133  CROSSHAIR  Net  Control  Station  (NCS)/CROSSHAIR  Support  Center  (CSC)  Operator 

CT  9134  Subsurface  Augmentee  Operator _ _ _ 

CT  9135  Subsurface  Augmentee  ELINT  Operator _ _____ 

CT  913^  Apprentice  Analysis  and  Reporting  Specialist _ _ _ 


CT  9138  [Journeyman  Analysis  and  Reporting  Specialist .  . 


CT  9176  [classic  WIZARD  System  Support  Operator _ _ 


CT9177  [CLASSIC  Owl  Operator _ _ _ 


CT9190  [Special  Security  Assistant  _ ______ 


CT  9301  Entry  Level  Programmer/Analyst _ _ _ 


CT  9302  Cryptologic  Network  and  Systems  Configuration  Manager 

CT  9303  Integrated  Data  Network  Exchange  Operations  and  Maintenance  _ 


CT  9304  [Database  Administrator _ _ _ 


CTA  [Cryptologic  Technician  Administrative _  ... _ _ 


CT!  [Cryptologic  Technician  Interpretative  _  ... 


CTI9192  Basic  Thai  Linguist _ _ _ 


CTI9193  [Basic  Indonesian  Linguist _ _ _  -  — 


CTI9194  [Basic  Cambodian  Linguist _ _ _ _ 


CTI9195  [Basic  Burmese  Linguist _  ' _ 


CTI9196  Basic  Maly  Linguist _ _ _ _ _ 


CTI9197  [Basic  Serbio-Croatian  Linguist _ _ _ 


CTI9198  Basic  Polish  Linguist  .  . . 


CTI9201  Basic  Russian  Linguist  .  . 


CTI9202  [Basic  Tagalog  Linguist  .  . 


CTI9203  [Basic  Spanish  Linguist _ _ _ _ _ — 


CTI9204  [Basic  French  Linguist _ _ _ - 


CTI9207  Basic  German  Linguist _ _ _ - 


CTI9208  [Basic  Albanian  Linguist _ _ _ 


CTI9209  [Basic  Persian  (Farsi)  Linguist _ _ _ 


CTI9211  [Basic  Chinese  (Madarin)  Linguist  .  . 


CTI9212  [Basic  Korean  Linguist _  ... _ 


CTI9213  [Basic  North  Vietnamee  Linguist _ _____ 


CTI9215  [Basic  Hebrew  Linguist _ _ _ _ _ 


CTI9216  [Basic  Arabic  Linguist  .  . 


CTI9310  [Basic  Bulgarian  Linguist _ _ _ 


CTI9311  [Basic  Georgian  Linguist _  .... 


CTI9312  Basic  Kurdish  Linguist _ _ _ _ 


CTI9313  [Basic  Portuguese  Linguist  _ _ _ - 


CTI9314  Basic  Romanian  Linguist _ _ _ _ _ 


CTI9315  [Basic  Ukrainian  Linguist  _ _ _ _ 


CTM  [Cryptologic  Technician  Maintenance  _ _ _ _ 


CTM9103  [Fleet  Cryptologic  Systems  Maintenance  Technician  _ _ 


CTM9226  [  [CLASSIC  OWL  Maintenance  Technician  _ 


Footnotes  are  defined  in  the  introductory  material. 
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CTM9227  SEAMARK  System  Maintenance  Technician  _ _ 


CTM9228  COMSAT  System  Maintenance  Technician _ 


CTM9238  a  Submarine  Carry-on  Equipment  Maintenance  Technician _ _ 


CTM9244  WOLFERS/ROCKETEER  System  Maintenance  Technician  _ _ 


CTM9245  NEWSDEALER  System  Maintenance  Technician  _ _ 


CTM9249  Outboard  II  System  Maintenance  Technician  _ 


CTM9251  Wideband  Acquisitions  &  Analysis  (WBAA)  Hardware  Maintenance  Technician _ 


CTM9252  High  Frequency  Direction  Finding  (HFDF)  Hardware  Maintenance  Technician _ 


CTM9256  Radio  Frequency  Distribution  (RFD)  Maintenance  Technician _ 


CTM9257  WOLFERS/ROCKETEER  and  Chainwork  PTTI  Maintenance  Technician _ 


CTM9258  Outstation  Communication  (FLAGHOIST)  System  Maintenance  Technician _ 


CTM9259  VAX  Fundamentals  Maintenance  Technician  _ _ 


CTM9267  MUSIC  Maintenance  Technician  _ _ 


CTM9271  CRITICOM  Maintenance  Technician  _ 


CTM9280  Tactical  Intelligence  (TACINTEL)  Communications  Subsytems  Maintenance  Technician 


CTM9282  FES  Maintenance  Technician  _ 


CTM9283  I  Mobile  Electronics  Maintenance  Technician  (WLQ-4} _ _ 


CTM9285  HPW  Fundamentals  Technician  _ _ 


CTM9286  Chainwork  PTTI  System  Maintenance  Technician _ 


CTM9287  Cryptologic  Combat  Support  System  (CCSS)  Maintenance  Technician  _ 


CTM9288  Cryptologic  Combat  Support  Console  (CCSC)  Maintenance  Technician _ 


CTM9289  [Combat  Direction  Finding  System  (SRS-1)  Maintenance  Technician _ 


CTM9295  Network  Systems  Maintenance  Technician  _ 


CTM9296  Communications  Electronics  Equipment  Installer  _ _ _ _ 


CTM9297  CLASSIC  WIZARD  System  Maintenance  Technician _ 


CTO  Cryptologic  Technician  Communications  _ _ 


CT09178  NEWSDEALER  Communications  Operator _ _ 


CT09182  Automated  Telecommmunications  Systems  Technician  _ 


CT09185  Tacintel  Communications  Operator  _ 


CT09186  CryptoLogic  Technical  Control  Operator  _ 


CTR  [Cryptologic  Technician  Collection _ 


CTR9147  Intermediate  Signals  Analyst _ _ 


CTR9149  Advanced  Signals  Analyst  ______________ 


CTR9152  Communications  Satellite  (COMSAT)  Operator _ _ 


CTR9153  Communications  Satellite  Analyst  _ _ _ 


CTR9154  Collection  and  Forwarding  System  (CFS)  Operator _ 


CTR9155  Collection  and  Forwarding  System  (CFS)  Analyst  _ 


CTR9166  Advanced  High  Frequency  Direction  Finding  Specialist  _ 


CTR9169  Morse  Code  Intercept  Operator  _ _ _ 


CTT  Cryptologic  Technician  Technical  _ 


CTT9141  Intermediate  Technical  ELINT  (TECHELINT)  Analysis  Technician 


CTT91 58  CIASSIC  WIZARD  Analyst  _________________ 


CTT9160  Classic  Wizard  EDP  Tuner  _ _ 


CTT9170  CLASSIC  WIZARD  Basic  Operator  _ 


CTT9171  CLASSIC  WIZARD  Collection  System  Operator  _ 


CTT9174  Classic  Wizard  Configuration  Maintenance  Analyst  _ 


CTT9175  CLASSIC  WIZARD  Reporting  System  Operator 


DA  Dentalman  Apprentice  _ 


DC  Damage  Controlman  _________________ 


DC  4805  Shipboard  Chemical,  Biological  &  Radiological  Operations  and  Training  Specialist 


DC  481 1  Senior  Enlisted  Damage  Control  Program  Management  and  Training  Specialist _ 


DK  Disbursing  Clerk  _  _ 


DK  2905  Disbursing  Afloat  Automated  Systems  Specialist  __________ 


DM  I  I  Illustrator  Draftsman 


DN 


DP  Data  Processing  Technician  _ 


DP  2708  OSIS  Baseline  Upgrade  (OBU)  System  Manager 


DP  2720  NTCS-A  System  Administrator  ________________________ 


DP  2730  System  Administrator  _ _ 


DP  2732  SNAP  III  Automated  Information  Systems  (AIS)  Resource  Technician _ _ 


DP  2735  Information  Systems  Administrator 


DP  2736  Database  Management  System  (DBMS)  Specialist 


DODOCC; 


102 


102 


102 


102 


102 


102 


102 


102 


102 


102 


102 


102 


^  Footnotes  are  defined  in  the  introductory  material. 
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DP  2739  Information  Center  Supervisor  _ _ _ — 


DP  2743  Computer  Programmer  (FORTRAN)  _ _ 


DP  2750  I  Small  Computer  System  Specialist _ 


DP  2755  AN/UYK-65(V)  System  Supervisor  (SNAP  1) _ _______ 


DP  2756  AN/UYK-65(V)  System  Operator  (SNAP  1) _ _ 


DP  2757  CV-ASWM  Data  Processing  Technician _ 


DP  2776  T  iNavy  Command  and  Control  System  (NCCS)  Ashore  System  Manager _ 


DP  2777  Tactical  Support  Center  (TSC)  Data  Processing  Technician _ 


DP  2778  Mission  Distribution  System  (MDS)  Operator _ ________ 


DR  Dentalman  Recruit  _ 


DS  Data  Systems  Technician _ _ _ 


DS  1613  [Tactical  Command  System  (TCS)  AN/USQ-19  (V6&VnA-21)  Maintenance  Technician _ 


DS  1615  Shipboard  Tactical  Data  Systems  Technician _ _ 


DS  1622  CDS  Upgrade  Computer/Peripheral  Maintenance  Technician _ _ 


DS  1623  Data  Communications  LINK  Maintenance  Technician _ _____ 


DS  1624  1  ]AN/UYQ-21  Computer  Display  System  Maintenance  Technician _ 


DS  1633  lASWOC  Fast  Time  Analyzer  Subystem  (FTAS)  Maintenance  Technician _ _ 


DS  1646  FLTSATCOM  (SSIXS-OPCONCEN)  Maintenance  Technician _ _ 


DS  1647  NCCS  Ashore  Maintenance  Technician _ 


DS  1648  [NCCS  Ashore  Operations  Support  System  Maintenance  Technician _ 


DS  1654  Intelligence  Center  Maintenance  Technician _ _________ 


DS  1656  ICV/CVN  Combat  Dir  System(CDS)/(ASWM)  Computer/Peripheral  Subsytem  Maintenance  Technician 


DS  1657  ICV-ASWM  Fast  Time  Analyzer  Subsystem  Upgrade  Systems  Technician _ 


DS  1658  IlDH  1  Class  ITAWDS  Computer/Peripheral  Subsbystem  Maintenance  Technician _ 


DS  1664  SNAP  I  Computer  System  Maintenance  Technician _ 


DS  1671  [CG-26/CGN-9,38/DDG-20/FFG-7/LHA-1  Class  Computer/Peripheral  Technician _ 


DS  1672  DD-963  Class  Computer/Peripheral  Technician _ 


DS  1673  LHA  Class  Computer  and  Associated  Subsystems  Technician _ 


DS  1674  TlHA  Integrated  Tactical  Amphibious  Warfare  Data  Systems  Maintenance  Technician _ 


DS  1676  pfOMAHAWK  Command  and  Control  System  Maintenance  Technician _ 


DS  1677  (Joint  Maintenance  Command  Informtion  System  (JMCIS)  Maintenance  Technician _ 


DS  1681  |FFG-7  Class  Display  Equipment  Maintenance  Technician  _ 


DS  1682  |DD-963/LHA  Class  Display  Equipment  Maintenance  Technician _ _ 


DS  1684  ICG/CGN/DDG  CDS  Upgrade  Data  Display  Technician _ _ _ _ 


DS  1685  (Tactical  Support  Center  (TSC)  Acoustic  System  Maintenance  Technician _ 


DT  Dental  Technician  _ _ _ 


DT  8703  Dental  Administrative  Technician  _ _ 


DT  8707  Field  Service  Dental  Technician  _ _ 


DT  8708  Dental  Hygienist  _ ____ 


DT  8732  Dental  Equipment  Repair  Technician  _ _ 


DT  8752  Dental  Laboratory  Technician,  Basic _ ______ 


DT  8753  Dental  Laboratory  Technician,  Advanced  _ _ 


DT  8765  Dental  Laboratory  Technician,  Maxillofacial _ _ _ 


DT  8783  Dental  Surgical  Technologist  _ 


EA  Engineering  Aid  _ _______ 


EA  5501  Construction  Inspector  _ _ _ 


EA  5503  Advanced  Engineering  Aide  _ _ _ _ 


EM  Electrician’s  Mate  _ _ _ _ _ _ _ 


EM  4615  Electrical  Motor  Rewinder  _ _________ 


EM  4621  IMA  Electrical  Shop  Journeyman  _ _ 


EM  4626  (DD-963/LHD-1  Electrical  Component  Maintenance  Technician _ _ 


EM  4632  FFG-7  Class  Auxiliaries  Electrical  System  Technician _ ' 


EM  4666  Minesweeping  Electrician  _ __________ 


EM  4668  [UNREP  Electrical-Electronics  Control  Maintenance _ _ _ 


EM  4671  Shipboard  Elevator  Electronic/Electrical  Systems  Maintenance  Technician _ 


EM  4672  Steam  Catapult  Electrician  _ 


EM  4673  LAMPS  MK  Ml  RAST/HRS  Electrical  Maintenanceman  _ _ 


EN  Engineman  _ _ _ 


EN  4302  PAXMAN  Valenta  Diesel  Engine  Operator _ _ 


EN  4303  CumminsA/olvo  Penta  Diesel  Engines  Technician _ _____ 


EN  4308  CSP/SLWT  Engineer  _ _ 


EN  4310  (  (ALCO  (251 C),  and  General  Motors  EMD  (645)  Diesel  Engine  Technician 


DODOCC 


531 


532 


532 


531 


531 


531 


531 


531 


531 


330 


150 


150 


150 


150 


150 


150 
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150 


150 


150 


150 


150 


150 


150 


150 


150 


150 


150 


^  Footnotes  are  defined  in  the  introductory  material. 
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EN4313  Outboard  Engine  Mechanic  _ _ 


EN4314  Diesel  Engine  Inspector  _ 


EN  4316  MCM  1&2  Propulsion  Technician  _ 


EN  4324  MCM  Propulsion  Technician  _ 


EN  4333  Fairbanks  Morse(38D  8-1/8)  &  Colt  Pielstick(PC2.5V)Diesel  Engine  Technician _ 


EN  4355  LAMPS  MK  ill  PAST  Mechanical  Maintenanceman _ _ 


EN  4361  ARS-50  Class  Propulsion  Technician _ 


EN  4366  LSD-41  Class  Propulsion  System  Technician _ 


EN  4382  FFG-7  Class  Auxiliaries  Mechanical  System  Technician  _ 


EN  4398  DD-963  Auxiliary  Systems  Technician  _ 


EO  I  Equipment  Operator  _ 


EO  5707  Water  Well  Drilling  Technician _ 


EO  5708  Blaster  _ 


EO  5710  Advanced  Equipment  Operator  _ 


E0  5712  I  Elevated  Causeway  System  (Modular)  Specialist _ 


EO  5713  Construction  Crane  Operator  _ 


ET  Electronics  Technician  _ _ 


ET  1401  IMA  Antenna/Mast  Shop  Journeyman _ 


ET  1412  ISpecial  Fixed  Communications  Maintenance  Technician _ _ 


ET  1413  Meteorologist  Equipment  Maintenance  Technician _ _ 


Etl415  (Combined  Shore  Communications  Maintenance  Technician _ _ 


ET  1416  SNAP  II  (AN/UYK-62(V))  Maintenance  Technician _ _ 


ET1419  I  Electromagnetic  Compatibility  Technician _ _ 


ET  1420  (Surface  HF  Communications  Systems  Maintenance  Technician _ 


ET  1421  Submarine  Electromagnetic  Compatibility  Technician _ _ 


ET  1424  ICommunIcations  Equipment  {SRQ-4)  Technician  _ _ 


ET  1425  Communications  Equipment  (WSC-3/UHF  DAMA)  Technician _ _ 


ET  1427  Communications  Equipment  (Tactical  Data  Systems  )  Technicain _ 


ET  1428  T  [Small  Combatant  Communications  Electronic  Subsystem  Technician _ 


ET  1429  Flight  Deck  Communications  System  (FDCS)  Maintenance  Technician _ 


ET  1430  AN/USC-38(V)  2,3  Maintenance  Technician _ _ 


ET  1442  KG-30  Family  Limited  Maintenance  Technician _ _ 


Communications  Security  Devices  (T/SEC/KW-46  T/R)  Technician _ 


ET  1450  I  1NAVMACS(V)5  Shipboard  Maintenance  Technician _ _ 


ET  1452  INAVMACS  (V)3  Shipboard  Maintenance  Technician _ 


ET  1454  pD-963  Communications  Systems  Technician _ 


ET  1456  FLTSATCOM  (CUDIXS/DAMA-NAVCOMMSTA)  Maintenance  Technician _ 


ET  1458  VERDIN/ISABPS  Communications  System  Technician _ 


ET  1460  Communication  Security  (COMSEC)  Maintenance  Technician _ 


ET  1461  ISpecial  Maintenance  (FSC-78/79  SHF  Satellite  Terminal)  Technician _ 


ET  1464  |WSC-28(V)  Satellite  Communications  Set  Technician _ _ 


ET  1465  AN/GSC-52(V)  State-of-the-Art-Medium  Terminal  (SMAT)  Technician _ 


ET  1468  Special  Maintenance  (SHF  SATCOM  System)  Technician _ _ 


ET  1471  URN-25  Tactical  Air  Navigation  Technician _ 


ET  1473  Tactical  Air  Navigation  (URN-20)  Technician  _ _ _ 


ET  1479  Ship's  Nav.  &  Aircraft  Inertial  Alignment  System  (CVNS/SNAIS)  Tech _ 


ET  1480  AN/FAC-6(V)  Intersite  System  Maintenance  Technician  _ _ 


ET  1486  Single  Audio  System  (SAS) 


ET  1491  FFG-7  Class  Navigation  Electronics  Subsystem  Technician _ _ 


ET  1493  iTactical  Support  Communications  (TSCOMM)  Replacement  Program  Maintenance  Technician 


ET  1494  (LHP  Class  Radio  Communications  Systems  Maintenance  Technician _ 


ET  1495  AN/SYQ-13  NAV/C2  Maintainer  _ _ 


ET  14BF  a  Project  SSN  637  ESM  Technician  _ _ 


ET14BG  a  SSN  768-773  ESM  Technician  _ 


ET  14CM  a  SSN  Radio  Frequency  (RF)  Equipment  Technician  _ 


ET  14CT  a  Submarine  Conversion  Technician  _ 


ET14EB  a  SSN  668  Class  ESM  Technician  _ 


ET  14EM  a  SSN  ESM  Equipment  Maintenance  Technician  _ _ 


ET  14EP  a  SSN  719-767  ESM  Technician  _ _ 


ET  14ET  a  ESM  Technician  (All  Classes)  _ 


ET  14FA  a  TRIDENT  Submarine  Electronics  Technician  Command  and  Control  Syst. _ _ 


ET14HB  I  alSSN  637  Class  ESM  Technician 


DOD  pCC 
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^  Footnotes  are  defined  in  the  introductory  materiai. 
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ET14HH  a  SSN  21  Class  ESM  Technician  _ 


ET14IC  a  Former  IC(SS)  _ _ 


ET14JA  a  TRIDENT  ESM  Technician  _ 


ET  14NM  a  Navigation  Equipment  Maintenance  Technician _ 


ET  14N0  a  Navigation  Equipment  Operator  _ 


ET  14QM  a  Former  QM(SS)  _ _ 


ET  14RD  a  SSN  637  Class  Navigation  Technician  _ 


ET14RM  a  Former  RM  (SS)  _ 


ET  14R0  a  SSN  Radio  Frequency  (RF)Equipment  Operator _ 


ET  14SF  a  SSN  594/688  Class  Navigation  Technician  _ _ 


ET  14SM  a  SWS  Navigation  System  Maintenance  Technician _ 


ET  14TG  a  SSN  637/688  Class  Navigation  Technician _ 


ET  14TK  a  SSN  21  Navigation  Technician  _ 


ET  14TM  a  TRIDENT  I/ll  Radio  Frequency  (RF)  Equipment  Maintenance  Technician _ 


ET  14T0  a  TRIDENT  I/ll  Radio  Frequency  (RF)  Equipment  Operator _ 


ET  14ZA  a|AN/BRD-7  Submarine  Radio  Direction  Finding  (RDF)  Set  Maintenance  Technician 


ET  1502  CATC  Radar  Technician  _ _ 


ET  1503  Radar  (SPS-49)  Technician  _ 


ET  1504  Radar  (SPS-55)  Technician  _ 


ET  1507  Radar  (SPS-67(V))  Technician  _ 


ET  1510  Radar  (AN/SPS-49(V)  5  &  7  Technician  _ 


ET1511  Radar  (AN/SPS-40E)  Technician  _ 


ET1516  Radar  (SPS-40B/C/D)  Technician  _ _ 


ET  1522  Radar  (SPN-42)  Technician _ 


ET  1523  Amphibious  Air  Traffic  Control  (AATC)  Radar 


ET  1568  AN/TPX-42A(V)  13  Shipboard  DAIR  Maintenance  Technician  _ 


ET  1570  Air  Traffic  Control  Communications  Technician  _ 


ET  1571  AN/UPX-29(V)  Ship  System  Maintainer  _ 


ET  1572  AIMS  System  Technician  _ 


ET  1573  AIMS  (TSEC/Crypto)  Technician  _ 


ET  1574  DAIR/GCA  (TPX-42)  Maintenance  Technician _ _ 


ET  1576  CATC  DAIR  Maintenance  Technician _ _ 


ET  1578  RATCF  DAIR  Maintenance  Technician _ 


ET  1579  Precision  Approach  Radar  Technician  _ _ 


ET  1580  ASR-8  Maintenance  Technician  _ 


ET  1589  Fleet  Electronics  Calibration  (FECL)  Technician _ 


ET  1590  AN/SPN-46(V)  Radar  Technician  _ 


ET  3323  a  Central  Navigation  Computer  (CNC)  Tech  (CP-890B  or  TRIDENT  SSBN) _ 


ET  3324  a  Ships  Inertial  Navigation  System  (SINS)  Technician _ _ 


ET  3327  a|Navigation  AIDS  (NAVAIDS)  Technician  (TRIDENT  Navigation  Subsytem) _ 


ET  3328  a  Navigation  Electronic  Technician  _ 


ET  9602  Amphibious  Air  Traffics  Control  (AATC)  Technician  (AN/SPN-43C) _ 


ET  9603  Inertial  Measuring  Unit  (IMU)  Technician  _ 


ET  9604  JTIDS  Shipboard  Terminal  Maintenance  Technician  _ 


ET  9605  Naval  Modular  Automated  Comm  Systems  II  (NAVMACS  II)  Maintenance  Technician 


ET  9606  Carrier  Air  Traffic  Control  (CATC)  Radar  Technician  (AN/SPN-43C) _ 


ET  9607  High  Frequency  Radio  Group  (HFRG)  Maintenance  Technician _ 


ET  9608  Radar  Technician  (AN/SPS-67(V)3)  _ 


ET9610  Radar  (AN/SPS-49A(V)  Technician  _ _ 


ET9611  a  AN/SSN-2(V)4  Maintainer  _ 


EW  Electronics  Warfare  Technician 


EW  1733  Electronics  Warfare  Systems  Technician  (AN/SLQ-32(V)2)  _ 


EW  1734  Electronics  Warfare  Systems  Technician  (SLQ-32(V)3) 


EW  1736  SQL-32(V)4  Maintenance  Technician  _ 


EW  1737  Electronics  Warfare  Systems  Technician  (AN/SLQ-32(V)5) _ 


EW  1738  AN/SLQ-32A(V)  3  Journeyman  Maintenance  Technician  _ 


EW  1743  Electronics  Warfare  Systems  Technician  (AN/WLR-1 H)  _ 


EW  1781  Electronics  Warfare  Technician  (Advanced  Application) _ 


FA  Fireman  Apprentice  _ 


FC  Fire  Controlman  _  _  _ 


FC  1 101  Fire  Control  Sys  (FC)  MK92  MOD(6)  Coherent  Recv/Trans  (CORT)  Tech 


FC  1 102  I  |MK  92  Fire  Control  System  Technician 
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160 


104 


104 


104 


104 


104 


198 


104 


193 


193 


193 


*  Footnotes  are  defined  in  the  introductory  materiai. 
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FC  1103 

■ 

AEGIS  Combat  System  Maintenance  Supervisor 

121 

FC  1104 

AEGIS  Combat  System  (BL4)  Maintenance  Supervisor 

121 

FC  1105 

AEGIS  Weapon  System  MK  7  Technician 

121 

FC  1106 

AEGIS  Fire  Control  System  MK  99/Operational  Readiness  Test  System  MK-1  Technician 

113 

FC  1107 

AEGIS  Radar  System  (SPY-1  A)  Technician 

113 

FC  1108 

Aeois  Weapon  System  MK-7  Technician 

113 

FC  1110 

Tomahawk  Weapon  System  (VLSI  Maintenance  Technician 

113 

FC  1114 

AEGIS  Combat  System  Computer  System  Maintenance  Technician 

121 

FC  1 1 1 5 

AEGIS  Combat  System  Display  Maintenance  Technician 

121 

FC  1117 

TARTAR  WDS  MK  14  MOD  4/CTS  SYR-1  Technician 

121 

FC  1 1 1 8 

AEGIS  Display  Technician  (CG  60/DDG-58) 

121 

FC  1 1 1 9 

AEGIS  Radar  System  (SPY-1  B/D)  Technician 

121 

FC  1 1 20 

GCS  MK  160  MOD  4  Fire  Control  Technician 

113 

FC  1121 

CIWS  MK  15  MODS  1 1-14  Technician 

113 

FC  1127 

AGFCS  MK  15  MOD  0  (PHALANX)  Technician 

113 

FC  1130 

AGFCS  MK  86  MOD  5/8/9/10  System  Technician 

113 

FC  1138 

Search  Radar  (SPS  48C)  Technician 

104 

FC  1140 

AN/SPS  48E  Search  Radar  Technician 

104 

FC  1141 

TARTAR  Missile  Fire  Control  Systems  MK  74  MOD  15  Technician 

104 

FC  1142 

Search  Radar  (SPS  520  Technician 

104 

FC  1143 

AEGIS  Fire  Control  System  MK99/Operational  Test  System  MK1  Tech 

121 

FC  1144 

AEGIS  Combat  System  (BL4)  Computer  System  Maintenance  Technician 

121 

FC  1145 

Rollina  Airframe  Missile  (RAM)  MK  31  Guided  Misisle  Wps  Sys  Tech 

121 

FC  1147 

NATO  Seasoarrow  Surface  Missile  System  MK  57  Mod  2,  3  Technician 

121 

FC  1149 

IPD/TAS  MK  23  Technician 

121 

FC  1157 

Imoroved  Self  Defense  Surface  Missile  Systems  Technician 

121 

FC  1158 

TARTAR  Missile  Fire  Control  System  (MK  74  Mod  14)  Technician 

121 

FC  1159 

TERRIER  Missile  Fire  Control  System  MK  76  MOD  10  Technician 

121 

FC  1160 

TARTAR  Fire  Control  Radar  Technician  (MFCS  MK-74  MOD) 

121 

FC  1167 

TARTAR  Fire  Control  Radar  (MFCS  MK  74  MOD  14  w/RDP)  Technician 

104 

FC  1169 

' 

HARPOON  (AN/SWG  1A)  Maintenance  Technician 

104 

FC  1 1 70 

IMA  Fire  Control  Shop  Journeyman 

121 

FC  1321 

Combat  Systems  Senior  Enlisted  . 

250 

FC  1322 

AEGIS  Display  Technician 

121 

FC  1323 

AGFCS  MK  86  MOD  8/10  Systems  Technician 

113 

FC  1324 

AGFCS  MK  86  MOD  9  System  Technician 

113 

FC  1332 

Over  the  Horizon  (OTH-T)  Supervisor 

113 

FC  1333 

Advanced  TOMAHAWK  Weapons  Control  System  (ATWCS)  AN/SWG-4  Operator  and  Maintenance  Tech 

113 

FN 

Fireman 

651 

FN  9760 

Fireman  -  Electrical/Mechanical  Equipment  Repairers 

651 

FN  9770 

Fireman  -  Craftsworkers 

790 

FR 

Fireman  Recruit 

950 

FT 

a 

Fire  Control  Technician 

121 

FT  1 1 74 

a 

Combat  Control  System  MK  1  Vertical  Launch  System  Technician 

113 

FT  1 1 75 

■ 

Combat  Control  System  MK  1  MOD  1  Advanced  Capability  Subsystem  Technician 

113 

FT  1179 

m 

AN/BSY-1  (XN-1)(V)  Orqanizational  Level  Maintenance  Technician 

12.1 

FT  1 1 94 

a 

AN/BSY-2(V)  Advanced  Maintainer 

113 

FT  1196 

a 

Underwater  Fire  Control  System  MK  113  MOD  9  Technician 

113 

FT  1312 

K 

CCS  MK  2  MOD  0  Maintenance  Technician 

113 

FT  1313 

CCS  MK  2  MOD  1  Maintenance  Technician 

113 

FT  1315 

1 

CCS  MK  2  MOD  3  Maintenance  Technician 

113 

FT  1320 

TRIDENT  MK  118  Combat  Control  System  Maintenance  Technician 

113 

FTB 

K 

Fire  Control  Technician  B  (Ballistic  Missile  Fire  Control) 

121 

FTG 

E 

Fire  Control  Technician  G  (Gunfire  Control) 

113 

GM 

■ 

Gunner's  Mate 

041 

GM  0801 

IMA  Ordnance  Journeyman 

041 

GM  0812 

Small  Arms  Marksmanship  Instructor 

012 

GM  0877 

■ 

5"/54  Mount  MK  45  MOD  0  Maintenanceman 

041 

GM  0878 

H 

Oto  MeLara  76  MM/62  Caliber  Gun  Mount  MK  75  MODS  0/1  Maintenanceman 

041 

GM  0879 

5"/54  Caliber  Gun  System  MK  45  Mod  1  Maintenanceman 

041 

GM  0981 

MK-41  Vertical  Launching  System  Maintenance  Technician 

121 

GM  0982 

Guided  Missile  Launching  System  (GMLS)  MK  26  ORP  Technician 

121 

Footnotes  are  defined  in  the  introductory  material. 
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GM  0983  MK  41  Vertical  Launching  System  (VLS)  Advanced  Technician  _________ 


GM  0989  Guided  Missile  Launching  System  MK  26  MODS  0,  1,  and  2  Maintenance  Technician 


GM  0991  GMLS  MK  13  MOD  4/MK  22  MOD  1  Maintenance  Technician 


GM  1026  Warhead  Maintenance  Specialist  _ _ _ 


GMG  Gunner's  Mate  G  (Guns) 


GMM  Gunner's  Mate  M  (Missiles)  _________ 


GS  Gas  Turbine  System  Technician 


GS  4123  DD-963/DDG-993/CG-47  Gas  Turbine  Electrical  Maintenance  Technician _ _ 


GS  4124  PD-963/DDG-993/CG-47  and  DDG-51Gas  Turbine  Mechanical  Maintenance  Technician 


GS4125  pDG-51/AOE-6  Gas  Turbine  Electrical  Maintenance  Technician 


GS4126  AOE-6  Gas  Turbine  Mechanical  Maintenance  Technician 


GS4128  FFG-7Gas  Turbine  Mechanical  Maintenance  Technician _ 


GS  4129  FFG-7  Gas  Turbine  Electrical  Maintenance  Technician  _________________ 


GS4131  LCAC  Craft  Engineer/Assistant  Operator 


GS4133  LCAC  Mechanical  Systems  Maintenance  Technicain  " 


GS4135  LCAC  Electrical  Systems  Maintenance  Technician 


GS4136  Marine  Gas  Turbine  Inspector 


GSE  Gas  Turbine  System  Technician  (Electrical) 


GSM  Gas  Turbine  System  Technician  (Mechanical)  _ _ 


HA  Hospitalman  Apprentice 


HM  Hospital  Corpsman  __________________ 


HM  8401  Search  and  Rescue  Medical  Technician 


HM  8402  a  Submarine  Force  Independent  Duty  Corpsman 


HM  8403  a  Special  Amphibious  Reconnaissance  Independent  Duty  Corpsman _ 


HM  8404  Medical  Field  Service  Technician  _______ 


HM  8406  Aerospace  Medical  Technician  _____ 


HM  8407  Radiation  Health  Technician  _ 


HM  8408  Cardiovascular  Technician 


HM  8409  Aerospece  Physiology  Technician 


HM8416  Clinical  Nuclear  Medicine  Technician 


HM  8424  Advanced  Medical  Administration  Technician  _ 


HM  8425  Surface  Force  Independent  Duty  Corpsman 


HM  8427  a  Fleet  Marine  Force  Reconnaissance  Corpsman 


HM  8432  Preventive  Medicine  Technician 


HM  8434  Hemodialysis/Aspheresis  Technician  _  _ 


HM  8445  Ocular  Technician  _ 


HM  8446  Otolaryngology  Technician 


HM  8451  Basic  X-Ray  Technician 


HM  8452  Advanced  X-Ray  Technician 


HM  8454  Electroneurodiagnostic  Technician  _ _ 


HM  8463  Optician 


HM  8466  Physical  Therapy  Technician 


HM  8467  Occupational  Therapy  Assistant 


HM  8472  Biomedical  Photography  Technician 


HM  8478  Advanced  Biomedical  Equipment  Technician 


HM  8479  Basic  Biomedical  Equipment  System  Technician 


HM  8482  Pharmacy  Technician 


HM  8483  Operating  Room  Technician  _ _ 


HM  8485  Psychiatry  Technician 


HM  8486  Urology  Technician 


HM  8489  Orthopedic  Cast  Room  Technician 


HM  8491  a  Special  Operations  Independent  Duty  Corpsman 


HM  8492  a  Special  Operations  Technician 


HM  8493  Medical  Deep  Sea  Diving  Technician 


HM  8494  Deep  Sea  Diving  Independent  Duty  Corpsman 


HM  8495  Dermatology  Technician  _ 


HM  8496  Mortician 


HM  8501  Basic  Laboratory  Technician 


HM  8503  Histopathology  Technician 


HM  8505  Cytotechnologist 


HM  8506  Advanced  Medical  Laboratory  Technician 


HM  8541  I  I  Respiratory  Therapy  Technician 


DOD  OCC 


041 


121 


121 


644 


041 


041 


652 


652 


652 


652 


652 


652 


652 


652 


652 


652 
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HN  Hospitalman  _ _ 


HR  Hospitalman  Recruit  _ _ 


HT  Hull  Maintenance  Technician  _ 


HT  4935  NDT  Radiographic  Inspector  (Nuclear)  _ 


HT  4942  VT  MT  and  PT  NDT  Inspector  _ 


HT  4943  VT  MT  PT  and  RT  NDT  Inspector  _ 


HT  4944  VT  MT  PT  and  UT  Inspector  _ 


HT  4946  Non-Nuclear  NDT  Examiner  _ 


HT  4947  Nuclear  NDT  Examiner  _ _ 


HT  4954  General  Maintenance  Welder  _ _ 


HT  4955  Nonnuclear  Welder  _ _ _ 


HT  4956  Nuclear  Power  Plant  Components  Welder  _ 


1C  Interior  Communications  Electrician  _ _ 


1C  4703  FFG-7  Class  Interior  Communications  Subsystem  Technician  _ 


1C  4709  Mission  Briefing  System  AN/SXQ-8  Maintenance  Technician _ 


1C  471 1  Interior  Voice  Communications  Systems  Maintenance  Technician _ 


1C  4712  Integrated  Voice  Communications  Technician  _ _ 


1C  4716  Ship's  Service  Telephone  System  (Dimension  2000)  PBX  Repairman _ 


1C  4718  1C  Journeyman  _ 


1C  4720  Gyro  Compass  Maintenance  _ 


1C  4721  MK  19  Gyrocompass  Systems  Maintenance  Technician _ 


1C  4723  MK  23  Gyrocompass  Systems  Maintenance  Technician  _ 


1C  4727  WSN-2  Stabilized  Gyrocompass  Technician 


1C  4728  WSN-5  Inertial  Navigation  Set  Technician _ 


Auxiliary  Electrician  _ _ 


1C  4737  I  ajTRIDENT  Submarine  Ship  Controi  and  ASMO  and  Maintenance  Technician  (Levei  III) _ 


1C  4738  AN/USQ-82(V)  Data  Multiplex  System  Technician _ 


1C  4743  I  Integrated  Launch  and  Recovery  TV  Surveillance  (ILARTS)  System  Maintenance  Technician 


1C  4745  Optical  Landing  Systems  Technician  _ _ 


1C  4746  Closed  Circuit  TV  Technician  _ _ 


1C  4747  Broadcast  Engineering  Technician _ _ 


1C  4749  Physical  Security  Equipment  Maintenance  Technician _ _ 


1C  4752  Electrolytic  Oxygen  Generator  (Model  6L16)  Maintenance  Technician _ 


1C  4755  LSD  41  Console  Maintenance  _ 


iC  4756  AO  177  Console  Maintenance  .  _ _ 


1C  4757  ARS  50  Console  Maintenance  _ 


IC  4758  Stabilized  Glide  Slope  Indicator  System  Maintenance  _ _ 


IC  4773  PT  512/S  (Hartman)  Tactical  Display  Plotting  System  Technician _ 


MK  9  MOD  4  DRAI/MK  6  MOD  4B  DRT  Technician 


IC  4776  I  |MK  9  MOD  4/MK  10  MOD  0  DRAI  and  MK  6  MOD  4B  DRT  Technician _ 


IC  4777  MK6  MOD  4D  Digital  Dead  Reckoning  Trace  (DDRT)  Technician _ _ 


IM  Instrumentman  _ 


IM  1801  IMA  Metrology  and  Mechanical  Standards  Calibration  Shop  Journeyman _ 


IM  1808  Oxygen  (02)  Cleaning  and  Calibration  Specialist _ _ 


IM  1809  Standards  Maintenance  and  Repair  Technician  _ 


IM  1820  Physical/Dimensional  Calibration  Specialist  _ 


IS  Intelligence  Specialist  _ _ 


IS  3901  Satellite  Sensor  Interpreter  _ _ 


IS  3905  Independent  Surface  Warfare  Operational  Intelligence  (OPINTEL)  Analyst _ 


IS  3907  OSIS  Baseline  Upgrade  (OBU)  User/ Analyst 


IS  3910  Naval  Imagery  Interpreter _ _ 


IS  3922  {Navy  Tactical  Command  System-Afloat  (NTCS-A)  IDB  Analyst _ 


IS  3923  Navy  Tact.  Comm.  System-Afloat  (NTCS-A)  Strike  Plan.  Appl.  Analyst  _______ 


IS  3924  NTCS-A  Operational  Intelligence  Analyst  _ 


IS  3925  I  Digital  Imagery  Workstation  Suite  Afloat  (DIWSA)  Operator/Analyst _ 


JO  Journalist  _ 


JO  3221  Broadcast  Operations  Specialist  _ 


JO  3251  Broadcast  Operations  Director 


LI  Lithographer  _ 


LI  3601  Lighographic  Equipment  Repairman  _  _ _ 


LN  Legalman  _________________ 


MA  I  iMaster-At-Arms 


DODOCiCi 


^  Footnotes  are  defined  in  the  introductory  material. 


INDEX 

NAVY-ENLISTED 


SERVICE  OCC 

IBI 

MA  2002 

MA  2005 

MA  2006 

MA  2008 

ML 

ML  5201 

MM 

MM  4201 

MM  4204 

MM  4206 

MM  4230 

a 

MM  4231 

a 

MM  4232 

a 

MM  4233 

a 

MM  4245 

a 

MM  4246 

a 

MM  4252 

MM  4283 

MM  4291 

MM  4295 

MM  4296 

MM  4502 

■I 

MM  4503 

MM  4505 

MM  4513 

MM  4533 

MN 

MN  1202 

MN  1204 

MN  1205 

MR 

MR  4402 

MR  4403 

MR  4404 

MS 

MS  3525 

MS  3527 

MS  3529 

MS  3538 

MT 

mi 

MT  3305 

|MT  3307  1  a| 

MT  3310 

MT  331 1 

mi 

a 

MT  3349 

MU 

MU  3801 

MU  3802 

MU  3803 

MU  3804 

MU  3805 

< 

MU  3806 

MU  3807 

MU  3808 

MU  3809 

MU  3811 

MU  3812 

MU  3813 

MU  3814 

MU  3815 

SERVICE  OCC  TITLE 


Military  Investigator  _ 


Dog  Handler  _ 


Kennel  Master 


Afloat  Corrections  Specialist 


Molder 


Molder  Journeyman 


Machinist's  Mate 


Cryogenics  Tech.  Overseas  Shore  Based  Equipment  Operator/Maint. 


Steam  Propulsion  Maintenance  Supervisor 


Shipboard  Engineer  Plant  Program  Manager 


SSN/SSBN  Auxiliary  Equipment  Operator 


SSN/SSBN  Auxiliary  Equipment  Technician 


SSN/SSBN  Weapons  Equipment  Operator 


SSN/SSBN  Weapons  Equipment  Technician 


DOP  OCC 


830 


070 


070 


070 


790 


790 


651 


651 


651 


651 


652 


652 


652 


652 


652 


652 


Electrolytic  Oxygen  Generator  (Model  6L16)  Operator 


High  &  Low  Pressure  Cryogenic  Technician 


Refrigeration  and  Air  Conditioning  Systems  Technician 


Footnotes  are  defined  in  the  introductory  material 
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MU  3825  Vocalist/Auxiliary  Percussionist  _ 


MU  3851  Assistant  Bandleader  _ _ _ 


NC  Navy  Counselor  _ _ _ 


NC2186  Career  Recruiter  _ 


OM  Opticalman  _ _ _ 


6m  1918  Type  18  Submarine  Periscope  Optical  Repairman _ _ 


OS  Operations  Specialist  _ _ _ 


OS  0302  I  [AN/SYS-2  Integrated  Automatic  Detection  and  Tracking  (lADT)  Systems  Operator 


OS  0303  ACDS  Block  1  Operator 


OS  0304  LCAC  Radar  Operator/Navigator _ _ _ 


OS  0310  [AEGIS  Operations  Specialist  (CG  65-DDG  79) _ 


OS  031 1  AEGIS  Operations  Specialist  (CG  47-64) _ _ _ 


OS  0318  Air  Intercept  Controller  _ _ 


OS  0319  Superviory  Air  Intercept  Controller _ ________ 


OS  0321  Antisubmarine  Air  Controller  _ _ _ 


OS  0322  [LAMPS  MK  III  Air  Tactical  Control  Operator _ 


OS  0324  ASW/ASUW  Tactical  Air  Controller  (ASTAC) _ _ 

OS  0325  a  AN/SSN-2  (V)  4  Operator  _ _ 


OS  0332  TOMAHAWK  Weapon  System  (Surface)  Operator _ 


OS  0334  Harpoon  (AN/SWG-1A)  Engagement  Planning  Operator _ 


OS  0336  Tactical  Support  Center  (TSC)  Operations  Control  Operator _ 


08  0342  [Navy  Tactical  Command  System  Afloat  (NTCS-A)  Operator _ 


OS  0343  AN/SYQ-1 3  NAV/C2  Operator _ _ 


OS  0344  Navy  Command  and  Control  System  (NCCS)  Ashore  System/Operator _ 


OT  Ocean  Systems  Technician _ 


OT  0612  TOP  Displays  Analyst  _ _ 


0T0614  SURTASS  Analyst  _ 


OT0615  lAP  Displays  Analyst  _ 


OT0619  lUSS  Acoustic  Analyst  _ _ _ 


OT  0624  [SURTASS  Maintenance  Technician _ 


OT  0625  [Ocean  Systems  Advanced  Maintenance  Technician _ _ 


OT  0626  Ocean  Systems  ADP  Maintenance  Technician _ 


OT  0628  Ocean  Systems  Communications  Maintenance  Technician _ _ 


OT  0629  TDP  Maintenance  Technician  _ 


OTA  Ocean  Systems  Technician  Analyst _ ____ 


OTM  Ocean  Systems  Technician  Maintainer _ 


PC  Postal  Clerk  _ 


PH  Photographer’s  Mate  _ _ 


PH  8126  Photographic  Quality  Controlman  _ _ _ 


PH  8133  [EH-38  Photographic  Quality  Control  Technician  _ 


PH  8143  Video/Film  Camerman  _ 


PH  8144  Motion  Picture/TV  Director  _ _ _ 


PH  8147  Photojournalism  Specialist  _ 


PH  8148  Photojournalist  _ _ _ 


PH  8192  Photographic  Equipment  Maintenance  Technician  _ 


PH  8193  Electronic  Imaging  System  Specialist  _ 


PM  Patternmaker  _ _ _ 


PM  5101  Patternmaker  Journeyman  _ _ 


PN  Personnelman  _ _ 


PN2612  Classification  Interviewer  _ _ _ 


PR  Aircrew  Survival  Equipmentman 


PR  7352  Senior  Naval  Parachutist  _ 


PR  7353  Special  Operations  Parachute  Rigger  _ _ 


PR  7356  Aircrew  Survival  Equipmentman  Intermediate  Level  Maintenance  Technician _ 


QM  Quartermaster  _ _ _ 


QM0215  Harbor/Docking  Pilot  _ _ _ 


RM  Radioman  _ _ 


RM  2301  Enlisted  Frequency  Manager  _ 


RM  2306  Computer  Based  Training  Technician _ 


RM2318  [Communications  System  Technical  Control  Operator _ 


RM2319  Communications  System  Technical  Control  Supervisor _ _ 


RM  2321  [  [Surface  Communications  Systems  Operator 


DOD  OCC 


Footnotes  are  defined  in  the  introductory  material. 
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RM  2343 


RM  2350 


RM  2354 


RM  2358 


RM  2363 


RM  2375 


RM  2376 


RM  2378 


RM  23EY 


RM  23JH 


RM  23JS 


RM  23MZ 


RM  23NJ 


RM  23SM 


RM  23S0 


RM  23TA 


RM  23TB 


RM  23TC 


RM  23TM 


RM  23TO 


RP 


RP  2401 


SA 


SH 


SH  3115 


SH  3122 


SH  3154 


SK 


SK  2813 


SK  2814 


SK  2815 


SK  2819 


SK  2820 


SK  2821 


SK  2824 


SK  2825 


SM 


SN 


SN  9710 


SN  9720 


SN  9730 


SN  9740 


SN  9750 


SN  9760 


SN  9770 


SN  9780 


SR 


STG 


STG0401 


STG0402 


STG0404 


STG0405 


STG0406 


STG0407 


STG0410 


STG041 1 


STG0413 


STG0414 


STG041 5 


STG0417 


SERVICE  OCC  TITLE 


AN/UGC-143  A  (V)  Communications  Maintainor 


NAVMACS(V)5  Ship  System  Operator 


FLTSATCOM  (SSIXS-OPCONCEN)  Operator 


SHF  SATCOM  Systems  Operator 


DSCS  Satellite  Operator 


Tactical  Support  Communications  (TSCOMM)  Replacement  Program  System  Operator 


LHD  Class  Radio  Communications  Systems  Controller 


VERDIN/ISABPS  Shore  Communications  System  Operator 


Submarine  Radioman  Strategic  Communications  Equipment  Technician 


Submarine  Radioman  Tactical  Communications  Equipment  Technician 


Submarine  Radioman  Tactical  Communications  Equipment  Technician 


Submarine  Radioman  Communications  Combined  Maintenance  Technician 


Submarine  Radioman  Communications  Combined  Maintenance  Technician 


SSN  ECS  Maintenance  Technician 


SSN  ECS  Operator 


TRIDENT  Radioman  Exterior  Comm  Sub-Systems  Operations  and  Maintenance  Technician 


TRIDENT  Radioman  Exterior  Comm  Sub-Systems  Operations  and  Maintenance  Technician 


TRIDENT  Radioman  Exterior  Comm  Sub-Systems  Operations  and  Maintenance  Technician 


TRIDENT  ECS  Maintenance  Technician 


TRIDENT  ECS  Operator  _ 


Religious  Program  Specialist 


Marine  Basic  Combat  Skills  Specialist 


Seaman  Apprentice 


Ship's  Serviceman  _ 


Automated  Afloat  Sales  and  Service  Manager 


Resale  Management  Specialist 


Barber 


Dry  Cleaning  Specialist 


Storekeeper 


Independent  Duty  Ashore  Storekeeper  _ 


SNAP  II  Supply  and  Financial  Management  (SFM)  Storekeeper _ 


Independent  Duty  Afloat  Storekeeper 


Personal  Property  Specialist  _  _ 


SNAP  II  Supply  and  Financial  Management  (SFM)  Functional  Area  Sup. _ 


Air  Transportation  Specialist 


Supply  and  Accounting  (SUADPS  R/T)  Technical  Specialist _ 


Supply  and  Accounting  (SUADPS  R/T)  Advanced  Technical  Specialist 


Signalman  _ 


Seaman 


Seaman  -  Infantry,  Gun  Crews,  and  Seamanship  Specialists 


Seaman  -  Electronic  Equipment  Repairers 


Seaman  -  Communications  and  Intelligence  Specialists 


Seaman  -  Medical  and  Dental  Specialists 


Seaman  -  Other  Technical  and  Allied  Specialists 


Seaman  -  Functional  Support  and  Administration  Specialists 


Seaman  -  Electrical/Mechanical  Equipment  Repairers 


Seaman  -  Craftsworkers 


Seaman  -  Services  and  Supply  Handlers 


Seaman  Recruit 


Sonar  Technician  G  (Surface) 


AN/SQQ-30  Mine  Classifying/Detecting  Set  Maintenance  Technician 


FFG-7  Sonar  Subsystem  Level  II  Technician 


AN/SQQ-28(V)  Sonar  Subsystem  Level  II  Technician 


Sonar  Auxiliary  Maintenance  and  Operations  Repairman 


AN/800-89(V)2  Sonar  Subsystem  Level  I  Technician  (Operator) 


AN/SQR-19(V)/SQQ-28(V)  Sonar  Subsystem  Level  II  Technician 


AN/SLQ-48(V)  Mine  Neutralization  Systems  (MNS)  Operator/Maintenance  Technician. 


AN/SQQ-89(V)4  Sonar  Subsystem  Level  I  Technican/Operator 


AN/SQQ-89(V)1/3  Sonar  Subsystem  Level  I  Technician/Operator 


AN/SQS-53B  Sonar  Subsystem  Level  II  Operator/Maintenance  Technician 


AN/SQQ-89(V)  Integrated  Towed  Array  and  Sonobuoy  Sensors  Level  II  Technician 


ASW  Specialist 


DODOCC 
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STG0429 

AN/SQQ-89(V)  MK-1 16  Anti-Submarine  Warfare  (ASW)  Control  System  Maiantenance  Technician 

130 

STG0430 

Underwater  Fire  Control  System  MK  116  MOD  7/ASW  Control  Systems  Operator 

130 

STG0436 

MK-1 16  MOD  4  Underwater  Fire  Control  System  Level  II  Technician 

130 

STG0438 

MK-1 16  MOD  1  Underwater  Fire  Control  System  Level  II  Technician 

130 

STG0439 

■ 

Underwater  FC  System  MK-1 16  MOD  6/8  Anti-Submarine  Warfare  Control  System  Operator 

130 

STG0443  ' 

AN/SQR-17/17A(V)  Series  SSPS  Level  II  Technician 

130 

STG0445 

Intermediate  Acoustic  Analyst 

130 

STG0450 

Journeyman  Level  Acoustic  Analyst 

STG0455 

■ 

AN/SQS-53C  Sonar  Subsystem  Level  II  Technician 

iimcjjiiiiiiii 

STG0457 

AN/SQS-53A  Sonar  Subystem  Level  II  Technician 

130 

STG0464 

AN/SQQ-89(V)1/3  Sonar  Supervisor 

130 

STG0465 

AN/SQQ-89(V)2  Sonar  Supervisor 

STG0466 

■ 

AN/SQQ-89(V)4/6  Sonar  Watch  Supervisor 

STG0488 

■ 

AN/SQQ-32  Minehuntinq  Sonar  Set  Operator 

130 

STG0490 

AN/SQQ-32  Minehuntinq  Sonar  Set  Maintenance  Technician 

130 

STG0505 

lUSS  Analyst 

210 

STG0506 

■ 

lUSS  Maintenance  Technician 

210 

STG0507 

lUSS  Master  Analyst 

210 

STS 

a 

Sonar  Technician  S  (Submarine) 

130 

STS0412 

BQQ-5/5  (V)  Submarine  Sonar  Basic  Maintenance  Technician 

130 

STS0416 

Acoustic  Intelliqence  Specialist 

210 

STS0418 

m 

AN/BSY-1  (XN-1)(V)  Basic  Orqanizational  Maintenance  Technician 

130 

STS0419 

AN/BSY-1  (XN-1)(V)  Advanced  Orqanizational  Maintenance  Technician 

130 

STS0421 

a 

Sub  Soecial  Purpose  Acoustic  Equipment  Maintenance  Technician 

130 

STS0422 

a 

BQQ-5/5  (Series)  Submarine  Sonar  Advanced  Maintenance  Technician 

130 

STS0424 

m 

AN/BQQ-6  TRIDENT  Level  II  Journeyman  Operation  and  Maintenance  Technician 

130 

STS0425 

m 

AN/BQQ-6  TRIDENT  Level  III  Master  Operation  &  Maintenance  Tech 

130 

STS0495 

a 

Sonar  Technician  AN/BQQ5  Series  (B/C/D/E)  Advanced  Maintainer 

130 

STS0501 

a 

Submarine  Sonar  Master  Analyst 

130 

SW 

Steelworker 

711 

SW  6010 

Advanced  Steelworker 

711 

SW  6021 

Safety  Inspector 

493 

TM 

Torpedoman's  Mate 

123 

TM  0746 

Advanced  Undersea  MK  46  Maintenance  Weaponsman 

123 

TM  0747 

Advanced  Undersea  MK  46  Test  Equipment  Weaponsman 

123 

TM  0749 

MK  48  Heavvweiqht  Torpedo  Test  Equipment  Maintenance  Technician 

123 

TM  0750 

Heavvweiqht  Torpedo  Technician 

123 

TM  0751 

MK  48  Heavvweiqht  Torpedo  (ADCAP)  Test  Equipment  Maintenance  Technician 

123 

UT 

Utilitiesman 

720 

UT  6104 

Shore-Based  Refriqeration  &  Air  Conditioning  Technician 

720 

UT  6105 

Advanced  Utilitiesman 

720 

YN 

Yeoman 

510 

YN  2514 

Flaq  Officer  Writer 

510 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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Personnel  Clerk 


Unit  Diary  Clerk 


Administrative  Clerk 


Postal  Clerk 


Manpower  Information  Systems  Analyst 


Personnel/Administrative  Chief 


Counterintelligence  Specialist 


Intelligence  Specialist 


Imagery  Interpretation  Specialist 


Interrogation-Translation  Specialist  _ 


Topographic  Intelligence  Specialist  _ 


Intelligence  Chief  _ 


Rifleman 


LAV  Crewman 


Reconnaissance  Man 


Machinegunner  _ 


Mortar  Man 


Assaultman 


Anti-Tank/Assault  Guided  Missileman 


Infantry  Unit  Leader  _ 


Maintenance  Management  Specialist 


Embarkation/Logistics  and  Combat  Service  Support  (CSS)  Specialist 


Air  Delivery  Specialist 


Landing  Support  Specialist  _ 


Combat  Service  Support  Chief 


Field  Artillery  Cannoneer 


Field  Artillery  Radar  Operator 


Field  Artillery  Fire  Control  Man _ 


Artillery  Meteorological  Man 


Field  Artillery  Operations  Man 


Fire  Support  Man 


Electrician 


Electrical  Equipment  Repair  Specialist 


Refrigeration  Mechanic _ 


Utilities  Chief 


Flygiene  Equipment  Operator  _ 


Fabric  Repair  Specialist 


Metal  Worker 


Engineer  Equipment  Mechanic 


Small  Craft  Mechanic 


Engineer  Equipment  Operator 


Engineer  Equipment  Chief 


Engineer  Assistant 


Combat  Engineer 


Bulk  Fuel  Specialist 


M1A1  Tank  Crewman 


Assault  Amphibious  Vehicle  Crewman 


Small  Arms  Repairer/Technician 


Rifle  Team  Equipment  Repairer 


Towed  Artillery  Systems  Technician 


Assault  Amphibious  Vehicle  (AAV)  Repairer/Technician 


Main  Battle  Tank  Repairer  Technician 


Light  Armored  Vehicle  (LAV)  Repairer/Technician 


Ordnance  Vehicle  Maintenance  Chief 


Machinist 


Electro-Optical  Ordnance  Repairer 


Senior  Ground  Ordnance  Weapons  Chief 


Ammunition  Technician 


Explosive  Ordnance  Disposal  Technician 


Field  Wireman 


Construction  Wireman 


Unit  Level  Circuit  Switch  Operator/Maintainer 
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250 
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840 
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713 
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030 
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641 
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611 
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2519  Wire  Chief  _ 


2531  Field  Radio  Operator  _ _ 


2532  iMultichannel  Equipment  Operator _ 


2534  High  Frequency  Communication  Central  Operator _ 


Fleet  SATCOM  Terminal  Operator 


Ground  Mobile  Forces  SATCOM  Operator 


Radio  Chief 


Communication  Center  Operator  _ 


Communication  Center  Chief 


Radio  Frequency  Management  Technician 


PLRS  Master  Station  Operator  _ 


Operational  Communication  Chief _ 


Communications  Intelligence  Intercept  Operator/Analyst 


Signals  Intelligence  Analyst _ 


Electronic  Inteiligence  Intercept  Operator/Analyst _ 


Cryptologic  Translator  _ 


Cryptanalyst  _ _ 


Special  Intelligence  Communicator  _ 


Cryptoiogic  Support  Specialist  _ 


Cryptoiogic  Linguist,  Arabic _  _ 


Cryptologic  Linguist,  Korean  _ 


Cryptologic  Linguist,  Spanish  _ 


Cryptologic  Linguist,  Russian  _ 


Signais  Intelligence/Electronic  Warfare  Chief _ 


Telephone  Technician 


Cabie  Systems  Technician  _ 


Personal  Computer/Tactical  Office  Machine  Repairer  _ 


Computer  Technician  _ 


Electronic  Switching  Equipment  Technician  _ 


Technicai  Controiler 


AN/MSC-63A  Maintenance  Technician 


Multi-Channel  Equipment  Repairer  _ 


Muiti-Channel  Equipment  Technician 


Sateliite  Communications  (SATCOM)  Technician 


Ground  Radio  Repairer 


PLRS  Maintenance  Technician 


PLRS  Support  Maintenance  Techician 


Marine  Air-Ground  Inteliigence  Systems  Technician 


Radio  Technician 


AN/TSC-120  Radio  Technician 


Test  Measurement  &  Diagnostic  Equipment  Technician  _ 


Metrology  Technician 


Radiac  Instrument  Technician 


Communication  Security  Equipment  Technician 


Ground  Radar  Repairer 


Artiilery  Electronic  Systems  Repairer 


Counter  Mortar  Radar  Repairer 


Ground  Radar  Technician 


Data/Communications  Maintenance  Chief 


Supply  Administration  &  Operations  Clerk 


Purchasing  &  Contracting  Specialist _ 


Warehouse  Cierk 


Packaging  Specialist  _ 


Traffic  Management  Specialist 


Subsistence  Supply  Clerk 


Enlisted  Aid 


Food  Service  Specialist 


Disbursing  Technician  _ 


NAF  Audit  Technician 


Fiscai/Budget  Technician  _ 


Body  Repair  Mechanic 


Organizationai  Automotive  Mechanic 
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3522  Intermediate  Automotive  Mechanic _ _ 


3523  Vehicle  Recovery  Mechanic _ 


3524  Fuel  and  Electrical  Systems  Mechanic _ 


3525  I  Crash/Fire/Rescue/Vehicle  Mechanic _ 


3529  Motor  Transport  Maintenance  Chief _ _ 


3531  Motor  Vehicle  Operator  _ _ 


3533  I  Logistics  Vehicle  System  Operator _ _ 


3534  Semi-Trailer  Refueler  Operator _ 


3536  Vehicle  Recovery  Operator _ 


3537  [Motor  Transport  Operations  Chief _ 


3538  Licensing  Examiner  _ _ _ 


4025  I  Network  Control  Specialist _ 


4034  Computer  Operator  _ 


4038  Data  Control  Specialist  _ _ _ 


4066  ISmall  Computer  Systems  Specialist  (SCSS) _ 


4067  Programmer,  ADA _ 


4068  [Data  Network  Technician _ _ 


4069  Systems  Programmer  • _ _ 


4071  [Data  Base  Management  System  (DBMS)  Specialist _ 


4075  Computer  Security  Specialist _ _ 


4099  Data  Processing  Chief  _ _ 


4133  iMorale,  Welfare  Recreation  Specialist _ 


4341  Combat  Correspondent _ _ _ 


4421  [Legal  Services  Specialist _ 


4429  Legal  Services  Reporter  (Stenotype) 


461 1  Graphics  Specialist _ _ 


4615  [Combat  Lithographer _ _ 


4616  [Reproduction  Equipment  Repairer _ 


4641  [Combat  Photographic  Specialist _ _ 


4653  [Combat  Visual  Information  Equipment  Technician _ 


4671  Combat  Motion  Media  Photographer _ _ 


4691  Visual  Information  Chief _ 


5519  [Enlisted  Band  Leader _ 


5521  Band  Drum  Major  _ 


5523  Instrument  Repair  Specialist _ 


5526  Musician,  Oboe/English  Horn _ 


5528  Musician,  Bassoon  _ _ 


5534  Musician,  Clarinet  _ _ 


5536  Musician,  Flute  &  Piccolo _ _ _ 


5537  Musician,  Saxophone  _ _ 


5541  Musician,  Cornet/Trumpet _ _ 


5543  [Musician,  Baritone  Horn/Euphonium _ 


5544  [Musician,  French  Horn _ _ 


5546  Musician,  Trombone _ _ _ 


5547  Musician,  Tuba  _ _ 


5548  Musician,  String  Bass/Electric  Bass _ 


5563  Musician,  Percussion  (Drums,  Timpani,  Mallets) _ 


5565  Musician,  Piano  _ 


5566  Musician,  Guitar  . _ 


5711  [Nuclear,  Biological  and  Chemical  Defense  Specialist _ 


5811  Military  Police  _ _ 


5812  [Military  Working  Dog  Handler _ 


5813  Accident  Investigator  _ 


5814  [Crime  Prevention/Physical  Security  Specialist _ 


5815  Special  Reaction  Team  (SRT)  Member  _ 


5819  Military  Police  Investigator 


5821  Criminal  Investigator  _ _ 


5822  Polygraph  Examiner  _ _ 


5831  Correctional  Specialist  _ _ _ _ _ 


5832  Correctional  Counselor  _ 


5911  Microminiature  Circuit  Repair  Specialist  _ 


5924  [  [Surface  Air  Defense  Systems  Acquisition  Technician 


DOD  OCC 


610 


610 


610 


610 


610 


811 


811 


811 


^  Footnotes  are  defined  in  the  introductory  materiai. 


4-26 


INDEX 

MARINE  CORPS-ENLISTED 


SERVICE  OCC I  1|  SERVICE  OCC  TITLE  _ 


5925  I  ISurface  Air  Defense  Systems  Fire  Control  Technician  _ 


5928  Surface  Air  Defense  Systems  Chief 


5937  Aviation  Radio  Repairer  _ 


5939  Aviation  Radio  Technician  _ 


2  Aviation  Radar  Repairer  (AN/TPS-59)  _ 


8  Aviation  Radar  Technician  _ _ 


5952  Air  Traffic  Control  Navigational  Aids  Technician  _ 


5953  Air  Traffic  Control  Radar  Technician  _ 


Air  Traffic  Control  Communications  Technician 


Station  Air  Traffic  Control  Surveillance  Radar  System  Technician 


Station  Air  Traffic  Control  Precision  Approach  Radar  Technician 


Air  Traffic  Control  Systems  Maintenance  Chief  _ 


Tactical  Air  Command  Central  Repairer 


Tactical  Air  Operations  Module  Repairer  _ 


Tactical  Air  Command  Center  CTAPS/Systems  Administrator 


Tactical  Air  Command  Central  Technician 


Tactical  Air  Operations  Module  Technician  _ 


Electronics  Maintenance  Chief 


Aircraft  Mechanic-Trainee 


Aircraft  Mechanic,  EA-6 


Aircraft  Mechanic,  AV-8/TAV-8 


Aircraft  Mechanic,  KC-130 


Aircraft  Mechanic,  F/A-18 


Aircraft  Maintenance  Chief 


Aircraft  Power  Plants  Mechanic  J-52 


Aircraft  Power  Plants  Mechanic  Rolls  Royce  Pegasus 


Aircraft  Power  Plants  Mechanic  T56 


Aircraft  Power  Plants  Mechanic,  F-404 


Aircraft  Flight  Mechanic,  KC-130  _ 


Aircraft  Flight  Engineer,  KC-1 30-Trainee _ 


Aircraft  Flight  Engineer,  KC-130  _ _ 


Aircraft  Power  Plants  Test  Cell  Operator,  Fixed  Wing  _ 


Support  Equipment  Asset  Manager  _ 


Aircraft  Welder  _ 


Aircraft  Non-Destructive  Inspection  Technician 


Aircraft  Non-Destructive  Inspection  Operator 


Aircraft  Maintenance  Administration  Clerk 


Aircraft  Maintenance  Data  Analyst/Administrator 


Aircraft  Airframe  Mechanic-Trainee 


Aircraft  Airframes  Mechanic,  EA-6 


Aircraft  Airframe  Mechanic,  AV-8/TAV-8 


Aircraft  Airframe  Mechanic,  F/A-18 


Flight  Equipment  Marine  _ 


Aircraft  Maintenance  Ground  Support  Equipment  (GSE)  Mechanic-Trainee _ 


Aircraft  Maintenance  GSE  Flydraulic/Pneumatic/Structures  Mechanic 


Aircraft  Maintenance  Ground  Support  Equipment  Electrician/Refrigeration  Mechanic 


Cryogenics  Equipment  Operator  _ 


Aircraft  Safety  Equipment  Mechanic-Trainee  _ 


Aircraft  Safety  Equipment  Mechanic,  EA-6 


Aircraft  Safety  Equipment  Mechanic,  AV-8/TAV-8 


Aircraft  Safety  Equipment  Mechanic,  KC-130  _ 


Aircraft  Safety  Equipment  Mechanic,  F/A-18 


Aircraft  Intermediate  Level  Structures  Mechanic-Trainee 


Aircraft  Intermediate  Level  Structure  Mechanic 


Aircraft  Intermediate  Level  Flydraulic/Pneumatic  Mechanic  Trainee 


Aircraft  Intermediate  Level  Flydraulic/Pneumatic  Mechanic 


Flelicopter  Mechanic-Trainee 


Helicopter  Mechanic  CH-46 


Helicopter  Mechanic,  Ch-53 


Helicopter  Mechanic  U/AH-1 


Helicopter  Mechanic,  MV-22 


Helicopter  Maintenance  Chief  _ 


DODJOCC 
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6122  Helicopter  Power  Plants  Mechanic,  T-58 _ _ 


6123  Helicopter  Power  Piants  Mechanic,  T-64 _ 


6124  I  Helicopter  Power  Piants  Mechanic,  T-400/T-700 _ 


6125  Heiicopter  Power  Piants  Mechanic,  MV-22 _ 


6132  I  Heiicopter  Dynamic  Components  Mechanic _ 


6135  {Aircraft  Power  Piants  Test  Cell  Operator,  Rotary  Wing _ 


6151  Helicopter  Airframe  Mechanic-Trainee _ 


6152  Helicopter  Airframe  Mechanic,  CH-4^ _ 


53  Helicopter  Airframe  Mechanic,  CH-53  _ 


Helicopter  Airframe  Mechanic,  A/UH-1  _ 


Helicopter  Airframe  Mechanic,  MV-22  _ 


Presidential  Support  Specialist  _ 


Helicopter  Crew  Chief,  CH-46 _ 


Helicopter  Crew  Chief,  CH-53  _ 


Helicopter  Crew  Chief,  U/AH-1  _ 


Helicopter  Crew  Chief,  MV-22  _ 


Weapons  and  Tactics  Chief  Instructor 


Aircraft  Communications/Navigation  Electronics/Weapons  Systems  Technician-Trainee,  OMA 


Aircraft  Communications/Navigation/Radar  System  Technician,  EA-6 _ 


Aircraft  Communications/Navigation/Weapon  Systems  Technician,  AV-8 _ _ 


Aircraft  Communications/Navigation  Systems  Technician,  KC-130  _ 


Aircraft  Communications/Navigation  Weapon  Systems  Technician,  F/A-18 _ 


Aircraft  Communications/Navigation/Electricai  Systems  Technician,  CH-46 _ 


Aircraft  Communications/Navigation/Electricai  Systems  Technician,  CH-53 _ 


Aircraft  Communications. /Navigation/Eiectrical  Weapon  Systems  Technician,  U/AH-1 _ 


Aircraft  Communications/Nav/Eiectrical/Weapons  Systems  Technician,  V-22 


Aircraft  Electricai  Systems  Technician-Trainee  _ _ 


Aircraft  Eiectrical  Systems  Technician,  EA-6  _ _ 


Aircraft  Eiectrical  Systems  Technician,  AV-8  _ _ 


Aircraft  Electrical  Systems  Technician,  KC-130  _ _ 


Aircraft  Electrical  Systems  Technician,  F/A-18  _ 


Aircraft  Electronic  Countermeasures  Systems  Technician,  EA-6B  _ 


Avionics  Maintenance  Chief 


Aircraft  Communications/Navigation  Systems  Technician  Trainee,  IMA _ 


Aircraft  Communications  Systems  Technician,  IMA  _ _ 


Aircraft  Navigation  Systems  Technician,  IFF/Radar/Tacan,  IMA _ 


Advanced  Aircraft  Communictions/Navigation  Systems  Technician,  IMA 


Aircraft  Cryptographic  Systems  Technician,  IMA _ 


Aviation  Eiect  Micro-Miniature/Instrument  &  Cable  Rep.  Tech.,  IMA 


Aircraft  Electrical  Systems  Technician  Trainee  _ 


Aircraft  Electricai/lnstrument/Fiight  Control  Systems  Technician,  Fixed  Wing,  IMA  _ 


Aircraft  Electricai/lnstrument/  Flight  Controi  Systems  Technician,  Helicopter,  IMA 


Advanced  Aircraft  Electricai/lnstrument/Fiight  Control  Systems  Technician,  IMA  _ 


Avionics  Test  Set  (ATS)  Technician,  IMA 


Radar  Test  Station  (RTS)/Radar  System  Test  Station  (RSTS)  Technician.,  IMA 


Aircraft  Inertial  Navigation  System  Technician,  IMA  _ 


Hybrid  Test  Set  Technician,  IMA  _ 


Aircraft  Forward  Looking  Infared/Eiectro-Optical  Technician,  IMA  _ 


Consolidated  Automatic  Support  System  (CASS)  Technician,  IMA  _ 


Aircraft  Eiectronic  EquipmentTest  Set  (EETS)/Mobiie  Electronics  Test  Set  Technician,  IMA 


Advanced  Automatic  Test  Equipment  Technician,  IMA  _ 


Aircraft  Eiectronic  Countermeasures  Systems  Techician,  Fixed  Wing,  IMA 


Aircraft  Electronic  Countermeasure  Systems  Technician,  Heiicopter,  IMA 


Aircraft  Electronic  Countermeasures  Systems/RADCOM/CAT  IliD  Technician,  IMA 


Advanced  Aircraft  ECM  System  Technician,  IMA  _ 


Aviation  Precision  Measuring  Equipment  (PME)  Chief  _ 


Aircraft  Precision  Measurement  Equipment/Caiibration  and  Repair  Technician,  IMA 


Aviation  Meteoroiogical  Equipment  Technician  OMA/IMA  _ 


Computer  System  Technician,  Honeyweli  DPS-6  (An/UYK-65(V))  System,  IMA 


Aviation  Ordnance  Technician-Trainee 


Aviation  Ordnance  Ammunition  Technician 


Aircraft  Ordnance  Technician 
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Aviation  Ordnance  Systems  Technician  _ _ 


Aviation  Ordnance  Chief  _ 


Aviation  Supply  Clerk  _ _ 


Automated  Informaton  Systems  (AIS)  Computer  Operator  _ 


Weather  Observer  _ 


Weather  Forecaster  _ _ 


Aircraft  Recovery  Specialist  _ _ 


Aviation  Operations  Specialist _ _ 


Aircraft  Firefighting  &  Rescue  Specialist  _ 


Low  Altitude  Air  Defense  (LAAD)  Gunner 


Hawk  Missile  System  Operator  _ _ 


Air  Command  and  Control  Electronics  Operator 


Tactical  Air  Defense  Controller  _ 


Air  Support  Operations  Operator  _ 


Air  Traffic  Controller-Trainee  _ 


Air  Traffic  Controller-Tower  _ 


Air  Traffic  Controller-Radar  _ 


Radar  Approach  Controller  _ _ 


Senior  Air  Traffic  Controller  _ 


First  Navigator  _ _ 


Airborne  Radio  Operator/Loadmaster-Trainee 


Airborne  Radio  Operator/Loadmaster  _ 


Small  Boat  Coxswain  _ 


Riverine  Assault  Craft  Crewman 


Guard  _ 


Marine  Corps  Security  Force  (MCSF)  Guard _ _ 


Marine  Corps  Security  Force  (MCSF)  Cadre  Trainer _ _ 


Marine  Corps  Security  Force  Close  Quarters  Battle  (COB)  Team  Member 


Education  Assistant 


Recruiter  _ _ 


Career  Recruiter _ _ 


Career  Planner  _ 


Psychological  Operations  Non-Commissioned  Officer _ _ 


Civil  Affairs  Non-Commissioned  Officer 


Drill  Instructor  _ _ 


Range  Coach  _ 


Small  Arms  Weapons  Instructor  _ _ 


Substance  Abuse  Counselor  _ 


Scout-Sniper  _ _ 


Water  Safety/Survival  Instructor  _ 


Interpreter  (Designated  Language)  _ _ 


Surveillance  Sensor  Operator  _ 


Surveillance  Sensor  Maintenance  Marine 


Reconnaissance  Man  Parachutist  Qualified 


Reconnaissance  Man,  SCUBA/UBA  Qualified 


Reconnaissance  Man,  Parachute  &  Scuba/UBA  Qualified 


Ground  Operations  Specialist  _ 


Firefighter  _ _ 


Barracks  &  Grounds  Marine 


Food  Service  Attendant 


Athletic  &  Recreation  Assistant 


Military  Affiliate  Radio  System  Radio  Operator _ 


Graves  Registration  Specialist 


Member  "The  President’s  Own"  U.S.M.C.  Band 


Member,  U.S.  Marine  Drum  and  Bugle  Corps  _ 


General  Service  Marine  _ 


Special  Assignment-Enlisted  _ 


Billet  Designator-Enlisted _ 


College  Degree  -  Enlisted _ 


MAGTF  Enlisted  Planner 


Special  Technical  Operations  Marine  _ 


SCUBA/UBA  Marine  _ 


DODoec 


’  Footnotes  are  defined  in  the  introductory  material. 
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9953 

■ 

Parachutist/SCUBA/UBA  Marine 

010 

9954 

Hazardous  Material/Hazardous  Waste  Staff  Non-Commissioned  Officer/Non-Commissioned  Officer 

493 

9956 

Ground  Safety  Specialist 

493 

9962 

Parachutist 

010 

ESSDHHHI 

■ 

Basic  Marine  With  Enlistment  Guarantee 

950 

■ 

Tactical  Data  Systems  Specialist 

532 

9982 

Small  Computer  Systems  Operator/Programmer 

531 

9991 

Sergeant  Major  of  The  Marine  Corps 

521 

9999 

Sergeant  Major/First  Sergeant 

521 

XXOO 

f 

Basic  Marine,  Enlisted 

950 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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1A000 

In-fliqht  Refueling  Manager 

050 

1A011 

In-fliqht  Refueling  Helper 

950 

1A031 

In-fllqht  Refueling  Apprentice 

050 

1A051 

In-fliqht  Refueling  Journeyman 

050 

1A071 

In-fliqht  Refueling  Craftsman 

050 

1A091 

In-fliqht  Refueling  Superintendent 

050 

1A100 

Flight  Engineer  Manager 

050 

1A111B 

Flight  Engineer  Helper,  Helicopter 

950 

1A111C 

Flight  Engineer  Helper,  Performance  Qualified 

950 

1A131B 

Flight  Engineer  Apprentice,  Helicopter 

050 

1A131C 

Flight  Engineer  Apprentice,  Performance  Qualified 

050 

1A151B 

Flight  Engineer  Journeyman,  Helicopter 

050 

1A151C 

Flight  Engineer  Journeyman,  Performance  Qualified 

050 

1A171B 

Flight  Engineer  Craftsman,  Helicopter 

050 

1A171C 

Flight  Engineer  Craftsman,  Performance  Qualified 

050 

1A190 

Flight  Engineer  Superintendent 

050 

1A200 

Aircraft  Loadmaster  Manager 

050 

1A211 

Aircraft  Loadmaster  Helper 

950 

1A231 

Aircraft  Loadmaster  Apprentice 

050 

1A251 

Aircraft  Loadmaster  Craftsman 

050 

1A271 

Aircraft  Loadmaster  Journeyman 

050 

1A291 

Aircraft  Loadmaster  Superintendent 

050 

1A300 

Airborne  Communications  Systems  Manager 

201 

1A311 

Airborne  Communications  Systems  Helper 

950 

1A331 

Airborne  Communications  Systems  Apprentice 

1A351 

Airborne  Communications  Systems  Journeyman 

201 

1A371 

Airborne  Communications  Systems  Craftsman 

201 

1A391 

Airborne  Communications  Systems  Superintendent 

201 

1A400 

Airborne  Warning  Command  And  Control  Systems  Manager 

221 

1A411 

Airborne  Warning  Command  And  Control  Systems  Helper 

950 

1A431 

Airborne  Warning  Command  And  Control  Systems  Apprentice 

221 

1A451 

Airborne  Warning  Command  And  Control  Systems  Journeyman 

221 

1A451D 

Airborne  Warning  Command  And  Control  Systems  Journeyman,  Weapons  Director 

221 

1A471 

Airborne  Warning  Command  And  Control  Systems  Craftsman 

221 

1A471D 

Airborne  Warning  Command  And  Control  Systems  Craftsman,  Weapons  Director 

221 

1A491 

Airborne  Warning  Command  And  Control  Systems  Superintendent 

221 

1A500 

Airborne  Missions  Systems  Manager 

201 

1A511 

Airborne  Missions  Systems  Helper 

950 

1A531 

Airborne  Missions  Systems  Apprentice 

150 

1A551 

Airborne  Missions  Systems  Journeyman 

150 

1A571 

Airborne  Missions  Systems  Craftsman 

150 

1A591 

Airborne  Missions  Systems  Superintendent 

201 

1C000 

Air  Operations  Manager 

556 

icon 

Airfield  Management  Helper 

950 

1C012 

Operations  Resource  Management  Helper 

950 

1C031 

Airfield  Management  Apprentice 

556 

1C032 

Operations  Resource  Management  Apprentice 

556 

1C051 

Airfield  Management  Journeyman 

556 

1C052 

Operations  Resource  Management  Journeyman 

556 

1C071 

Airfield  Management  Craftsman 

556 

1C072 

Operations  Resource  Management  Craftsman 

556 

1C091 

Airfield  Management  Superintendent 

556 

1C092 

Operations  Resource  Management  Superintendent 

556 

1C100 

Air  Traffic  Control  Manager 

222 

1C111 

Air  Traffic  Control  Helper 

950 

1C131 

Air  Traffic  Control  Apprentice 

222 

1C151 

Air  Traffic  Control  Journeyman 

222 

1C171 

Air  Traffic  Control  Craftsman 

222 

1C191 

Air  Traffic  Control  Superintendent 

1C200 

Combat  Control  Manager 

250 

1C211 

a 

Combat  Control  Helper 

950 

1C231 

a 

Combat  Control  Apprentice 

250 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC  TITLE 


1C291 


1C300 


1C311 


1C331 


1C351 


1C371 


1C400 


1C411 


1C431 


1C451 


1C471 


1C491 


1C500 


1C511A 


1C511B 


1C511C 


1C531A 


1C531B 


1C531C 


1C551 


1C551D 


1C571 


1C591 


1C600 


1C611 


1C631 


1C651 


1C671 


1C691 


1N000 


1N011 


1N031 


1N051 


1N071 


1N091 


1N111 


1N131 


1N151 


1N171 


1N191 


1N200 


1N211 


1N231 


1N251 


1N271 


1N291 


1N311A 


1N311B 


1N311C 


1N311D 


1N311E 


1N312A 


1N312B 


1N312C 


1N312D 


1N312E 


1N312F 


1N312G 


1N313A 


1N313B 


Combat  Control  Journeyman  _ 


Combat  Control  Craftsman  _ _ 


Combat  Control  Superintendent  _ 


Command  And  Control  Manager  _ 


Command  And  Control  Helper  _ 


Command  And  Control  Apprentice  _ _ 


Command  And  Control  Journeyman  _ 


Command  And  Control  Craftsman  _ 


Tactical  Air  Command  And  Control  Manager  _ _ 


Tactical  Air  Command  And  Control  Helper 


Tactical  Air  Command  And  Control  Apprentice  _ 


Tactical  Air  Command  And  Control  Journeyman  _ 


Tactical  Air  Command  And  Control  Craftsman 


Tactical  Air  Command  And  Control  Superintendent  _ 


Aerospace  Control  And  Warning  System  Manager _ _ 


Aerospace  Control  And  Warning  Systems  Helper,  Manuel  Systems  _ 


Aerospace  Control  And  Warning  Systems  Helper,  Sector  Operations  Control  Center 


Aerospace  Control  And  Warning  Systems  Helper,  Theater  Air  Control  System _ 


Aerospace  Control  And  Warning  Systems  Apprentice,  Manuel  Systems 


Aerospace  Control  And  Warning  Systems  Apprentice,  Sector  Operations  Control  Center 


Aerospace  Control  And  Warning  Systems  Apprentice,  Theater  Air  Control  System 


Aerospace  Control  And  Warning  Systems  Journeyman _ 


Aerospace  Control  And  Warning  Systems  Journeyman,  Weapons  Director 


Aerospace  Control  And  Warning  Systems  Craftsman 


Aerospace  Control  And  Warning  Systems  Superintendent 


Space  Systems  Operations  Manager  _ _ 


Space  Systems  Operations  Helper  _ _____ 


Space  Systems  Operations  Apprentice _ _ 


Space  Systems  Operations  Journeyman _ _ 


Space  Systems  Operations  Craftsman  _ _ 


Space  Systems  Operations  Superintendent _ 


Intelligence  Applications  And  Exploitation  Manager _ _ 


Intelligence  Applications  Helper _ _ 


Intelligence  Applications  Apprentice _ _ 


Intelligence  Applications  Journeyman _ _ _ 


Intelligence  Applications  Craftsman _ 


Intelligence  Applications  Superintendent  _ ______________________ 


Imagery  Analysis  Helper _ _ _ 


Imagery  Analysis  Apprentice _ _ _ 


Imagery  Analysis  Journeyman _ ________ 


Imagery  Analysis  Craftsman  _ 


Imagery  Analysis  Superintendent  ■ _ 


Signals  Intelligence  Anaiysis  Manager _ 


Signals  Intelligence  Production  Helper _ 


Signals  Intelligence  Production  Apprentice _ _ 


Signais  Inteiligence  Production  Journeyman _ _ 


Signais  Inteiligence  Production  Craftsman _ _ 


Signais  Intelligence  Production  Superintendent _ _ _ _ 


Germanic  Cryptologic  Linguist  Helper,  German  _ 


Germanic  Cryptoiogic  Linguist  Helper,  Dutch _ 


Germanic  Cryptoiogic  Linguist  Helper,  Flemish  _ 


Germanic  Cryptologic  Linguist  Helper,  Swedish _ _ 


Germanic  Cryptologic  Linguist  Helper,  Afrikaans  _ 


Romance  Cryptologic  Linguist  Heiper,  Spanish  (Latin  American) _ 


Romance  Cryptologic  Linguist  Heiper,  Portuguese  (Latin  American) _ 


Romance  Cryptoiogic  Linguist  Heiper,  French  _ _ 


Romance  Cryptoiogic  Linguist  Helper,  Italian  _ 


Romance  Cryptologic  Linguist  Helper,  Romanian _ 


Romance  Cryptologic  Linguist  Helper,  Haitian-Creole  _ 


Romance  Cryptologic  Linguist  Helper,  Molodovan 


Slayic  Cryptologic  Linguist  Helper,  Russian  _ _ 


Slavic  Cryptologic  Linguist  Helper,  Polish 


DODpCC 


250 


250 


250 


250 


950 


250 


250 


250 


250 


950 


250 


250 


250 


250 


221 


’  Footnotes  are  defined  in  the  introductory  materiai. 


4-32 


INDEX 

AIR  FORCE-ENLISTED 


SERVICE  OCC 

T 

SERVICE  pec  TITLE 

POD  OCC 

1N313C 

Slavic  Cryptologic  Linguist  Helper,  Czech 

950 

1N313D 

Slavic  Cryptologic  Linguist  Helper,  Serbo-Croatian 

950 

1N313E 

Slavic  Cryptologic  Linguist  Helper,  Russian  (White) 

950 

1N313F 

Slavic  Cryptologic  Linguist  Helper,  Hungarian 

950 

1N313G 

Slavic  Cryptologic  Linguist  Helper,  Lithuanian 

HEnSHI 

1N313H 

Slavic  Cryptologic  Linguist  Helper,  Slovenian 

IHIBi 

1N313J 

Slavic  Cryptologic  Linguist  Helper,  Bulgarian 

950 

1N313K 

Slavic  Cryptologic  Linguist  Helper,  Ukrainian 

950 

1N313L 

Slavic  Cryptologic  Linguist  Helper,  Macedonian 

1N314A 

Far  East  Cryptologic  Linguist  Helper,  Chinese  (Mandarin) 

950 

1N314B 

Far  East  Cryptologic  Linguist  Helper,  Vietnamese 

950 

1N314C 

Far  East  Cryptologic  Linguist  Helper,  Thai 

950 

1N314D 

Far  East  Cryptologic  Linguist  Helper,  Cambodian 

950 

1N314E 

Far  East  Cryptologic  Linguist  Helper,  Lao 

950 

1N314F 

Far  East  Cryptologic  Linguist  Helper,  Japanese 

950 

1N314G 

Far  East  Cryptologic  Linguist  Helper,  Korean 

950 

1N314H 

Far  East  Cryptologic  Linguist  Helper,  Chinese  (Cantonese) 

BEnSH 

1N314J 

Far  East  Cryptologic  Linguist  Helper,  Tagalog 

1N315A 

Mid  East  Cryptologic  Linguist  Helper,  Arabic 

950 

1N315B 

Mid  East  Cryptologic  Linguist  Helper,  Arabic  (Syrian) 

950 

1N315C 

■ 

Mid  East  Cryptologic  Linguist  Helper,  Hebrew 

950 

1N315D 

■ 

Mid  East  Cryptologic  Linguist  Helper,  Persian 

950 

1N315E 

Mid  East  Cryptologic  Linguist  Helper,  Turkish 

950 

1N315F 

Mid  East  Cryptologic  Linguist  Helper,  Greek 

950 

1N315G 

Mid  East  Cryptologic  Linguist  Helper,  Indonesian 

1N315H 

Mid  East  Cryptologic  Linguist  Helper,  Hindi-Urdu 

1N315J 

Mid  East  Cryptologic  Linguist  Helper,  Armenian 

950 

1N315K 

Mid  East  Cryptologic  Linguist  Helper,  Azeri 

950 

1N315L 

Mid  East  Cryptologic  Linguist  Helper,  Pushtu 

950 

1N315M 

Mid  East  Cryptologic  Linguist  Helper,  Georgian 

950 

1N315N 

Mid  East  Cryptologic  Linguist  Helper,  Tadzhik 

950 

■ 

Mid  East  Cryptologic  Linguist  Helper,  Kazakh 

950 

1N315Q 

Mid  East  Cryptologic  Linguist  Helper,  Turkmen 

950 

1N315R 

Mid  East  Cryptologic  Linguist  Helper,  Uzbek 

950 

1N331A 

Germanic  Cryptologic  Linguist  Apprentice,  German 

232 

1N331B 

Germanic  Cryptologic  Linguist  Apprentice,  Dutch 

232 

1N331C 

Germanic  Cryptologic  Linguist  Apprentice,  Flemish 

232 

1N331D 

Germanic  Cryptologic  Linguist  Apprentice,  Swedish 

232 

1N331E 

Germanic  Cryptologic  Linguist  Apprentice,  Afrikaans 

232 

1N332A 

Romance  Cryptologic  Linguist  Apprentice,  Spanish  (Latin  American) 

232 

1N332B 

Romance  Cryptologic  Linguist  Apprentice,  Portuguese  (Latin  American) 

232 

1N332C 

Romance  Cryptologic  Linguist  Apprentice,  French 

1N332D 

Romance  Cryptologic  Linguist  Apprentice,  Italian 

232 

1N332E 

Romance  Cryptologic  Linguist  Apprentice,  Romanian 

232 

1N332F 

Romance  Cryptologic  Linguist  Apprentice,  Haitian-Creole 

232 

1N332G 

Romance  Cryptologic  Linguist  Apprentice,  Molodovan 

232 

1N333A 

Slavic  Cryptologic  Linguist  Apprentice,  Russian 

232 

1N333B 

Slavic  Cryptologic  Linguist  Apprentice,  Polish 

232 

1N333C 

Slavic  Cryptologic  Linguist  Apprentice,  Czech 

232 

1N333D 

Slavic  Cryptologic  Linguist  Apprentice,  Serbo-Croatian 

232 

1N333E 

Slavic  Cryptologic  Linguist  Apprentice,  Russian  (White) 

232 

1N333F 

Slavic  Cryptologic  Linguist  Apprentice,  Hungarian 

232 

1N333G 

Slavic  Cryptologic  Linguist  Apprentice,  Lithuanian 

232 

1N333H 

Slavic  Cryptologic  Linguist  Apprentice,  Slovenian 

232 

1N333J 

Slavic  Cryptologic  Linguist  Apprentice,  Bulgarian 

232 

1N333K 

Slavic  Cryptologic  Linguist  Apprentice,  Ukrainian 

950 

1N333L 

Slavic  Cryptologic  Linguist  Apprentice,  Macedonian 

232 

1 N334A 

Far  East  Cryptologic  Linguist  Apprentice,  Chinese  (Mandarin) 

232 

1N334B 

Far  East  Cryptologic  Linguist  Apprentice,  Vietnamese 

232 

1N334C 

Far  East  Cryptologic  Linguist  Apprentice,  Thai 

232 

1N334D 

Far  East  Cryptologic  Linguist  Apprentice,  Cambodian 

232 

1N334E 

Far  East  Cryptologic  Linguist  Apprentice,  Lao 

232 

Footnotes  are  defined  in  the  introductory  materiai. 
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1N334F  I  Far  East  Cryptologic  Linguist  Apprentice,  Japanese _ 


1N334H  1  [Far  East  Cryptologic  Linguist  Apprentice,  Chinese  (Cantonese) _ 


1N334J  I  [Far  East  Cryptologic  Linguist  Apprentice,  Tagalog _ 


1N335A  [Mid  East  Cryptologic  Linguist  Apprentice,  Arabic _ 


1N335B  I  I  Mid  East  Cryptologic  Linguist  Apprentice,  Arabic  (Syrian) _ 


1N335C  Mid  East  Cryptologic  Linguist  Apprentice,  Hebrew _ 


1N335D  r  Mid  East  Cryptologic  Linguist  Apprentice,  Persian _ 


1N335E  I  {Mid  East  Cryptologic  Linguist  Apprentice,  Turkish _ 


1N335F  Mid  East  Cryptologic  Linguist,  Greek _ _ 


1N335G  1  [Mid  East  Cryptologic  Linguist  Apprentice,  Indonesian _ 


1N335H  I  |Mid  East  Cryptologic  Linguist  Apprentice,  Hindi-Urdu _ 


1N335J  I  I  Mid  East  Cryptologic  Linguist  Apprentice,  Armenian _ 


1N335K  I  (Mid  East  Cryptologic  Linguist  Apprentice,  Azeri _ 


1N335L  (Mid  East  Cryptologic  Linguist  Apprentice,  Pushtu _ 


1N335M  I  (Mid  East  Cryptologic  Linguist  Apprentice,  Georgian _ 


1N335N  [Mid  East  Cryptologic  Linguist  Apprentice,  Tadzhik _ 


1N335P  Mid  East  Cryptologic  Linguist  Apprentice,  Kazakh _ _ 


1N335Q  Mid  East  Cryptologic  Linguist  Apprentice,  Turkmen _ 


1N335R  Mid  East  Cryptologic  Linguist  Apprentice,  Uzbek _ 


1N351A  (Germanic  Cryptologic  Linguist  Journeyman,  German _ 


1N351B  I  [Germanic  Cryptologic  Linguist  Journeyman,  Dutch _ _ 


1N351C  (Germanic  Cryptologic  Linguist  Journeyman,  Flemish _ 


1 N351 D  (  Germanic  Cryptologic  Linguist  Journeyman,  Swedish _ 


1N351E  (iGermanic  Cryptologic  Linguist  Journeyman,  Afrikaans _ 


1N352A  [Romance  Cryptologic  Linguist  Journeyman,  Spanish  (Latin  American) 


1 N352B  (Romance  Cryptologic  Linguist  Journeyman,  Portuguese  (Latin  American) 


1N352C  (  (Romance  Cryptologic  Linguist  Journeyman,  French _ 


1N352D  (  (Romance  Cryptologic  Linguist  Journeyman,  Italian _ 


1N352E  (  (Romance  Cryptologic  Linguist  Journeyman,  Romanian _ _ 


1N352F  (  [Romance  Cryptologic  Linguist  Journeyman,  Haitian-Creole _ 


1N352G  [  [Romance  Cryptologic  Linguist  Journeyman,  Molodovan _ 


1N353A  (ISIavic  Cryptologic  Linguist  Journeyman,  Russian _ 


1N353B  (  [Slavic  Cryptologic  Linguist  Journeyman,  Polish _  . 


1N353C  Slavic  Cryptologic  Linguist  Journeyman,  Czech _ 


1 N353D  (Slavic  Cryptologic  Linguist  Journeyman,  Serbo-Croatian _ 


1N353E  [Slavic  Cryptologic  Linguist  Journeyman,  Russian  (White) 


1N353F  [Slavic  Cryptologic  Linguist  Journeyman,  Hungarian 


1N353G  (Slavic  Cryptologic  Linguist  Journeyman,  Lithuanian _ 


1N353H  [  [Slavic  Cryptologic  Linguist  Journeyman,  Slovenian _ 


1N353J  ]  (Slavic  Cryptologic  Linguist  Journeyman,  Bulgarian _ 


1N353K  Slavic  Cryptologic  Linguist  Journeyman,  Ukrainian _ 


1N353L  (  [Slavic  Cryptologic  Linguist  Journeyman,  Macedonian _ 


1N354A  [Far  East  Cryptologic  Linguist  Journeyman,  Chinese  (Mandarin) _ 


1N354B  [Far  East  Cryptologic  Linguist  Journeyman,  Vietnamese _ 


1N354C  [Far  East  Cryptologic  Linguist  Journeyman,  Thai _ _ 


1N354D  [Far  East  Cryptologic  Linguist  Journeyman,  Cambodian _ 


Far  East  Cryptologic  Linguist  Journeyman,  Lao _ 


1 N354F  I  (Far  East  Cryptologic  Linguist  Journeyman,  Japanese 


1N354G  [Far  East  Cryptologic  Linguist  Journeyman,  Korean _ 


1N354H  [Far  East  Cryptologic  Linguist  Journeyman,  Chinese  (Cantonese) _ 


1 N354J  Far  East  Cryptologic  Linguist  Journeyman,  Tagalog _ 


1N355A  [  Mid  East  Cryptologic  Linguist  Journeyman,  Arabic _ 


1N355B  r  (Mid  East  Cryptologic  Linguist  Journeyman,  Arabic  (Syrian) _ 


1N355C  [Mid  East  Cryptologic  Linguist  Journeyman,  Hebrew _ 


1N355D  [Mid  East  Cryptologic  Linguist  Journeyman,  Persian _ 


1N355E  ]  [Mid  East  Cryptologic  Linguist  Journeyman,  Turkish _ 


1N355F  Mid  East  Cryptologic  Linguist  Journeyman,  Greek _ 


1N355G  I  Mid  East  Cryptologic  Linguist  Journeyman,  Indonesian _ 


1N355H  I  Mid  East  Cryptologic  Linguist  Journeyman,  HindhUrdu _ 


1N355J  I  [Mid  East  Cryptologic  Linguist  Journeyman,  Armenian _ 


1N355K  Mid  East  Cryptologic  Linguist  Journeyman,  Azeri _ _ 


1N355L  [  [Mid  East  Cryptologic  Linguist  Journeyman,  Pushtu 


DODOCC 


^  Footnotes  are  defined  in  the  introductory  material. 


4-34 


INDEX 

AIR  FORCE-ENLISTED 


SERVICE  OCC  1  SERVICE  OCq  TITLE 


1N355M  Mid  East  Cryptologic  Linguist  Journeyman,  Georgian 


1N355N  Mid  East  Cryptologic  Linguist  Journeyman,  Tadzhik 


1N355P  Mid  East  Cryptologic  Linguist  Journeyman,  Kazakh 


1N355Q  Mid  East  Cryptologic  Linguist  Journeyman,  Turkmen 


1N355R  Mid  East  Cryptologic  Linguist  Journeyman,  Uzbek 


1N371A  Germanic  Cryptologic  Linguist  Craftsman,  German 


1N371B  Germanic  Cryptologic  Linguist  Craftsman,  Dutch 


1N371C  Germanic  Cryptologic  Linguist  Craftsman,  Flemish 


1N371D  Germanic  Cryptologic  Linguist  Craftsman,  Swedish 


1N371E  Germanic  Cryptologic  Linguist  Craftsman,  Afrikaans 


1N372A  Romance  Cryptologic  Linguist  Craftsman,  Spanish  (Latin  American) 


1N372B  Romance  Cryptologic  Linguist  Craftsman,  Portuguese  (Latin  American) 


1N372C  Romance  Cryptologic  Linguist  Craftsman,  French 


1N372D  Romance  Cryptologic  Linguist  Craftsman,  Italian 


1N372E  Romance  Cryptologic  Linguist  Craftsman,  Romanian 


1N372F  Romance  Cryptologic  Linguist  Craftsman,  Haitian-Creole 


1N372G  Romance  Cryptologic  Linguist  Craftsman,  Molodovan 


1N373A  Slavic  Cryptologic  Linguist  Craftsman,  Russian 


1N373B  Slavic  Cryptologic  Linguist  Craftsman,  Polish 


1N373C  Slavic  Cryptologic  Linguist  Craftsman,  Czech 


1N373D  Slavic  Cryptologic  Linguist  Craftsman,  Serbo-Croatian 


1N373E  Slavic  Cryptologic  Linguist  Craftsman,  Russian  (White) 


1N373F  Slavic  Cryptologic  Linguist  Craftsman,  Hungarian 


1N373G  Slavic  Cryptologic  Linguist  Craftsman,  Lithuanian 


1N373H  Slavic  Cryptologic  Linguist  Craftsman,  Slovenian 


1N373J  Slavic  Cryptologic  Linguist  Craftsman,  Bulgarian 


1N373K  Slavic  Cryptologic  Linguist  Craftsman,  Ukrainian 


1N373L  Slavic  Cryptologic  Linguist  Craftsman,  Macedonian 


1N374A  {Far  East  Cryptologic  LinguistCraftsman,  Chinese  (Mandarin) 


1N374B  Far  East  Cryptologic  Linguist  Craftsman,  Vietnamese 


1N374C  Far  East  Cryptologic  Linguist  Craftsman,  Thai 


1N374D  Far  East  Cryptologic  Linguist  Craftsman,  Cambodian 


1N374E  Far  East  Cryptologic  Linguist  Craftsman,  Lao 


1N374F  Far  East  Cryptologic  Linguist  Craftsman,  Japanese 


1N374G  Far  East  Cryptologic  Linguist  Craftsman,  Korean 


1N374H  Far  East  Cryptologic  Linguist  Craftsman,  Chinese  (Cantonese) 


1N374J  Far  East  Cryptologic  Linguist  Craftsman,  Tagalog 


1N375A  iMid  East  Cryptologic  Linguist  Craftsman,  Arabic 


1N375B  Mid  East  Cryptologic  Linguist  Craftsman,  Arabic  (Syrian) 


1N375C  Mid  East  Cryptologic  Linguist  Craftsman,  Hebrew 


1N375D  Mid  East  Cryptologic  Linguist  Craftsman,  Persian 


1N375E  Mid  East  Cryptologic  Linguist  Craftsman,  Turkish 


1N375F  Mid  East  Cryptologic  Linguist  Craftsman,  Greek 


1N375G  Mid  East  Cryptologic  Linguist  Craftsman,  Indonesian 


1N375H  Mid  East  Cryptologic  Linguist  Craftsman,  Hindi-Urdu 


1N375J  Mid  East  Cryptologic  Linguist  Craftsman,  Armenian 


1N375K  Mid  East  Cryptologic  Linguist  Craftsman,  Azeri 


1N375L  Mid  East  Cryptologic  Linguist  Craftsman,  Pushtu 


1N375M  Mid  East  Cryptologic  Linguist  Craftsman,  Georgian 


1N375N  Mid  East  Cryptologic  Linguist  Craftsman,  Tadzhik 


1N375P  Mid  East  Cryptologic  Linguist  Craftsman,  Kazakh 


1N375Q  Mid  East  Cryptologic  Linguist,  Craftsman,  Turkmen 


1N375R  Mid  East  Cryptologic  Linguist  Craftsman,  Uzbek 


1N390  Cryptologic  Linguist  Superintendent 


1N41 1  (Signals  Intelligence  Analysis  Helper 


1N431  Signals  Intelligence  Analysis  Apprentice 


1N451  Signals  Intelligence  Analysis  Journeyman 


1N471  Signals  Intelligence  Analysis  Craftsman 


1N491  Signals  Intelligence  Analysis  Superintendent 


1N500  Electronic  Intelligence  Operations  Manager 


1N511  Electronic  Signals  Intelligence  Exploitation  Helper 


1N531  I  [Electronic  Signals  Intelligence  Exploitation  Apprentice 
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1N551 


1N571 


1N591 


1N600 


1N611 


1N631 


1N651 


1N671 


1N691 


ISOOO 


1S011 


1S031 


1S051 


1S071 


1S091 


1T000 


1T011 


1T031 


1T051 


1T071 


1T091 


1T100 


1T111 


1T131 


1T151 


1T171 


1T191 


1T200 


1T211 


1T231 


1T251 


1T271 


1T291 


1W000 

1W011 

1W031 

1W031A 

1W051 

1W051A 

1W071A 

1W091 

2A000 

2A011A 

2A01 1 B 

2A031A 

2A031B 

2A051A 

2  AOS  IB 

2A071A 

2A071B 


2A090 


2A111 


2A112 


2A113 


2A114 


2A115A 


2A115B 


2A117 


2A131 


2A132 


2A133 


2A134 


SERVICE  OCC  TITLE 


Electronic  Signals  Intelligence  Exploitation  Journeyman _ _ 


Eiectronic  Signais  Inteiligence  Exploitation  Craftsman _ 


Eiectronic  Signais  Inteiligence  Expioitation  Superintendent  _ 


Defensive  C3cm  Manager  _ _ _ 


Eiectronic  System  Security  Assessment  Helper  _ 


Electronic  System  Security  Assessment  Apprentice _ _ 


Electronic  System  Security  Assessment  Journeyman _ 


Electronic  System  Security  Assessment  Craftsman _ 


Electronic  System  Security  Assessment  Superintendent _ _ 


Safety  Manager  _ _ _ _ 


Safety  Heiper  _ _ _ 


Safety  Apprentice  _ _ _ 


Safety  Journeyman  _ _ _ 


Safety  Craftsman  _ _ _ 


Safety  Superintendent _ _ _ 


Survival,  Evasion,  Resistance,  and  Escape  Training  Manager _ 


Survivai,  Evasion,  Resistance,  and  Escape  Training  Heiper 


Survivai,  Evasion,  Resistance,  and  Escape  Training  Apprentice _ 


Survivai,  Evasion,  Resistance,  and  Escape  Training  Journeyman _ 


Survival,  Evasion,  Resistance,  and  Escape  Training  Craftsman _ 


Survival  Evasion,  Resistance,  and  Escape  Training  Superintendent _ 


Aircrew  Lite  Support  Manager  _ _ 


Aircrew  Life  Support  Helper  _ 


Aircrew  Life  Support  Apprentice _ _ _ 


Aircrew  Life  Support  Journeyman  _ _ 


Aircrew  Life  Support  Craftsman  _ 


Aircrew  Life  Support  Superintendent  _ _ _ 


Pararesoue/recovery  Manager  _ 


Pararesoue  Helper  _ _ 


Pararesoue  Apprentice  _ 


Pararescue  Journeyman  _ _ 


Pararesoue  Craftsman  _ _ 


Pararescue  Superintendent  _ ___________ 


Weather  Manager  _ _ 


Weather  Helper  _ _ 


Weather  Apprentice  _ _ _ 


Weather  Apprentice,  Forecaster  _ ____________ 


Weather  Journeyman  _ 


Weather  Journeyman,  Forecaster  _ _ _ 


Weather  Craftsman,  Forecaster  _ 


Weather  Superintendent  _ _ 


Avionics  Systems  Manager  _ _ 


Avionics  Test  Station  And  Components  Heiper,  F-15/F-1 1 1 _ 


Avionics  Test  Station  And  Components  Helper,  F-1 6/F-1 1 7/A-1 0/B-1 B _ 


Avionics  Test  Station  And  Components  Apprentice,  F-15/F-111 _ 

Avionics  Test  Station  And  Components  Apprentice,  F-16/F-1 1 7/A-10/B-1 B 


Avionics  Test  Station  And  Components  Journeyman,  F-15/F-1 1 1 _ 


Avionics  Test  Station  And  Components  Journeyman,  F-16/F-1 17/A-10/B-1 B 


Avionics  Test  Station  And  Components  Craftsman,  F-15/F-111 _ 

Avionics  Test  Station  And  Components  Craftsman,  F-16/F-1 17/A-10/B-1B 


Avionics  Test  Station  And  Components  Superintendent _ _ 


Avionic  Sensors  Maintenance  Heiper  _ _ 


Aircraft  Guidance  And  Control  Systems  Helper  _ 


Communication  And  Navigation  Systems  Heiper _ _ 


Airborne  Warning  And  Controi  Radar  Helper _ 


Avionics  Support  Equipment  (SE)  Helper,  F-4 _ 


Avionics  Support  Equipment  (SE)  Helper,  C-5 _ _ 


Electronic  Warfare  Systems  Helper  _ 


Avionic  Sensors  Maintenance  Apprentice  _ 


Aircraft  Guidance  And  Control  Systems  _ 


Communication  And  Navigation  Systems  _ 


Airborne  Warning  And  Control  Radar  Apprentice _ 
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233 
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SERVICE  OCC1 1 1  SERVICE  OCC  TITLE _ _ 


2A135A  Avionics  Support  Equipment  (SE)  Apprentice,  F-4  _ 


2A135B  Avionics  Support  Equipment  (SE)  Apprentice,  C-5  _ _ 


2A137  Eiectronic  Warfare  Systems  Apprentice _ _ _ _ 


2A151  Avionic  Sensors  Maintenance  Journeyman  _ 


2A152  Aircraft  Guidance  And  Controi  Systems  Journeyman  _ 


2A153  [Communication  And  Navigation  Systems  Journeyman _ 


2A154  Airborne  Warning  And  Control  Radar  Journeyman  _ _ 


2A155A  Avionics  Support  Equipment  (SE)  Journeyman,  F'4 _ 


2A155B  Avionics  Support  Equipment  (SE)  Journeyman,  C-5  _ _ 


2A157  Electronic  Warfare  Systems  Journeyman  _ _ 


2A171  Avionic  Sensors  Maintenance  Craftsman _ _ _ 


2A172  Aircraft  Guidance  And  Control  Systems  Craftsman  _ 


2A173  Communication  And  Navigation  Systems  Craftsman  _ 


2A174  Airborne  Warning  And  Control  Radar  Craftsman _ 


2A175A  Avionics  Support  Equipment  (SE)  Craftsman,  F-4 _ _ 


2A175B  Avionics  Support  Equipment  (SE)  Craftsman,  C-5 _ 


2A177  Electronic  Warfare  Systems  Craftsman  _ _ 


2A190  Conventional  Avionics  Superintendent _ _ 


2A300  Aircraft  Manager  _ _ _ 


2A311A  F-15/F-111  Avionic  Systems  Helper,  Attack  Control _ 


2A311B  F-15/F-111  Avionic  Systems  Helper,  Instrument  And  Flight  Control _ 


2A311C  |F-15/F-m  Avionic  Systems  Helper,  Communication,  Navigation,  And  Penetration  Aids _ 


2A312A  F-16  Avionic  Systems  Helper,  Attack  Control _ _ 


2A312B  |F-16  Avionic  Systems  Helper,  Instrument  And  Flight  Control _ 


2A312C  |F-16  Avionic  Systems  Helper,  Communication,  Navigation,  And  Penetration  Aids _ 


2A313A  Tactical  Aircraft  Maintenance  Helper,  F-15  _ 


2A313B  Tactical  Aircraft  Maintenance  Helper,  F-16/F-1 17  _ _ 


2A313C  jTactical  Aircraft  Maintenance  Helper,  F/EF-111  _ _ 


2A313D  iTactical  Aircraft  Maintenance  Helper,  F-4  _ _ 


2A313E  Tactical  Aircraft  Maintenance  Helper,  A-10  _ _ 


2A313F  Tactical  Aircraft  Maintenance  Helper,  T-1/T-38 _ _ 


2A313G  Tactical  Aircraft  Maintenance  Helper,  T-37/OA-37 _ 


2A313H  Tactical  Aircraft  Maintenance  Helper,  U-2  _ _ 


2A313Z  .  Tactical  Aircraft  Maintenance  Helper,  All  Other  _ _ 


2A331A  F-15/F-111  Avionic  Systems  Apprentice,  Attack  Control _ _ 


2A331B  F-15/F-111  Avionic  Systems  Apprentice,  Instrument  And  Flight  Control _ 


2A331C  IF-15/F-III  Avionic  Systems  Apprentice.  Communication,  Navigation,  And  Penetration  Aids 


2A332A  F-16  Avionic  Systems  Apprentice,  Attack  Control _ _ 


2A332B  F-16  Avionic  Systems  Apprentice,  Instrument  And  Flight  Control _ _ 


2A332C  I  [F-16  Avionic  Systems  Apprentice,  Communication,  Navigation,  And  Penetration  Aids _ 


2A333A  Tactical  Aircraft  Maintenance  Apprentice,  F-15 _ 


2A333B  Tactical  Aircraft  Maintenance  Apprentice,  F-16/F-117 _ _ 


2A333C  Tactical  Aircraft  Maintenance  Apprentice,  F/EF-1 1 1 _ _ 


2A333D  Tactical  Aircraft  Maintenance  Apprentice,  F-4  _ 


2A333E  Tactical  Aircraft  Maintenance  Apprentice,  A-10 _ _ 


2A333F  Tactical  Aircraft  Maintenance  Apprentice,  T-1/T-38 _ _ 


2A333G  Tactical  Aircraft  Maintenance  Apprentice,  T-37/OA-37 _ _ 


2A333H  Tactical  Aircraft  Maintenance  Apprentice,  U-2  _ 


2A333Z  Tactical  Aircraft  Maintenance  Apprentice,  All  Other  _ _ 


2A351A  F-1 5/F-1 1 1  Avionic  Systems  Journeyman,  Attack  Control  _ 


2A351B  |F-1  5/F-1 1 1  Avionic  Systems  Journeyman,  instrument  And  Flight  Control _ 


2A351C  |F-15/F-111  Avionic  Systems  Journeyman,  Communication,  Navigation,  And  Penetration  Aids 


2A352A  F-1 6  Avionic  Systems  Journeyman,  Attack  Control  ____________ 


2A352B  F-1 6  Avionic  Systems  Journeyman,  Instrument  And  Flight  Control _ 


2A352C  |F-16  Avionic  Systems  Journeyman,  Communication,  Navigation,  And  Penetration  Aids _ 


2A353A  Tactical  Aircraft  Maintenance  Journeyman,  F-1 5 _ _ 


Tactical  Aircraft  Maintenance  Journeyman,  F-16/F-117 


Tactical  Aircraft  Maintenance  Journeyman,  General  (except  F-15/F-16) 


2A371  I  1F-15/F-111  Avionic  Systems  Craftsman _ _ 


2A372  F-1 6  Avionic  Systems  Craftsman  _ _ 


2A373A  Tactical  Aircraft  Maintenance  Craftsman,  F-1 5  _ 


2A373B  I  ITactical  Aircraft  Maintenance  Craftsman,  F-1 6/F-1 17 
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2A373J 

■ 

Tactical  Aircraft  Maintenance  Craftsman,  General  (except  F-15/F-16) 

600 

2A390 

Tactical  Aircraft  Superintendent 

600 

2A411 

Aircraft  Guidance  And  Control  Systems  Helper 

950 

2A412 

Aircraft  Communication  And  Navigation  Systems  Helper 

950 

2A413 

Aircraft  Command  Control  Communications  and  Navigation  Systems  Helper 

950 

2A431 

Aircraft  Guidance  And  Control  Systems  Apprentice 

102 

2A432 

Aircraft  Communication  And  Navigation  Systems  Apprentice 

102 

2A433 

Aircraft  Command  Control  Communications  and  Navigation  Systems  Apprentice 

102 

2A451 

Aircraft  Guidance  And  Control  Systems  Journeyman 

102 

2A452 

Aircraft  Communication  And  Navigation  Systems  Journeyman 

102 

2A453 

Aircraft  Command  Control  Communications  and  Navigation  Systems  Journeyman 

102 

2A471 

Aircraft  Guidance  And  Control  Systems  Craftsman 

102 

2A472 

Aircraft  Communication  And  Nayigation  Systems  Craftsman 

102 

2A473 

Aircraft  Command  Control  Communications  and  Navigation  Systems  Craftsman 

102 

2A490 

Aircraft  Avionics  Superintendent  i  ^ 

102 

2A511A 

Aerosoace  Maintenance  Helper,  C-9/C-20/C-21/C-22/C-141/T-39/T-43 

950 

2A511B 

Aerospace  Maintenance  Helper,  C-12/C-26/C-27/C-130 

950 

2A511C 

Aerospace  Maintenance  Helper,  C-5 

950 

2A511D 

Aerospace  Maintenance  Helper,  C-17 

950 

2A511E 

Aerospace  Maintenance  Helper,  B-1/B-2 

950 

2A511F 

Aerospace  Maintenance  Helper,  B-52 

950 

2A511G 

Aerospace  Maintenance  Helper,  C-18/C-135/E-3/VC-25A/C-137  ^  ^ 

950 

2A511H 

Aerospace  Maintenance  Helper,  KC-10/E-4 

950 

2A512A 

Helicopter  Maintenance  Helper,  MH-53 

950 

2A512B 

Helicopter  Maintenance  Helper,  H-60 

950 

2A512C 

Helicopter  Maintenance  Helper,  H-1 

950 

2A513A 

Bomber  Avionics  Systems  Helper,  Offensive  Avionic  Systems,  CITS,  OBTS,  and  Doppler  Radar  Systems 

950 

2A513B 

Bomber  Avionics  Svstems  Helper,  Instrument  And  Flight  Control  Computer 

950 

2A513C 

Bomber  Avionics  Svstems  Helper,  Communication,  Navigation,  And  Defensive  Avionic  Systems 

950 

2A531A 

Aerospace  Maintenance  Apprentice,  C-9/C-20/C-21/C-22/C-141/T-39/T143 

600 

2A531B 

— 

Aerospace  Maintenance  Apprentice,  C-12/C-26/C-27/C-130  . 

600 

2A531C 

Aerospace  Maintenance  Apprentice,  C-5 

600 

2A531D 

Aerospace  Maintenance  Apprentice,  C-17  . 

■BGttSHI 

2A531E 

Aerospace  Maintenance  Apprentice,  B-1/B-2 

HOBi 

2A531F 

Aerospace  Maintenance  Apprentice,  B-52 

600 

2A531G 

Aerospace  Maintenance  Apprentice,  C-18/C-135/E-3/VC-25/VC-137 

600 

2A531H 

Aerospace  Maintenance  Apprentice,  KC-10/E-4 

600 

2A532A 

Helicopter  Maintenance  Apprentice,  MH-53 

600 

2A532B 

Helicopter  Maintenance  Apprentice,  H-60 

600 

2A532C 

Helicopter  Maintenance  Apprentice,  H-1 

600 

2A533A 

Bomber  Avionics  Svstems  Apprentice,  Offensive  Avionic  Systems,  CiTS,  OBTS,  and  Doppler  Radar  Systems 

198 

2A533B 

_ 

Bomber  Avionics  Svstems  Apprentice,  Instrument  And  Flight  Control  Computer 

198 

2A533C 

Bomber  Avionics  Svstems  Apprentice,  Communication,  Navigation,  And  Defensive  Avionic  Systems 

198 

2A551J 

Aerospace  Maintenance  Journeyman,  C-5/C-9/C-12/C-17/C-20/C-21/C-22/2  C-6/C-27/C-130/C-141/I-39/I-43 

600 

2A551K 

Aerospace  Maintenance  Journeyman,  B-1/B-2/B-52 

600 

2A551L 

Aerospace  Maintenance  Journeyman,  All  C-135/C-18/E-3/E-4/KC-10/ VC-25/VC-137 

600 

2A552 

Helicopter  Maintenance  Journeyman 

600 

2A553A 

Bomber  Avionics  Svstems  Journeyman,  Offensive  Avionic  Systems,  CITS,  OBTS,  and  Doppler  Radar  Systems 

198 

2A553B 

Bomber  Avionics  Svstems  Journeyman,  Instrument  And  Flight  Control  Computer 

198 

2A553C 

Bomber  Avionics  Svstems  Journeyman,  Communication,  Navigation,  And  Defensive  Avionic  Systems 

198 

2A571 

Aerospace  Maintenance  Craftsman 

600 

2A572 

Helicopter  Maintenance  Craftsman 

600 

2A573A 

Bomber  Avionics  Svstems  Craftsman,  Offensive  Avionic  Systems,  CITS,  OBTS,  and  Doppler  Radar  Systems 

198 

2A573B 

Bomber  Avionics  Svstems  Craftsman,  Instrument  And  Flight  Control  Computer 

198 

2A573C 

Bomber  Avionics  Svstems  Craftsman,  Communication,  Navigation,  And  Defensive  Avionic  Systems 

198 

2A590 

Aerospace  Maintenance  Superintendent 

600 

2A600 

Svstems  Manager 

2A611B 

Aerospace  Propulsion  Helper,  Turboprop  And  Turboshaft  Propulsion 

2A611C 

Aerospace  Propulsion  Helper,  T33  Jet  Engines 

950 

2A611D 

Aerospace  Propulsion  Helper,  FIDO  Jet  Engines 

950 

2A611E 

Aerospace  Propulsion  Helper,  F1 10  Jet  Engines 

2A612 

Aerospace  Ground  Equipment  (AGE)  Helper 

950 

Footnotes  are  defined  in  the  introductory  material. 
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2A613 

Aircrew  Egress  Systems  Helper 

950 

2A614 

Aircraft  Fuel  Systems  Helper 

950 

2A615 

Aircraft  Hydraulic  Systems  Helper 

950 

2A616 

Aircraft  Electrical  And  Environmental  Systems  Helper 

950 

2A631B 

Aerospace  Propulsion  Apprentice,  Turboprop  And  Turboshaft  Propulsion 

601 

2A631C 

Aerospace  Propulsion  Apprentice,  TF33  Jet  Engines 

601 

2A631D 

Aerospace  Propulsion  Apprentice,  F100  Jet  Engines 

601 

2A631E 

Aerospace  Propulsion  Apprentice,  F1 10  Jet  Engines 

601 

2A632 

Aerospace  Ground  Equipment  (AGE)  Apprentice 

602 

2A633 

Aircrew  Egress  Systems  Apprentice 

602 

2A634 

Aircraft  Fuel  Systems  Apprentice 

602 

2A635 

Aircraft  Hydraulic  Systems  Apprentice 

602 

2A636 

Aircraft  Electrical  And  Environmental  Systems  Apprentice 

602 

2A651A 

Aerospace  Propulsion  Journeyman,  Jet  Engines 

601 

2A651B 

Aerospace  Propulsion  Journeyman,  Turboprop  And  Turboshaft  Propulsion 

601 

2A652 

Aerospace  Ground  Equipment  (AGE)  Journeyman 

602 

2A653 

Aircrew  Egress  Systems  Journeyman 

602 

2A654 

Aircraft  Fuel  Systems  Journeyman 

602 

2A655 

Aircraft  Hydraulic  Systems  Journeyman 

602 

2A656 

Aircraft  Electrical  And  Environmental  Systems  Journeyman 

602 

2A671A 

Aerospace  Propulsion  Craftsman,  Jet  Engines 

601 

2A671B 

Aerospace  Propulsion  Craftsman,  Turboprop  And  Turboshaft  Propulsion 

601 

2A672 

Aerospace  Ground  Equipment  (AGE)  Craftsman 

602 

2A673 

Aircrew  Egress  Systems  Craftsman 

602 

2A674 

Aircraft  Fuel  Systems  Craftsman 

602 

2A675 

Aircraft  Hydraulic  Systems  Craftsman 

602 

2A676 

Aircraft  Electrical  And  Environmental  Systems  Craftsman 

602 

2A690 

Aircraft  Systems  Superintendent 

602 

2A691 

Aerospace  Propulsion  Superintendent 

601 

2A692 

Aerospace  Ground  Equipment  (AGE)  Superintendent 

602 

2A711 

Aircraft  Metals  Technology  Helper 

950 

2A712 

Nondestructive  Inspection  Helper 

950 

2A713 

Aircraft  Structural  Maintenance  Helper 

950 

2A714 

Survival  Equipment  Helper 

950 

2A731 

Aircraft  Metals  Technology  Apprentice 

700 

2A732 

Nondestructive  Inspection  Apprentice 

760 

2A733 

Aircraft  Structural  Maintenance  Apprentice 

603 

2A734 

Survival  Equipment  Apprentice 

760 

2A751 

Aircraft  Metals  Technology  Journeyman 

700 

2A752 

Nondestructive  Inspection  Journeyman 

760 

2A753 

Aircraft  Structural  Maintenance  Journeyman 

603 

2A754 

Survival  Equipment  Journeyman 

760 

2A771 

Aircraft  Metals  Technology  Craftsman 

700 

2A772 

Nondestructive  Inspection  Craftsman 

760 

2A773 

Aircraft  Structural  Maintenance  Craftsman 

603 

2A774 

Survival  Equipment  Craftsman 

760 

2A790 

Aircraft  Fabrication  Superintendent 

700 

2E000 

Communications-electronics  Systems  Manager 

101 

2E011 

Ground  Radar  Systems  Helper  ^ 

950 

2E031 

Ground  Radar  Systems  Apprentice 

103 

2E051 

Ground  Radar  Systems  Journeyman 

103 

2E071 

Ground  Radar  Systems  Craftsman 

103 

2E091 

Ground  Radar  Superintendent 

104 

2E111 

Satellite  And  Wideband  Communications  Equipment  Helper 

950 

2E112 

Meteorological  And  Navigation  Systems  Helper 

950 

2E113 

Ground  Radio  Communications  Helper 

950 

2E114 

Television  And  Intrusion  Detection  Systems  Helper 

950 

2E131 

Satellite  And  Wideband  Communications  Equipment  Apprentice 

101 

2E132 

Meteorological  And  Navigation  Systems  Apprentice 

102 

2E133 

Ground  Radio  Communications  Apprentice 

101 

2E134 

Television  And  Intrusion  Detection  Systems  Apprentice 

191 

2E151 

Satellite  And  Wideband  Communications  Equipment  Journeyman 

101 

*  Footnotes  are  defined  in  the  introductory  materiai. 
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52  I  I  Meteorological  And  Navigation  Systems  Journeyman _ ________ 


53  Ground  Radio  Communications  Journeyman  _ _ _ 


2E1 54  I  iTeievision  And  Intrusion  Detection  Systems  Journeyman _ 


25171  ISateliite  And  Wideband  Communications  Equipment  Craftsman  _ _ 


2E172  I  Meteorological  And  Navigation  Systems  Craftsman  _ _ 


2E173  [Ground  Radio  Communications  Craftsman  _ _ _ 


25174  Television  And  Intrusion  Detection  Systems  Craftsman _ _ _ 


2E190  [Communications  Systems  Superintendent _ 


2E211  Electronic  Computer  and  Switching  Systems  Heiper _ 

2E21 1 A  Eiectronics  Computer  and  Switching  Systems  Helper,  AN/TYQ-32(V)2  and  AN/FYQ-93 _ 


2E21 1 B  I  Electronic  Computer  and  Switching  Systems  Helper,  Airborne  Computer  Maintenance _ 


2E21 1 C  [Electronic  Computer  and  Switching  Systems  Helper,  Strategic  Communications  Systems 


2E231  Electronic  Computer  and  Switching  Systems  Apprentice _ _ 

2E231A  Electronic  Computer  and  Switching  Systems  Apprentice,  AN/TYO-32  (V)2  and  AN/FYQ-93 


2E231B  Electronic  Computer  and  Switching  Systems  Apprentice,  Airborne  Computer  Maintenance 

2E231C  Electronic  Computer  and  S\witching  Systems  Apprentice,  Strategic  Communications  Systems 


2E251  Electronic  Computer  And  Switching  Systems  Journeyman _ 

2E251A  Electronic  Computer  and  Switching  Systems  Journeyman,  AN/TYQ-32(V2)  and  AN/FYQ-93 

2E251 B  Electronic  Computer  and  Switching  Systems  Journeyman,  Airborne  Computer  Maintenance 

2E251C  Electronic  Computer  and  Switching  Systems  Journeyman,  Strategic  Communications  Systems 


Electronic  Computer  And  Switching  Systems  Craftsman _ ________ 


Electronic  Computer  And  Switching  Systems  Superintendent  _ _ 


Secure  Communications  Systems  Helper  _ _ 


Secure  Communications  Systems  Apprentice  _ 


Secure  Communications  Systems  Journeyman  _ 


Secure  Communications  Systems  Craftsman  _ _ 


Secure  Communications  Systems  Superintendent _ _____ 


Space  Systems  Helper _ _ _ _ 


Space  Systems  Apprentice  .  . 


Space  Systems  Journeyman  _ _ _ 


Space  Systems  Craftsman  _ _ 


Space  Systems  Superintendent _ _ _ 


Imagery  Systems  Maintenance  Helper _ _______________ 


Imagery  Systems  Maintenance  Apprentice _ _ 


Imagery  Systems  Maintenance  Journeymna _ _ _ _ _ 


Imagery  Systems  Maintenance  Craftsman  _ 


Telephone  and  Distributed  Communications  System  Manager _ 


Communications  Antenna  Systems  Helper  _ 


Communications  Cable  Systems  Helper  _ _ 


Telephone  Systems  Helper _ _ _ 


Communications  Antenna  Systems  Apprentice  _ _ 


Communications  Cable  Systems  Apprentice  _ 


Telephone  Systems  Apprentice _ _ _ _ 


Communications  Antenna  Systems  Journeyman _ _ 


Communications  Cable  Systems  Journeyman  _ _ 


Telephone  Systems  Journeyman _ _______ 


Communications  Antenna  Systems  Craftsman  _ _ 


Communications  Cable  Systems  Craftsman _ 


Telephone  Systems  Craftsman  _ _ 


Telephone  and  Distributed  Communications  Systems  Superintendent _ 


Instrumentation  And  Telemetry  Systems  Manager  _ 


Instrumentation  And  Telemetry  Systems  Helper  _ 


Instrumentation  And  Telemetry  Systems  Apprentice  _ 


Instrumentation  And  Telemetry  Systems  Journeyman  _ 


Instrumentation  And  Telemetry  Systems  Craftsman  _ 


Instrumentation  And  Telemetry  Systems  Superintendent  _ _ 


Fuels  Manager  _ _ __________ 


Fuels  Helper  _ _ 


Fuels  Apprentice  _ _ 


Fuels  Journeyman _ _ 


Fuels  Craftsman  _ _ 


Fuels  Superintendent 


DOD  OCC 


102 


101 


191 


101 


102 


101 


191 


101 


950 


950 


950 


950 


150 


150 


150 


150 


150 


150 


150 


150 


150 


150 


950 


160 


160 


160 


160 


950 


104 


104 


104 


104 


950 


198 


198 


198 


621 


950 


950 


950 


'  Footnotes  are  defined  in  the  introductory  materiai. 
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2G000 

Logistics  Plans  Manager 

551 

2G011 

Logistics  Plans  Helper 

950 

2G031 

Logistics  Plans  Apprentice 

551 

2G051 

Logistics  Plans  Journeyman 

551 

2G071 

Logistics  Plans  Craftsman 

551 

2G091 

Logistics  Plans  Superintendent 

551 

2M000 

Missile  And  Space  Systems  Maintenance  Manager 

121 

2M011 

Missile  And  Space  Systems  Electronic  Maintenance  Helper 

950 

2M011A 

Missile  And  Space  Systems  Electronic  Maintenance  Helper,  ICBM 

950 

2M011B 

Missile  And  Space  Systems  Electronic  Maintenance  Helper,  ALCM 

950 

2M012 

Missile  And  Space  Systems  Maintenance  Helper 

950 

2M012A 

Missile  And  Space  Systems  Maintenance  Helper,  ICBM 

950 

2M013 

Missile  And  Space  Facilities  Helper 

950 

2M013A 

Missile  And  Space  Facilities  Helper,  ICBM 

950 

2M031 

Missile  And  Space  Systems  Electronic  Maintenance  Apprentice 

121 

2M031A 

Missile  And  Space  Systems  Electronic  Maintenance  Apprentice,  ICBM 

121 

2M031B 

Missile  And  Space  Systems  Electronic  Maintenance  Apprentice,  ALCM 

2M032 

Missile  And  Space  Systems  Maintenance  Apprentice 

2M032A 

Missile  And  Space  Systems  Maintenance  Apprentice,  ICBM 

632 

2M033 

Missile  And  Space  Facilities  Apprentice 

633 

2M033A 

Missile  And  Space  Facilities  Apprentice,  ICBM 

633 

2M051 

Missile  And  Space  Systems  Electronic  Maintenance  Journeyman 

121 

2M052 

Missile  And  Space  Systems  Maintenance  Journeyman 

632 

2M053 

Missile  And  Space  Facilities  Journeyman 

633 

2M071 

Missile  And  Space  Systems  Electronic  Maintenance  Craftsman 

121 

2M072 

Missile  And  Space  Systems  Maintenance  Craftsman 

632 

2M073 

Missile  And  Space  Facilities  Craftsman 

633 

2M090 

Missile  And  Space  Systems  Maintenance  Superintendent 

121 

2P000 

Precision  Measurement  Equipment  Laboratory  Manager 

198 

2P011 

Precision  Measurement  Equipment  Laboratory  Helper 

950 

2P031 

Precision  Measurement  Equipment  Laboratory  Apprentice 

198 

2P051 

Precision  Measurement  Equipment  Laboratory  Journeyman 

198 

2P071 

Precision  Measurement  Equipment  Laboratory  Craftsman 

198 

2P091 

Precision  Measurement  Equipment  Laboratory  Superintendent 

198 

2R000 

Maintenance  Data  Systems  Analysis  Manager 

558 

2R011 

Maintenance  Data  Systems  Analysis  Helper 

950 

2R031 

Maintenance  Data  Systems  Analysis  Apprentice 

558 

2R051 

Maintenance  Data  Systems  Analysis  Journeyman 

558 

2R071 

Maintenance  Data  Systems  Analysis  Craftsman 

558 

2R091 

Maintenance  Data  Systems  A.nalysis  Superintendent 

558 

2R100 

Maintenance  Scheduling  Manager 

558 

2R111 

Maintenance  Scheduling  Helper 

950 

2R131 

Maintenance  Scheduling  Apprentice 

558 

2R151 

Maintenance  Scheduling  Journeyman 

558 

2R171 

Maintenance  Scheduling  Craftsman 

558 

2R191 

Maintenance  Scheduling  Superintendent 

558 

2S000 

Supply  Manager 

551 

2S011 

Supply  Management  Helper 

950 

2S012 

Supply  Systems  Analysis  Helper 

2S031 

Supply  Management  Apprentice 

2S032 

Supply  Systems  Analysis  Apprentice 

551 

2S051 

Supply  Management  Journeyman 

551 

2S052 

Supply  Systems  Analysis  Journeyman 

551 

2S071 

Supply  Management  Craftsman 

551 

2S072 

Supply  Systems  Analysis  Craftsman 

551 

2S090 

Supply  Management  Superintendent 

551 

2T000 

Traffic  Manager 

553 

2T011 

Traffic  Management  Helper 

950 

2T031 

Traffic  Management  Apprentice 

553 

2T051 

Traffic  Management  Journeyman 

553 

2T071 

Traffic  Management  Craftsman 

553 

2T091 

Traffic  Management  Superintendent 

553 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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2T100  iVehIcle  Operations  Manager _ _ 


2T111  Vehicle  Operations  Helper _ _ 


2T131  jVehlcle  Operations  Apprentice _ 


2T151  iVehicle  Operations  Journeyman _ _ 


2T171  IVehicle  Operations  Craftsman  _ _ 


2T191  IVehicle  Operations  Superintendent _ _ 


2T200  Air  Transportation  Manager  _ _ 


2T211  [Air  Transportation  Helper _ 


2T231  Air  Transportation  Apprentice _ 


2T251  Air  Transportation  Journeyman _ _ 


2T271  Air  Transportation  Craftsman _ _ 


2T291  |Air  Transportation  Superintendent  _ 


2T300  Vehicle  Maintenance  Manager _ 


2T311  I  jSpecial  Purpose  Vehicle  And  Equipment  Maintenance  Helper _ 


2T312A  I  [special  Vehicle  Maintenance  Helper,  Fire  Trucks _ _ 


2T312B  [Special  Vehicle  Maintenance  Helper,  Refueling  Vehicles _ 


Vehicle  Maintenance  Control  And  Analysis  Helper _ 

Special  Purpose  Vehicle  And  Equipment  Maintenance  Apprentice 


2T332A  !  [Special  Vehicle  Maintenance  Apprentice,  Fire  Trucks _ 


2T332B  [Special  Vehicle  Maintenance  Apprentice,  Refueling  Vehicles 


Vehicle  Maintenance  Control  And  Analysis  Apprentice 


Special  Purpose  Vehicle  And  Equipment  Maintenance  Journeyman 


2T352A  I  jSpecial  Vehicle  Maintenance  Journeyman,  Fire  Trucks _ 


2T352B  [special  Vehicle  Maintenance  Journeyman,  Refueling  Vehicles 


2T353  I  [Vehicle  Maintenance  Control  And  Analysis  Journeyman _ 


2T370  (Special  Purpose  Vehicle  And  Equipment  Maintenance  Craftsman 


2T373  [Vehicle  Maintenance  Control  And  Analysis  Craftsman _ 


2T390  Vehicle  Maintenance  Superintendent _ 


2T411  [General  Purpose  Vehicle  Mechanic  Helper _ _ 


2T412  [Vehicle  Body  Maintenance  Helper _ _ 


2T431  [  [General  Purpose  Vehicle  Mechanic  Apprentice _ _ 


2T432  I  Vehicle  Body  Maintenance  Apprentice _ _ 


Generai  Purpose  Vehicie  Mechanic  Journeyman _ _ 


2T452  I  [Vehicle  Body  Maintenance  Journeyman  _ 


2T470  [Generai  Purpose  Vehicie  And  Body  Maintenance  Craftsman 


2W000  Munitions  Maintenance  Manager 


2W011  [Munitions  Systems  Helper _ 


2W031  Munitions  Systems  Apprentice _ __ 


2W051  Munitions  Systems  Journeyman _ _ 


2W071  Munitions  Systems  Craftsman _ _ 


2W091  [Munitions  Systems  Superintendent _ _ 


2W100  [Aircraft  Armament  Manager _ _ 


2W111C  [Aircraft  Armament  Systems  Helper,  A10 _ _ 


2W111D  [Aircraft  Armament  Systems  Helper,  F’4 _ _ 


2W111E  1  [Aircraft  Armament  Systems  Helper,  F-15  _ 


2W1 1 1 F  Aircraft  Armament  Systems  Helper,  F-16 _ 


2W111H  1  [Aircraft  Armament  Systems  Helper,  F-1 1 1 _ _ 


2W111K  [Aircraft  Armament  Systems  Helper,  B-52 _ 


2W111L  [Aircraft  Armament  Systems  Helper,  B-1 _ _ 


2W111Z  [Aircraft  Armament  Systems  Helper,  All  Other _ 


2W131C  [Aircraft  Armament  Systems  Apprentice,  A10 _ 


2W131D  [Aircraft  Armament  Systems  Apprentice,  F-4 _ 


2W131E  [Aircraft  Armament  Systems  Apprentice,  F-15 _ 


2W131F  [Aircraft  Armament  Systems  Apprentice,  F-IS _ 


2W131H  I  [Aircraft  Armament  Systems  Apprentice,  F-1 1 1 _ 


2W131K  [Aircraft  Armament  Systems  Apprentice,  B-52 _ 


2W131L  [Aircraft  Armament  Systems  Apprentice,  B-1 _ 


2W131Z  1  [Aircraft  Armament  Systems  Apprentice,  All  Other _ 


2W151  [Aircraft  Armament  Systems  Journeyman _ _ 


2W171  [Aircraft  Armament  Systems  Craftsman  _ 


2W191  [Aircraft  Armament  Systems  Superintendent _ _ 


2W200  [  [Nuclear  Weapons  Manager 


DOPGCC 


811 


950 


811 


811 


811 


811 


553 


950 


553 


553 


553 


553 


704 


950 


950 


950 


950 


612 


610 


610 


558 


612 


610 


610 


558 


610 


558 


704 


950 


950 


610 


Footnotes  are  defined  in  the  introductory  material. 
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2W211 

Nuclear  Weapons  Helper 

950 

2W231 

Nuclear  Weapons  Apprentice 

140 

2W251 

Nuclear  Weapons  Journeyman 

140 

2W271 

Nuclear  Weapons  Craftsman 

140 

2W291 

Nuclear  Weapons  Superintendent 

140 

3A000 

Information  Management  Manager 

510 

3A011 

information  Management  Helper 

950 

3A031 

Information  Management  Apprentice 

510 

3A051 

Information  Management  Journeyman 

510 

3A071 

Information  Management  Craftsman 

3A091 

Information  Management  Superintendent 

510 

3C000 

Communications  -  Computer  Systems  Manager 

532 

3C011 

Communications  -  Computer  Systems  Operations  Helper 

950 

3C012 

Communications  -  Computer  Systems  Programming  Helper 

950 

3C031 

Communications  -  Computer  Systems  Operations  Apprentice 

531 

3C032 

Communications  -  Computer  Systems  Programming  Apprentice 

532 

3C051 

Communications  -  Computer  Systems  Operations  Journeyman 

531 

3C052 

Communications  -  Computer  Systems  Programming  Journeyman 

532 

3C071 

Communications  -  Computer  Systems  Operations  Craftsman 

531 

3C072 

Communications  -  Computer  Systems  Programming  Craftsman 

532 

3C090 

Communications  -  Computer  Systems  Superintendent 

532 

3C111 

Radio  Communications  Systems  Helper 

950 

3C112 

Electromagnetic  Spectrum  Management  Helper 

950 

3C131 

Radio  Communications  Systems  Apprentice 

201 

3C132 

Electromagnetic  Spectrum  Management  Apprentice 

201 

3C151 

Radio  Communications  Systems  Journeyman 

201 

3C171 

Radio  Communications  Systems  Craftsman 

201 

3C172 

Electromagnetic  Spectrum  Management  Craftsman 

201 

3C191 

Radio  Communications  Systems  Superintendent 

201 

3C192 

Electromagnetic  Spectrum  Management  Superintendent 

201 

3C211 

Communications  -  Computer  Systems  Control  Helper 

950 

3C231 

Communications  -  Computer  Systems  Control  Apprentice 

201 

3C251 

Communications  -  Computer  Systems  Control  Journeyman 

201 

3C271 

Communications  -  Computer  Systems  Control  Craftsman 

201 

3C291 

Communications  -  Computer  Systems  Control  Superintendent 

201 

3C311 

Communications  -  Computer  Systems  Planning  And  Implementation  Helper 

950 

3C331 

Communications  -  Computer  Systems  Planning  And  Implementation  Apprentice 

558 

3C351 

Communications  -  Computer  Systems  Planning  And  Implementation  Journeyman 

558 

3C371 

Communications  -  Computer  Systems  Planning  And  Implementation  Craftsman 

558 

3C391 

Communications  -  Computer  Systems  Planning  And  Implementation  Superintendent 

558 

3E000 

Civil  Engineering  Manager 

710 

3E011 

Electrical  Systems  Helepr 

950 

3E012 

Electrical  Power  Production  Helper 

950 

3E031 

Electrical  Systems  Apprentice 

721 

3E032 

Electrical  Power  Production  Apprentice 

662 

3E051 

Electrical  Systems  Journeyman 

721 

3E052 

Electrical  Power  Production  Journeyman 

662 

3E071 

Electrical  Systems  Craftsman 

721 

3E072 

Electrical  Power  Production  Craftsman 

662 

3E090 

Electrical  Superintendent 

721 

3E111 

Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Helper 

950 

3E131 

Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Apprentice 

720 

3E151 

Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Journeyman 

720 

3E171 

Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Craftsman 

720 

3E191 

Heating,  Ventilation,  Air  Conditioning,  And  Refrigeration  Superintendent 

720 

3E211 

Pavements  And  Construction  Equipment  Helper 

950 

ewbOMHI 

■I 

Pavements  And  Construction  Equipment  Apprentice 

IIIIIIIIIIQQg^^ 

■I 

Pavements  And  Construction  Equipment  Journeyman 

|[||R[Q||||[| 

3E271 

Pavements  And  Construction  Equipment  Craftsman 

710 

3E291 

Pavements  And  Construction  Equipment  Superintendent 

710 

3E311 

Structural  Helper 

950 

3E331 

Structural  Apprentice 

710 

’  Footnotes  are  defined  in  the  introductory  material. 
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3E991 


3H000 


3H011 


3H031 


3H051 


3H071 


3H091 


3M000 


3M011 


3171031 


3IVI051 


3M071 


3M091 


3N000 


3N01 1 


3N012 


3N031 


3N032 


3N051 


3N052 


Structural  Journeyman  _ 


Structural  Craftsman 


Structural  Superintendent 


Utilities  Systems  Helper  _ 


Liquid  Fuel  Systems  Maintenance  Helper _ 


Environmental  Helper 


Utilities  Systems  Apprentice  _ 


Liquid  Fuel  Systems  Maintenance  Apprentice 


Environmental  Apprentice 


Utilities  Systems  Journeyman  _ 


Liquid  Fuel  Systems  Maintenance  Journeyman 


Environmental  Journeyman 


Utilities  Systems  Craftsman 


Liquid  Fuel  Systems  Maintenance  Craftsman 


Environmental  Craftsman 


Utilities  Systems  Superintendent _ 


Engineering  Helper  _ 


Engineering  Apprentice 


Engineering  Journeyman _ _ 


Engineering  Craftsman  _ 


Engineering  Superintendent  _ 


Operations  Helper  _ _ 


Operations  Journeyman 


Operations  Craftsman  _ 


Operations  Superintendent 


Fire  Protection  Manager 


Fire  Protection  Helper 


Fire  Protection  Apprentice 


Fire  Protection  Journeyman 


Fire  Protection  Craftsman 


Fire  Protection  Superintendent  _ 


Explosive  Ordnance  Disposal  Manager _ _ 


Explosive  Ordnance  Disposal  Helper  _ 


Explosive  Ordnance  Disposal  Apprentice _ 


Explosive  Ordnance  Disposal  Journeyman _ 


Explosive  Ordnance  Disposal  Craftsman _ 


Explosive  Ordnance  Disposal  Superintendent 


Readiness  Manager  _ 


Readiness  Helper  _ 


Readiness  Apprentice 


Readiness  Journeyman 


Readiness  Craftsman 


Readiness  Superintendent 


Historian  Manager  _ 


Historian  Helper 


Historian  Apprentice 


Historian  Journeyman 


Historian  Craftsman 


Historian  Superintendent  _ 


Services  Manager  _ 


Services  Helper  _ 


Services  Apprentice  _ 


Services  Journeyman 


Services  Craftsman 


Services  Superintendent  _ 


Public  Affairs  Manager  _ 


Public  Affairs  Helper 


Radio  And  Television  Broadcasting  Helper 


Public  Affairs  Apprentice 


Radio  And  Television  Broadcasting  Apprentice 


Public  Affairs  Journeyman 


Radio  And  Television  Broadcasting  Journeyman 


DOD  OCC 


710 


710 


710 


950 


950 


950 


720 


720 


720 


720 


720 


720 


720 


720 


720 


’  Footnotes  are  defined  in  the  introductory  materiai. 
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3N071 

Public  Affairs  Craftsman 

570 

3N072 

Radio  And  Television  Broadcasting  Craftsman 

400 

3N090 

Public  Affairs  Superintendent 

570 

3N100 

Band  Manager 

450 

3N111A 

Regional  Band  Helper,  Clarinet 

3N111B 

Regional  Band  Helper,  Saxophone 

950 

3N111C 

Regional  Band  Helper,  Bassoon 

950 

3N111D 

Regional  Band  Helper,  Oboe 

950 

3N111E 

Regional  Band  Helper,  Flute  or  Piccolo 

3N111F 

Regional  Band  Helper,  French  Horn 

950 

3N111G 

Regional  Band  Helper,  Cornet  or  Trumpet 

950 

3N111H 

Regional  Band  Helper,  Baritone  or  Euphonium 

950 

3N111J 

Regional  Band  Helper,  Trombone 

3N111K 

Regional  Band  Helper,  Tuba 

950 

3N111L 

Regional  Band  Helper,  Percussion 

950 

3N111M 

Regional  Band  Helper,  Piano 

950 

3N111N 

Regional  Band  Helper,  Guitar 

mnpnj 

3N111P 

Regional  Band  Helper,  Music  Arranger 

3N111R 

Regional  Band  Helper,  Vocalist 

950 

3N111S 

Regional  Band  Helper,  Electric  Bass/string  Bass 

950 

3N111T 

Regional  Band  Helper,  Military  Band  Support  (USAF  Band  or  The  USAF  Band  Of  The  Rockies) 

950 

3N111V 

Regional  Band  Helper,  Audio  and  Lighting  Engineer 

950 

3N111Z 

Regional  Band  Helper,  Instrumentalist,  General  (Air  National  Guard  Bands) 

950 

3N131A 

Regional  Band  Apprentice,  Clarinet 

450 

3N131B 

Regional  Band  Apprentice,  Saxophone 

450 

3N131C 

Regional  Band  Apprentice,  Bassoon 

450 

3N131D 

Regional  Band  Apprentice,  Oboe 

450 

3N131E 

Regional  Band  Apprentice,  Flute  Or  Piccolo 

450 

3N131F 

Regional  Band,  French  Horn 

450 

3N131G 

Regional  Band  Apprentice,  Cornet  Or  Trumpet 

450 

3N131H 

Regional  Band  Apprentice,  Baritone  Or  Euphonium 

450 

3N131J 

Regional  Band  Apprentice,  Trombone 

450 

3N131K 

Regional  Band  Apprentice,  Tuba 

450 

3N131L 

Regional  Band  Apprentice,  Percussion 

450 

3N131M 

Regional  Band  Apprentice,  Piano 

450 

3N131N 

Regional  Band  Apprentice,  Guitar 

450 

3N131P 

Regional  Band  Apprentice,  Music  Arranger 

450 

3N131R 

Regional  Band  Apprentice,  Vocalist 

450 

3N131S 

Regional  Band  Apprentice,  Electric  Bass/string  Bass 

450 

3N131T 

Regional  Band  Apprentice,  Military  Band  Support  (USAF  Band  Or  The  USAF  Band  Of  The  Rockies) 

450 

3N131V 

Regional  Band  Apprentice,  Audio  And  Lighting  Engineer 

450 

3N131Z 

Regional  Band  Apprentice,  Instrumentalist,  General  (Air  National  Guard  Bands) 

450 

3N151A 

Regional  Band  Journeyman,  Clarinet 

450 

3N151B 

Regional  Band  Journeyman,  Saxophone 

450 

3N151C 

Regional  Band  Journeyman,  Bassoon 

450 

3N151D 

Regional  Band  Journeyman,  Oboe 

450 

3N151E 

Regional  Band  Journeyman,  Flute  Or  Piccolo 

450 

3N151F 

Regional  Band  Journeyman,  French  Horn 

450 

3N151G 

Regional  Band  Journeyman,  Cornet  Or  Trumpet 

450 

3N151H 

Regional  Band  Journeyman,  Baritone  Or  Euphonium 

450 

3N151J 

Regional  Band  Journeyman,  Trombone 

450 

3N151K 

Regional  Band  Journeyman,  Tuba 

450 

3N151L 

Regional  Band  Journeyman,  Percussion 

450 

3N151M 

Regional  Band  Journeyman,  Piano 

450 

3N151N 

Regional  Band  Journeyman,  Guitar 

450 

3N151P 

Regional  Band  Journeyman,  Music  Arranger 

450 

3N151R 

Regional  Band,  Vocalist 

450 

3N151S 

Regional  Band  Journeyman,  Electric  Bass/string  Bass 

450 

3N151T 

Regional  Band  Journeyman,  Military  Band  Support  (USAF  Band  Or  The  USAF  Band  Of  The  Rockies) 

450 

3N151V 

Regional  Band  Journeyman,  Audio  And  Lighting  Engineer 

450 

3N151Z 

Regional  Band  Journeyman,  Instrumentalist,  General  (Air  National  Guard  Bands) 

450 

3N171A 

Regional  Band  Craftsman,  Clarinet 

450 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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3N171B 

Reqional  Band  Craftsman,  Saxophone 

450 

3N171C 

Regional  Band  Craftsman,  Bassoon 

450 

3N171D 

Regional  Band  Craftsman,  Oboe 

450 

3N171E 

Regional  Band  Craftsman,  Flute  or  Piccolo 

450 

3N171F 

Regional  Band  Craftsman,  French  Horn 

450 

3N171G 

Regional  Band  Craftsman,  Cornet  or  Trumpet 

450 

3N171H 

Regional  Band  Craftsman,  Baritone  or  Euphonium 

450 

3N171J 

Reqional  Band  Craftsman,  Trombone 

450 

3N171K 

Regional  Band  Craftsman,  Tuba 

450 

3N171L 

Regional  Band  Craftsman,  Percussion 

450 

3N171M 

Regional  Band  Craftsman,  Piano 

450 

3N171N 

Regional  Band,  Guitar 

450 

3N171P 

Regional  Band  Craftsman,  Music  Arranger 

450 

3N171R 

Regional  Band  Craftsman,  Vocalist 

450 

3N171S 

Regional  Band  Craftsman,  Electric  Bass/string  Bass 

450 

3N171T 

Reqional  Band  Craftsman,  Military  Band  Support  (USAF  Band  Or  The  USAF  Band  Of  The  Rockies) 

450 

3N171V 

Regional  Band  Craftsman,  Audio  And  Lighting  Engineer 

450 

3N171Z 

Regional  Band  Craftsman,  Instrumentalist,  General  (Air  National  Guard  Bands) 

450 

3N190 

Regional  Band  Superintendent 

450 

3N200 

Instrumentalist  Manager 

450 

3N211 

Premier  Band  Helper 

950 

3N231 

Premier  Band  Apprentice 

450 

3N271 

Premier  Band  Craftsman 

450 

3N291 

Premier  Band  Superintendent 

450 

3P000 

Security  Police  Manager 

830 

3P011 

Security  Helper 

950 

3P012 

Law  Enforcement  Helper 

950 

3P01 2A 

Law  Enforcement  Helper,  Military  Working  Dog  Qualified 

950 

3P031 

Security  Apprentice 

070 

3P032 

Law  Enforcement  Apprentice 

830 

3P032A 

Law  Enforcement  Apprentice,  Military  Working  Dog  Qualified 

830 

3P051 

Security  Journeyman 

070 

3P052 

Law  Enforcement  Journeyman 

830 

■ 

Law  Enforcement  Journeyman,  Military  Working  Dog  Qualified 

830 

3P071 

■ 

Security  Craftsman 

070 

3P072 

Law  Enforcement  Craftsman 

830 

3P072A 

Law  Enforcement  Craftsman,  Military  Working  Dog  Qualified 

830 

3P090 

Security  Police  Superintendent 

830 

3P100 

Combat  Arms  Training  And  Maintenance  Manager 

012 

3P111 

Combat  Arms  Training  And  Maintenance  Helper 

950 

3P111A 

Combat  Arms  Training  And  Maintenance  Helper,  Gunsmith 

950 

3P131 

Combat  Arms  Training  And  Maintenance  Apprentice 

012 

3P131A 

Combat  Arms  Training  And  Maintenance  Apprentice,  Gunsmith 

012 

3P151 

Combat  Arms  Training  And  Maintenance  Journeyman 

012 

3P151A 

Combat  Arms  Training  And  Maintenance  Journeyman,  Gunsmith 

012 

3P171 

Combat  Arms  Training  And  Maintenance  Craftsman 

012 

3P190 

Combat  Arms  Training  And  Maintenance  Superintendent 

012 

3R000 

Reprographic  Manager 

740 

3R011 

Printing  Management  Helper 

950 

3R031 

Printing  Management  Apprentice 

740 

3R051 

Printing  Management  Journeyman 

740 

3R071 

Printing  Management  Craftsman 

740 

3R091 

Printing  Management  Superintendent 

740 

3S000 

Personnel  Systems  Manager 

500 

3S011 

Personnel  Helper 

3S012 

Personnel  System  Management  (PSM)  Helper 

950 

3S031 

■1 

Personnel  Apprentice 

500 

3S032 

■1 

Personnel  System  Management  (PSM)  Apprentice 

531 

3S051 

Personnel  Journeyman 

500 

3S052 

Personnel  System  Management  (PSM)  Journeyman 

531 

3S071 

Personnel  Craftsman 

500 

3S072 

Personnel  System  Management  (PSM)  Craftsman 

531 

*  Footnotes  are  defined  in  the  introductory  materiai. 
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3S090 

Personnel  Superintendent 

500 

3S100 

Equal  Opportunity  and  Treatment  Manager 

501 

3S111 

Equal  Opportunity  and  Treatment  Helper 

950 

3S131 

Equal  Opportunity  and  Treatment  Journeyman 

501 

3S171 

Equal  Opportunity  and  Treatment  Craftsman 

501 

3S191 

Equal  Opportunity  and  Treatment  Superintendent 

501 

3S200 

Education  And  Training  Manager 

570 

3S211 

Education  And  Training  Helper 

950 

3S231 

Education  And  Training  Apprentice 

570 

3S251 

Education  and  Training  Journeyman 

570 

3S271 

Education  And  Training  Craftsman 

570 

3S291 

Education  And  Training  Superintendent 

570 

3U000 

Manpower  Resource  Manager 

500 

3U011 

Manpower  Management  Helper 

950 

3U031 

Manpower  Management  Journeyman 

500 

3U071 

Manpower  Management  Craftsman 

500 

3U091 

Manpower  Management  Superintendent 

500 

3V000 

Visual  Information  Manager 

400 

3V011 

Visual  Information  Helper 

950 

3V012 

Still  Photographic  Helper 

950 

3V013 

Visual  Information  Production-documentation  Helper 

950 

3V031 

Visual  Information  Apprentice 

414 

3V032 

Still  Photographic  Apprentice 

400 

3V033 

Visual  Information  Production-documentation  Apprentice 

400 

3V051 

Visual  Information  Journeyman 

3V052 

Still  Photographic  Journeyman 

400 

3V053 

Visual  Information  Production-documentation  Journeyman 

400 

3V071 

Visual  Information  Craftsman 

414 

3V072 

Still  Photographic  Craftsman 

400 

3V073 

Visual  Information  Production-documentation  Craftsman 

400 

■ 

Visual  Information  Services  Superintendent 

400 

4A000 

■ 

Health  Services  Management  Support  Manager 

340 

4A011 

Health  Services  Management  Helper 

950 

4A031 

Health  Services  Management  Apprentice 

340 

4A051 

Health  Services  Management  Journeyman 

340 

EElSEIlil^H 

■ 

Health  Services  Management  Craftsman 

340 

4A091 

■ 

Health  Services  Management  Superintendent 

340 

4A100 

Medical  Materiel  Manager 

341 

4A111 

Medical  Materiel  Helper 

341 

4A131 

Medical  Materiel  Apprentice 

341 

4A151 

Medical  Materiel  Journeyman 

341 

4A171 

Medical  Materiel  Craftsman 

341 

4A191 

Medical  Materiel  Superintendent 

341 

4A200 

Biomedical  Equipment  Manager 

326 

4A211 

Biomedical  Equipment  Helper 

950 

4A231 

Biomedical  Equipment  Apprentice 

326 

4A251 

Biomedical  Equipment  Journeyman 

326 

4A271 

Biomedical  Equipment  Craftsman 

326 

1 

Biomedical  Equipment  Superintendent 

HEfi9i 

4B000 

■ 

Bioenvironmental  Engineering  Manager 

HEEEH 

4B011 

Bioenvironmental  Engineering  Helper 

950 

4B031 

Bioenvironmental  Engineering  Apprentice 

322 

4B051 

Bioenvironmental  Engineering  Journeyman 

322 

Bioenvironmental  Engineering  Craftsman 

322 

4B091 

Bioenvironmental  Engineering  Superintendent 

322 

4C000 

Mental  Health  Service  Manager 

302 

4C011 

Mental  Health  Service  Helper 

950 

4C031 

Mental  Health  Service  Apprentice 

302 

4C051 

Mental  Health  Service  Journeyman 

302 

4C071 

Mental  Health  Service  Craftsman 

302 

4C091 

Mental  Health  Service  Superintendent 

302 

4D000 

Diet  Therapy  Manager 

325 

*  Footnotes  are  defined  in  the  introductory  materiai. 
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4D011  Diet  Therapy  Helper 


4D031  Diet  Therapy  Apprentice 


4D051  Diet  Therapy  Journeyman 


4D071  Diet  Therapy  Craftsman 


4D091  Diet  Therapy  Superintendent 


4E000  Public  Health  Manager 


4E011  Public  Health  Helper 


4E031  Public  Health  Apprentice  _ 


4E051  Public  Health  Journeyman 


4E071  Public  Health  Craftsman  _ 


4E091  Public  Health  Superintendent 


4F000  Aeromedical  Manager  _ _ 


4F011  Aeromedical  Helper 


4F031  Aeromedical  Apprentice 


4F051  Aeromedical  Journeyman 


4F071  Aeromedical  Craftsman 


4F091  Aeromedical  Superintendent 


4H000  Cardiopulminary  Laboratory  Manager  _ 


4H01 1  Cardiopulmonary  Laboratory  Helper 


4H031  Cardiopulmonary  Laboratory  Apprentice 


4H051  Cardiopulmonary  Laboratory  Journeyman 


4H071  Cardiopulmonary  Laboratory  Craftsman _ 


4H091  Cardiopulmonary  Laboratory  Superintendent  _ 


4J000  Biomedical  Therapy  Manager 


4J011  Occupational  Therapy  Helper  _ 


4J012  Physical  Therapy  Helper 


4J031  Occupational  Therapy  Apprentice  _ 


4J032  Physical  Therapy  Apprentice 


4J051  Occupational  Therapy  Journeyman 


4J052  Physical  Therapy  Journeyman 


4J071  Occupational  Therapy  Craftsman 


4J072  Physical  Therapy  Craftsman 


4J091  Occupational  Therapy  Superintendent 


4J092  Physical  Therapy  Superintendent 


4M000  Aerospace  Physiology  Manager  _ 


4M011  Aerospace  Physiology  Helper  _ 


4M031  Aerospace  Physiology  Apprentice 


4M051  Aerospace  Physiology  Journeyman 


4M071  Aerospace  Physiology  Craftsman 


4M091  Aerospace  Physiology  Superintendent 


4N000  Medical  Service  Manager 


4N011  Medical  Service  Helper 


4N01 1 A  Medical  Service  Helper,  Allergy/immunology  _ 


4N011B  Medical  Service  Helper,  Neurology 


4N031  Medical  Service  Apprentice 


4N031A  Medical  Service  Apprentice,  Allergy/immunology 


4N031B  Medical  Service  Apprentice,  Neurology 


4N051  Medical  Service  Journeyman 


4N051A  Medical  Service  Journeyman,  Allergy/immunology 


4N051B  Medical  Service  Journeyman,  Neurology 


4N071  Medical  Service  Craftsman 


4N090  Medical  Service  Superintendent 


4N111  Surgical  Service  Helper 


4N111B  Surgical  Service  Helper,  Urology  ______ 


4N111C  Surgical  Service  Helper,  Orthopedics 


4N111D  Surgical  Service  Helper,  Otorhinolaryngology _ 


4N131  Surgical  Service  Apprentice 


4N131B  Surgical  Service  Apprentice,  Urology 


4N131C  Surgical  Service  Apprentice,  Orthopedics 


4N131D  Surgical  Service  Apprentice,  Otorhinolaryngology 


4N151  Surgical  Service  Journeyman 


4N151B  Surgical  Service  Journeyman,  Urology 


SERVICE  OCC  TITLE 


PODOGC 


^  Footnotes  are  defined  in  the  introductory  material. 


INDEX 

AIR  FORCE-ENLISTED 


SERVICE  OCC|  1 1  SERVICE  OCC  TITLE 


4N151C  Surgical  Service  Journeyman,  Orthopedics _ _ 


4N151D  jSurgical  Service  Journeyman,  Otorhinolaryngology _ 


4N171  Surgical  Service  Craftsman  _ 


4N171B  Surgical  Service  Craftsman,  Urology _ _ 


4N171C  Surgical  Service  Craftsman,  Orthopedics _ 


4N171D  Surgical  Service  Craftsman,  Otorhinolaryngology _ 


4P000  Pharmacy  Manager  _ _ _ 


4P011  Pharmacy  Helper  _ _ 


4P031  Pharmacy  Apprentice 


4P051  Pharmacy  Journeyman  _ 


4P071  Pharmacy  Craftsman  _ 


4P091  Pharmacy  Superintendent  _ 


4R000  Diagnostic  Imaging  Manager 


4R011  Diagnostic  Imaging  Helper  _ 


4R011A  Diagnostic  Imaging  Helper,  Nuclear  Medicine _ 


4R011B  I  Diagnostic  Imaging  Helper,  Ultrasound _ 


4R01 1C  Diagnostic  Imaging  Helper,  Magnetic  Resonance  Imaging 


4R031  Diagnostic  Imaging  Apprentice _ 


4R031A  Diagnostic  Imaging  Apprentice,  Nuclear  Medicine _ _ 


4R031B  Diagnostic  Imaging  Apprentice,  Ultrasound _ 


4R031C  {Diagnostic  Imaging  Apprentice,  Magnetic  Resonance  Imaging _ 


4R051  Diagnostic  imaging  Journeyman _ _ 


4R051A  {Diagnostic  Imaging  Journeyman,  Nuclear  Medicine _ 


4R051B  iDiagnostic  Imaging  Journeyman,  Ultrasound _ 


4R051C  Diagnostic  Imaging  Journeyman,  Magnetic  Resonance  Imaging 


4R071  Diagnostic  Imaging  Craftsman  _ _ 


4R071A  IDiagnostic  Imaging  Craftsman,  Nuclear  Medicine _ 


4R071B  Diagnostic  Imaging  Craftsman,  Ultrasound _ _ 


4R071C  Diagnostic  Imaging  Craftsman,  Magnetic  Resonance  Imaging _ 


4R090  Diagnostic  Imaging  Superintendent _ 


4T000  Medical  Laboratory  Manager  _ _ 


4T011  Medical  Laboratory  Helper  _ _ _ 


4T012  Histopathology  Helper 


4T013  Cytotechnology  Helper  _ _ _ 


4T032  Histopathology  Apprentice 


4T033  Cytotechnology  Apprentice _ _ 


4T051  Medical  Laboratory  Journeyman  _ 


4T052  Histopathology  Journeyman  _ 


4T053  Cytotechnology  Journeyman  _ _ 


4T071  Medical  Laboratory  Craftsman _ _ _ 


4T072  Histopathology  Craftsman  _ 


4T073  Cytotechnology  Craftsman  _ 


4T090  Medical  Laboratory  Superintendent  _ 


4U000  Orthotic  Manager  _ _ 


4U011  Orthotic  Helper  _ _ 


4U031  Orthotic  Apprentice  _ _ 


4U051  Orthotic  Journeyman  _ 


4U071  Orthotic  Craftsman _ 


4U091  Orthotic  Superintendent  _ 


4V000  Optometry  Manager  _ _ 


4V011  Optometry  Helper 


4V011A  Optometry  Helper,  Ophthalmology  _ 


4V031  Optometry  Apprentice  __________ 


4V031A  Optometry  Apprentice,  Ophthalmology  _ 


4V051  Optometry  Journeyman  _ 


4V051A  Optometry  Journeyman,  Ophthalmology  _ _ 


4V071A  Optometry  Craftsman,  Ophthalmology 


4V090  Optometry  Superintendent  _ 


4Y000  Dental  Manager  _ _ _ 


4Y01 1  Dental  Assistant  Helper  _ 


4Y012  Dental  Laboratory  Helper  _ 


4Y031  Dental  Assistant  Apprentice 


DOD  OCC 


’  Footnotes  are  defined  in  the  introductory  material. 
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4Y032 

Dental  Laboratory  Apprentice 

331 

4Y051 

Dental  Assistant  Journeyman 

330 

4Y052 

Dental  Laboratory  Journeyman 

331 

4Y071 

Dental  Assistant  Craftsman 

330 

4Y072 

Dental  Laboratory  Craftsman 

331 

4Y090 

Dental  Superintendent 

330 

5J000 

Paralegal  Manager 

512 

5J011 

Paralegal  Helper 

950 

5J031 

Paralegal  Apprentice 

512 

5J051 

Paralegal  Journeyman 

512 

5J071 

Paralegal  Craftsman 

512 

5J091 

Paralegal  Superintendent 

512 

5R000 

Chaplain  Service  Support  Manager 

561 

5R011 

Chaplain  Service  Support  Helper 

950 

5R031 

Chaplain  Service  Support  Apprentice 

561 

5R051 

Chaplain  Service  Support  Journeyman 

561 

5R071 

Chaplain  Service  Support  Craftsman 

561 

5R091 

Chaplain  Service  Support  Superintendent 

561 

6C000 

Contracting  Manager 

551 

6C011 

Contracting  Helper 

950 

6C031 

Contracting  Apprentice 

551 

6C051 

Contracting  Journeyman 

551 

6C071 

Contracting  Craftsman 

551 

6C091 

Contracting  Superintendent 

551 

6F000 

Financial  Manager 

541 

6F011 

Financial  Management  Helper 

950 

6F012 

Financial  Services  Helper 

950 

6F031 

Financial  Management  Apprentice 

541 

6F032 

Financial  Services  Apprentice 

542 

6F051 

Financial  Management  Journeyman 

541 

6F052 

Financial  Services  Journeyman 

542 

Financial  Management  And  Services  Craftsman 

541 

6F090 

Financial  Management  And  Services  Superintendent 

541 

6F100 

Financial  Analysis  Manager 

558 

6F111 

Financial  Analysis  Helper 

950 

6F131 

Financial  Analysis  Apprentice 

558 

6F151 

Financial  Analysis  Journeyman 

558 

6F171 

Financial  Analysis  Craftsman 

558 

6F191 

Financial  Analysis  Superintendent 

558 

7S000 

Special  Investigations  Manager 

832 

7S011 

Special  Investigations  Helper 

950 

7S031 

Special  Investigations  Journeyman 

832 

7S071 

Special  Investigations  Craftsman 

832 

7S091 

Special  Investigations  Superintendent 

832 

8A000 

In-flight  Passenger  Service  Specialist 

553 

8B000 

Military  Training  Instructor 

012 

88100 

Military  Training  Manager 

012 

8C000 

Family  Support  Center  Superintendent 

500 

8D000 

Linguist  Debriefer/interrogator 

241 

8E000 

Research  And  Development  Craftsman 

496 

8F000 

First  Sergeant 

521 

8G000 

United  States  Air  Force  Honor  Guard 

830 

8J000 

Correctional  Custody  Supervisor 

831 

8M000 

Postal  Specialist 

554 

8P000 

Courier 

554 

8P100 

Defense  Attache  Specialist 

510 

8R000 

Recruiter 

501 

8S000 

Missile  Facility  Manager 

521 

8S100 

Sensor  Operator 

050 

8T000 

Professional  Military  Education  Instructor 

012 

9A000 

Airman  Awaiting  Retraining  -  Disqualified  For  Reasons  Beyond  Control 

920 

9A100 

Airman  Awaiting  Retraining  -  Disqualified  For  Reasons  Within  Control 

920 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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9A200 

■ 

Airman  Awaiting  Discharge,  Separation,  Or  Retirement  For  Reasons  Within  Their  Control 

920 

9A300 

Airman  Awaiting  Discharge,  Separation,  Or  Retirement  For  Reasons  Beyond  Their  Control 

920 

9C000 

Chief  Master  Sergeant  Of  The  Air  Force 

521 

9D000 

Dormitory  Manager 

800 

9E000 

Senior  Enlisted  Adviser 

■lESBi 

9G000 

Airman  Aide 

HEQBi 

9J000 

Prisoner 

902 

9L000 

Interpreter/translator 

241 

9P000 

Patient 

901 

9R000 

Civil  Air  Patrol  (CAP)-USAF  Reserve  Assistance  NCO 

830 

9S100 

Applied  Geophysics 

531 

9S200 

Applied  Sciences 

491 

9T000 

Basic  Airman 

950 

9T100 

Officer  Trainee 

911 

9T200 

Precadet  Assignee 

911 

9U000 

Airman  Ineligible  For  Local  Utilization 

920 

9U100 

Unallotted  Airman  Authorization 

950 

’  Footiiotes  are  defined  in  the  introductory  material. 
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100  Boatswain  s  Mate  _ _ 


110  Quartermaster  _ 


121  Signalman  _ 


130  Radarman  _ 


140  Sonar  Technician  _ 


150  Seaman  _ 


160  Sonar  Watchstander  _ 


170  Gunner's  Mate  _ 


180  Fire  Control  Technician  _ 


191  Torpedoman's  Mate _ 


200  Machinery  Technician _ 


210  I  Damage  Controlman _ 


240  Electronics  Technician  _ 


250  lElectronics  Technician  Communications _ 


261  Electronics  Technician  Radar  _ _ 


270  Electrician's  Mate  _ 


280  Telephone  Technician  _ 


281  Telephone  Technician  -  Outside _ 


282  Telephone  Technician  -  Inside _ _ 


301  Machinery  Repairman _ 


311  Shipfitter  _ 


312  Shipfitter  -  Metalsmith  _ _ 


313  Shipfitter  -  Pipefitter  _ 


320  Fireman  _ 


Electronics  Technician  -  Watchstander 


Photojournalist  _ 


Radioman  _ 


Radioman  Watchstander 


Yeoman 


Telecommunications  Specialist 


Communications  Yeoman 


Telecommunications  Watchstander 


Personnelman 


Postal  Clerk  _ 


Investigator 


Intelligenceman  _ 


Storekeeper 


Disbursing  Clerk  _ _ 


Machine  Accountant  _ 


Data  Processing  Technician  _ 


Ship's  Serviceman 


Subsistence  Specialist  _ 


Officer  Candidate 


Aviation  Machinist's  Mate 


Aviation  Machinist's  Mate  -  Turbojet  Engines 


Aviation  Machinist's  Mate  -  Reciprocating  Engines 


Aviation  Survivalman 


Aviation  Ordnanceman 


Aviation  Electronics  Technician 


Aviation  Electronics  Technician  -  Communications  Equipment 


Aviation  Electronics  Technician  -  Radar 


Aviation  Electrician's  Mate 


Aviation  Strucutral  Mechanic 


Aviation  Strucutral  Mechanic  -  Safety  Equipment 


Aviation  Strucutral  Mechanic  -  Hydraulics 


Aviation  Strucutral  Mechanic  -  Structures 


Parachute  Rigger  _ 


Air  Controlman 


Aviation  Storekeeper 


Airman 


Aviation  Pilot 


Aviation  Cadet 


DOD  OCC 


060 


061 


203 


221 


130 


950 


130 


633 


121 


123 


702 


495 


100 


100 


100 


662 


622 


622 


622 


702 


790 


710 


710 


122 


100 


400 


201 


201 


510 


260 


510 


260 


’  Footnotes  are  defined  in  the  introductory  materiai. 
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INDEX 

COAST  GUARD-ENLISTED 


SLRVICE  OCC 

ill; 

SERVICE  OCC  TITLE 

OODOCC 

661 

Builder 

710 

662 

Builder  -  Heavy 

710 

663 

Builder  -  Light 

710 

664 

Builder  -  Concrete 

710 

671 

Engineering  Aide 

412 

672 

Engineering  Aide  -  Draftsman 

413 

673 

Engineering  Aide  -  Surveyor 

412 

681 

Equipment  Operator 

713 

682 

Equipment  Operator  -  Hauling 

683 

Equipment  Operator  -  Construction 

■besh 

691 

Steelworker 

711 

692 

Steelworker  -  Erector 

711 

693 

Steelworker  -  Fabricator 

711 

701 

Utilitiesman 

720 

702 

Utilitiesman  -  Air  Conditioning 

720 

703 

Utilitiesman  -  Boilerman 

720 

704 

Utilitiesman  -  Plumber 

720 

705 

Utilitiesman  -  Water  and  Sanitation 

720 

711 

Construction  Mechanic 

710 

712 

Construction  Mechanic  -  Automotive 

710 

713 

Construction  Mechanic  -  Construction 

710 

721 

Constructionman 

950 

741 

Port  Securityman 

830 

771 

Light  Plane  Pilot 

051 

790 

Marine  Science  Technician 

494 

811 

Tradesman 

191 

840 

Musician 

450 

870 

Health  Services  Technician 

300 

890 

Health  Services  -  Dental 

330 

891 

Hospitalman 

300 

910 

Petty  Officer 

521 

990 

Master  Chief  Petty  Officer  of  the  Coast  Guard 

■EBBb 

’  Footnotes  are  defined  in  the  introductory  material. 
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INDEX 

GENERAL  SCHEDULE-ENLISTED  LEVEL 


OPM  OCC 

in 

0007 

b 

0019 

0021 

— 

0029 

0030 

0062 

0072 

— 

0081 

0082 

0083 

0084 

IBI 

0085 

— 

0086 

0090 

SBSEHHIi 

EliOHH 

■1 

s 

0134 

0181 

0186 

0187 

0189 

— 

0203 

0204 

0299 

0302 

— 

0303 

0304 

0305 

0309 

0312 

— 

0313 

0318 

0319 

0322 

— 

0326 

0332 

0335 

0342 

0344 

0350 

0351 

0356 

0357 

0359 

0361 

0362 

0382 

— 

0390 

0392 

0394 

0399 

0404 

0421 

”b 

0455 

0458 

0459 

Bl 

0462 

0503 

0525 

0526 

b 

0530 

0540 

OPM  OCC  TITLE 


Correctional  Officer 


Safety  Technician  _ 


Community  Planning  Technician 


Environmental  Protection  Assistant 


Sports  Specialist _ 


Clothing  Design  _ 


Fingerprint  Identification  _ 


Fire  Protection  and  Prevention 


United  States  Marshal 


Police 


Nuclear  Materials  Courier 


Guard 


Security  Clerical  and  Assistance 


Guide 


Social  Science  Aid  and  Technician 


Economics  Assistant 


Intelligence  Aid  and  Clerk  _ 


Psychology  Aid  and  Technician _ 


Social  Services  Aid  and  Assistant _ 

Social  Services 


Recreation  Aid  and  Assistant 


Personnel  Clerical  and  Assistance 


Military  Personnel  Clerical  &  Technician  _ 


Personnel  Management  Student  Trainee  _ 


Messenger  _ 


Miscellaneous  Clerk  and  Assistant 


Information  Receptionist 


Mail  and  File 


Correspondence  Clerk  _ 


Clerk-Stenographer  and  Reporter  _ 


Work  Unit  Supervising  _ 


Secretary  _ 


Closed  Microphone  Reporter  _ 


Clerk-Typist  _ 


Office  Automation  Clerical  and  Assistance 


Computer  Operation 


Computer  Clerk  and  Assistant _ 


Support  Services  Administration  _ _ 


Management  Clerical  and  Assistance 


Equipment  Operator 


Printing  Clerical  _ 


Data  Transcriber 


Coding _ 

Electric  Accounting  Machine  Operation 


Equal  Opportunity  Assistance  _ 


Electric  Accounting  Machine  Project  Planning 


Telephone  Operating 


Communications  Relay  Operation 


General  Communications 


Communications  Clerical 


Administration  and  Office  Support  Student  Trainee 


Biological  Technician  _ 


Plant  Protection  Technician 


Range  Technician 


Soil  Conservation  Technician 


Irrigation  System  Operation 


Forestry  Technician 


Financial  Clerical  and  Assistance 


Accounting  Technician 


Tax  Technician 


Cash  Processing 


Voucher  Examining 


DOD  OCC 


831 


493 


496 

510 


562 


496 


510 


495 


830 


830 


INDEX 

GENERAL  SCHEDULE-ENLISTED  LEVEL 


JpPMOCC  Ml  0PM  OCC  TITLE 


0544  Payroll 


0545  Military  Pay  _ _ 


0561  Budget  Clerical  &  Assistance  _ 


0592  b  Tax  Examining  _ _ 


0593  b  Insurance  Accounts 


0621  Nursing  Assistant  _ 


0622  Medical  Supply  Aide  and  Technician  _ _ 


0625  Autopsy  Assistant  _ 


0636  Rehabilitation  Therapy  Assistant  _ 


0640  Health  Aid  and  Technician _ _ 


0642  Nuclear  Medicine  Technician  _ _ 


0645  Medical  Technician  _ 


0646  Pathology  Technician  _ _ 


0647  Diagnostic  Radiologic  Technologist  _ 


0648  Therapeutic  Radiologic  Technologist _ 


0649  Medical  Machine  Technician  _ 


0650  b  Medical  Technical  Assistant 


0651  Respiratory  Therapist 


0661  Pharmacy  Technician  _ 


0664  Restoration  Technician  _ 


0667  Orthotist  and  Prosthetist  _ 


0669  Medical  Record  Librarian _ 


0672  b  Prosthetic  Representative  _ _ 


0675  Medical  Record  Technician  _ 


0679  Medical  Clerk  _ _ 


0681  Dental  Assistant _ 


0682  Dental  Hygiene  _ _ 


0683  Dental  Laboratory  Aid  and  Technician  _ 


0698  Environmental  Health  Technician  _ _ 


0699  Medical  and  Health  Student  Trainee  _ 


0704  Animal  Health  Technician  _ _ 


0802  Engineering  Technician  _ 


0809  Construction  Control  _ 


0817  Surveying  Technician _ _ 


0818  Engineering  Drafting _ 


8  Construction  Analyst 


0895  Industrial  Engineering  Technician _ 


0945  Clerk  of  Court _ 


0950  Paralegal  Specialist  _ _ 


0962  Contact  Representative 


0963  Legal  Instruments  Examining 


0965  b  Land  Law  Examining  _ _ _ 


0967  Passport  and  Visa  Examining  _______ 


0986  Legal  Clerk  and  Technician 


0990  General  Claims  Examining  _ 


0991  b  Workers'  Compensation  Claims  Examining _ 


0992  Loss  and  Damage  Claims  Examining  _____ 


0993  b  Social  Insurance  Claims  Examining 


0994  b  Unemployment  Compensation  Claims  Examining _ 


0995  Dependents  and  Estates  Claims  Examining _ 


0996  Veterans  Claims  Examining 


0998  Claims  Clerical  _ 


0999  Legal  Occupations  Student  Trainee  _ _ 


1001  General  Arts  and  Information 


1008  Interior  Design 


1010  Exhibits  Specialist  _ 


1016  Museum  Specialist  and  Technician 


1020  Illustrating  _ 


1021  Office  Drafting  ___ 


1040  Language  Specialist 


1046  Language  Clerical _ 


1051  Music  Specialist 


DODPGC 


542 


542 


541 


541 


520 


300 


822 


311 


303 


300 


^  Footnotes  are  defined  in  the  introductory  materiai. 
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INDEX 

ENERAL  SCHEDULE-ENLISTED  LEVEL 


OPM  OCC 

llHI 

1054 

1056 

1099 

1101 

1105 

1106 

1107 

1152 

■ 

1211 

b 

1299 

1311 

1316 

1341 

1371 

m^mm 

EEEEHHiiEI 

1411 

1421 

1499 

1521 

1531 

1541 

b 

1670 

1699 

1702 

1799 

1801 

1802 

1810 

1812 

1816 

■ 

1822 

b 

1831 

b 

1850 

IB 

1862 

B 

1863 

B 

1864 

b 

1884 

b 

KEEBHiB 

1896 

b 

1897 

1898 

“b 

1899 

IB 

1910 

1980 

B 

1981 

.  b 

1999 

B 

2001 

2005 

2010 

2050 

2091 

2099 

2102 

2111 

b 

2132 

2135 

OPM  OCC  TITLE 


Theater  Specialist  _ 


Art  Specialist  _ 


Photography  _ 


Editorial  Assistance  _ 


Information  and  Arts  Student  Trainee 


General  Business  and  Industry 


Purchasing  _ 


Procurement  Clerical  &  Assistance 


Property  Disposal  Clerical  &  Technician  _ 


Production  Control  _ 


Business  and  Industry  Student  Trainee  _ 


Patent  Technician  _ 


Copyright  Technician  _ 


Copyright  and  Patent  Student  Trainee _ 


Physical  Science  Technician  _ 


Hydrologic  Technician  _ 


Meteorological  Technician _ 


Cartographic  Technician  _ 


Geodetic  Technician 


Document  Analysis  _ 


Library  Technician  _ 


Archives  Technician  _ 


Library  and  Archives  Student  Trainee  _ 


Mathematics  Technician  _ 


Statistical  Assistant 


Cryptanalysis  _ 


Equipment  Specialist  _ 


Equipment  and  Facilities  Management  Student  Trainee _ 


Education  and  Training  Technician  _ 


Education  Student  Trainee 


General  Inspection,  Investigation,  &  Compliance _ _ 


Compliance  Inspection  &  Support  _ 


General  Investigating  _ 


Game  Law  Enforcement  _ 


Immigration  Inspection  _ 


Mine  Safety  and  Health  _ 


Securities  Compliance  Examining  _ 


Agricultural  Commodity  Warehouse  Examining _ 


Consumer  Safety  Inspection  _ 


Food  Inspection  _ 


Public  Health  Quarantine  Inspection 


Customs  Patrol  Officer 


Customs  Inspection  _ 


Customs  Warehouse  Officer 


Border  Patrol  Agent  _ 


Customs  Aid 


Admeasurement 


Investigation  Student  Trainee  _ 


Quality  Assurance  _ 


Agricultural  Commodity  Grading _ _ 


Agricultural  Commodity  Aid _ 


Quality  Inspection  Student  Trainee  _ 


General  Supply  _ 


Supply  Clerical  and  Technician 


Inventory  Management  _ 


Supply  Cataloging  _ 


Sales  Store  Clerical 


Supply  Student  Trainee  _ 


Transportation  Clerk  and  Assistant  _ 


Transportation  Rate  and  Tariff  Examining  _ 


Travel 


Transportation  Loss  and  Damage  Claims  Examining _ 


DOD  OCC 


562 


562 


400 


510 


570 


551 


551 


551 


551 


557 


551 


512 


512 


512 


496 


496 


420 


411 


411 


496 


510 


496 


510 


496 


496 


232 


690 


690 


570 


570 


'  Footnotes  are  defined  in  the  introductory  materiai. 
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INDEX 

GENERAL  SCHEDULE-ENLISTED  LEVEL 


0PM  OCC 

ill 

CHEa 

2144 

Cargo  Scheduling 

553 

2151 

Dispatching 

811 

2152 

Air  Traffic  Control 

222 

2154 

Air  Traffic  Assistance 

222 

2161 

Marine  Cargo 

553 

2199 

Transportation  Student  Trainee 

553 

’  Footnotes  are  defined  in  the  intreductory  material. 
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INDEX 

WAGE  BOARD-ENLISTED  LEVEL 


0PM  OCC I  1 1  0PM  OCC  TITLE 


25002  Telecommunications  Mechanic 


25004  Wire  Communications  Cable  Splicing 


25008  Communications  Line  Installing  &  Repairitig _ 


26002  Electronic  Measurement  Equipment  Mechanic  _ _ 


26004  Electronics  Mechanic 


26006  Electronic  Industrial  Controls  Mechanic  ________ 


26008  Electronic  Digital  Computer  Mechanic 


26010  Electronic  Integrated  Systems  Mechanic  _ _ 


28005  Electrician  _ 


28010  High  Voltage  Electrician  ______ 


28054  Electrical  Equipment  Repairing 


28092  Aircraft  Electrical  Systems  Installing  and  Repairing _ 


31003  Shoe  Repairing 


31005  Fabric  Working  _ 


31006  Upholstering 


31011  Sewing  Machine  Operating  _ 


31019  b  Broom  and  Brush  Making  _ 


33001  Miscellaneous  Instrument  Maintenance 


33006  Optical  Instrument  Repairing  _ _ _ 


33009  Timekeeping  Instrument  Repairing _ 


33014  Instrument  Making 


33059  Instrument  Mechanic  _ 


33064  Projection  Equipment  Repairing  ^______ 


34014  Machining  _ 


34016  Tool  Making  _ 


34017  Tool  Grinding 


34022  Power  Saw  Operating 


34028  pie  Sinking  _ 


34031  Machine  Tool  Operating  _________ 


35002  Laboring  _ 


35008  Pipeline  Working  _ 


Laboratory  Working  _________ 


35013  I  ICoin/Currency  Checking 


35015  Laboratory  Support  Working  _ 


35043  Stevedoring  _ 


35046  Railroad  Repairing  _ _ _ _ 


35066  Custodial  Working  _ 


36002  Cement  Finishing  _ 


36003  Masonry  _ _ 


36004  Tiie  Setting  _ _ _ 


36005  Plastering  ________ 


36006  Roofing  ________ 


36009  Floor  Covering  Installing  _ 


36010  Insulating _ 


36011  Glazing  ____ 


36053  Asphalt  Working 


37002  Flame/Arc  Cutting 


37003  Welding  _ _ 


37007  Metallizing 


37008  Metal  Process  Working 


37011  Electroplating 


37012  Heat  Treating  _ 


37016  b  Leadburning 


37020  Brazing  and  Soldering  __________ 


37022  Cold  Working 


37025  Battery  Repairing  _ 


37027  Buffing  and  Polishing 


37035  Metal  Phototransferring 


37036  Circuit  Board  Making 


37041  Furnace  Operating 


37069  Shot  Peening  Machine  Operating 


38002  Metal  Forging 


DOD  OCC 


623 


621 


621 


198 


198 


198 


150 


198 


721 


721 


721 


602 


760 


760 


760 


760 


760 


670 


670 


670 


790 


670 


670 


702 


702 


702 


702 


^  Footnotes  are  defined  in  the  introductory  materiai. 
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INDEX 

WAGE  BOARD-ENLISTED  LEVEL 


0PM  OCC 


OPM  OGC  TITLE 


43052 


43060 


43061 


43070 


43071 


43073 


44002 


44003 


44005 


44006 


44013 


44014 


44016 


44017 


44019 


44025 


44040 


44041 


44045 


44046 


44047 


44048 


44049 


44050 


44054 


46002 


46004 


46005 


46007 


46016 


46018 


Sheet  Metal  Mechanic 


Structural/Ornamental  Iron  Working 


Boiler  Making  _ 


Mobile  Equipment  Metal  Mechanic  _ 


Pneumatic  Tool  Operating 


Engraving  _ _ 


Springmaking  _ _ 


Airframe  Jig  Fitting  _ 


Shipfitting 


Blacksmithing  _ 


Medal  Making  _ 


Transfer  Engraving 


Metal  Tank  &  Radiator  Repairing 


Metal  Forming  Machine  Operating 


Metal  Tube  Making,  Installing  and  Repairing 


Motion  Picture  Projection  _ 


Sound  Recording  Equipment  Operating 


Television  Equipment  Operating  _ 


Broadcasting  Equipment  Operating _ 


Public  Address  Equipment  Operating 


Optical  Element  Working  _ 


Prescription  Eyeglass  Making _ 


Miscellaneous  Painting  &  Paperhanging 


Painting  _ 


Paperhanging  _ _ 


Sign  Painting _ _ 


Instrument  Dial  Painting  _ 


Pipefitting  _  _ 


Plumbing  _ 


Fuel  Distribution  System  Mechanic  _ 


Plastic  Molding  Equipment  Operating _ 


Plastic  Fabricating  _ 


Rubber  Products  Molding 


Rubber  Equipment  Repairing  _ 


Glassbiowing  _ 


Plaster  Pattern  Casting  _ 


Molding  _ _ 


Bindery  Working  _ 


Fland  Composing  _ 


Film  Assembly-Stripping  _ 


Letterpress  Operating  _ 


Negative  Engraving  _ _ 


Offset  Photography _ _ 


Plate  Making  _ 


Offset  Press  Operating 


Silk  Screen  Making  and  Printing _ 


Photoengraving  _ 


Stereotype  Platemaking _ 


Bookbinding  _ 


Banknote  Designing 


Banknote  Engraving  _ 


Sculptural  Engraving  _ 


Siderographic  Transferring  _ 


Electrolytic  Intaglio  Platemaking  _ 


Intaglio  Die  and  Plate  Finishing _ 


Intaglio  Press  Operating  _ 


Blocking  and  Bracing 


Wood  Working 


Wood  Crafting  _ 


Carpentry  _ 


Patternmaking 


Woodworking  Machine  Operating 


DOD  OCC 


703 


700 


700 


704 


700 


790 


700 


603 


700 


700 


700 


790 


700 


700 


700 


400 


400 


400 


400 


400 


670 


790 


710 


710 


710 


414 


790 


720 


720 


690 


760 


760 


760 


760 


790 


700 


700 


740 


740 


740 


740 


740 


740 


*  Footnotes  are  defined  in  the  introductory  material. 


4-59 


INDEX 

WAGE  BOARD-ENLISTED  LEVEL 


0PM  OCC 

m 

i  0PM  OCC  TITLE 

1  pOD  OCC 

46039 

H 

Timber  Working 

46054 

Form  Block  Making 

maim 

47014 

Model  Making 

790 

47015 

Exhibits  Making/Modeling 

790 

47016 

■ 

Railroad  Car  Repairing 

690 

47017 

■ 

Boat  Building  and  Repairing 

790 

47037 

General  Equipment  Mechanic 

690 

47041 

General  Equipment  Operating 

713 

47042 

Utility  Systems  Repairing-Operating 

47045 

Research  Laboratory  Mechanic 

690 

47049 

Maintenance  Mechanic 

720 

47054 

Cemetery  Caretaking 

850 

48004 

Locksmithing 

670 

48005 

Medical  Equipment  Repairing 

670 

48006 

Office  Appliance  Repairing 

690 

48007 

Chemical  Equipment  Repairing 

690 

48008 

Custodial  Equipment  Servicing 

690 

48012 

Saw  Reconditioning 

690 

48014 

Survey  Equipment  Servicing 

690 

48016 

Protective  and  Safety  Equipment  Fabricating  and  Repairing 

760 

48018 

Aircraft  Survival  and  Flight  Equipment  Repairer 

48019 

Bowling  Equipment  Repairing 

48020 

b 

Vending  Machine  Repairing 

690 

48039 

Film  Processing  Equipment  Repairing 

690 

48040 

Tool  and  Equipment  Repairing 

690 

48043 

b 

Navigation  Aids  Repairing 

102 

48044 

Bicycle  Repairing 

690 

48045 

Orthopedic  Appliance  Repairing 

690 

48048 

Mechanical  Parts  Repairing 

690 

48050 

Bearing  Reconditioning 

670 

48051 

Reclamation  Working 

850 

48055 

Domestic  Appliance  Repairing 

690 

50002 

b 

Farming 

870 

50003 

Gardening 

870 

50026 

Pest  Controlling 

870 

50031 

_J 

Insects  Production  Working 

870 

50034 

m 

Dairy  Farming 

870 

50035 

Livestock  Ranching/Wrangling 

870 

50042 

Tree  Trimming  and  Removing 

870 

50048 

Animal  Caretaking 

870 

52005 

Gas  and  Radiation  Detecting 

wmm 

52010 

m 

Rigging 

822 

52020 

Shipwright 

850 

52021 

Lofting 

790 

52030 

Airplane  Cargo  Dropping 

870 

52035 

Test  Range  Tracking 

496 

53006 

Air  Conditioning  Equipment  Mechanic 

720 

53007 

Shoe  Machine  Repairing 

690 

53009 

Heating  and  Boiler  Plant  Equipment  Mechanic 

720 

53010 

Kitchen/Bakery  Equipment  Repairing 

690 

53012 

Sewing  Machine  Repairing 

690 

53013 

Elevator  Mechanic 

690 

BEBI 

m 

Laundry  and  Dry  Cleaning  Equipment  Repairing 

690 

m 

Lock  and  Dam  Repairing 

690 

53023 

Oiling  and  Greasing 

850 

53030 

Printing  Equipment  Repairing 

690 

53034 

Marine  Machinery  Mechanic 

690 

53035 

Wind  Tunnel  Mechanic 

690 

53041 

b 

Industrial  Furnace  Building  and  Repairing 

710 

53050 

Production  Machinery  Mechanic 

690 

53052 

Industrial  Equipment  Mechanic 

690 

53064 

Door  Systems  Mechanic 

690 

’  Footnotes  are  defined  in  the  introductory  material.  4-60 


INDEX 

WAGE  BOARD-ENLISTED  LEVEL 


OPM  OCC 

OPM  OCC  TITLE 

-DOffiiOGeii 

53065 

■ 

Physiological  Trainer  Mechanic 

191 

53078 

Powered  Support  Systems  Mechanic 

690 

53084 

Gasdynamic  Facility  Installing  and  Repairing 

790 

54002 

Boiler  Plant  Operating 

720 

54003 

Incinerator  Operating 

720 

54006 

Utility  Systems  Operating 

720 

54007 

Electric  Power  Controlling 

720 

54008 

Sewage  Disposal  Plant  Operating 

720 

54009 

■ 

Water  Treatment  Plant  Operating 

720 

54013 

■ 

Fuel  Distribution  System  Operating 

821 

54014 

Baling  Machine  Operating 

850 

54015 

Air  Conditioning  Equipment  Operating 

720 

54019 

Stationary-Engine  Operating 

720 

54023 

Sandblasting 

710 

54024 

Weighing  Machine  Operating 

850 

54026 

Lock  and  Dam  Operating 

720 

54027 

Chemical  Plant  Operating 

720 

54030 

Drawbridge  Operating 

720 

54033 

Gas  Generating  Plant  Operating 

750 

54035 

Carton/Bag  Making  Machine  Operating 

850 

54038 

Elevator  Operating 

850 

54039 

Testing  Equipment  Operating 

496 

54040 

Packaging  Machine  Operating 

822 

54044 

E 

Food/Feed  Processing  Equipment  Operating 

850 

54046 

E 

Textile  Equipment  Operating 

850 

54050 

Conveyor  Operating 

822 

54054 

Solvent  Still  Operating 

850 

54055 

Paper  Pulping  Machine  Operating 

850 

54078 

Portable  Equipment  Operating 

713 

54079 

Dredging  Equipment  Operating 

713 

54081 

Nuclear  Reactor  Operating 

661 

54084 

b 

Counting  Machine  Operating 

850 

54085 

Aircraft  Weight  and  Balance  Operating 

850 

54086 

Swimming  Pool  Operating 

850 

57003 

Motor  Vehicle  Operating 

811 

57004 

Fork  Lift  Operating 

822 

57005 

Tractor  Operating 

811 

57006 

Road  Sweeper  Operating 

811 

57007 

Tank  Driving 

020 

57016 

Engineering  Equipment  Operating 

713 

m 

Crane  Operating 

713 

m 

Drill  Rig  Operating 

713 

57036 

m 

Braking-Switching  and  Conducting 

812 

57037 

Locomotive  Engineering 

812 

57038 

Railroad  Maintenance  Vehicle  Operating 

812 

57067 

Airfield  Clearing  Equipment  Operating 

811 

57082 

Ship  Operating 

060 

57084 

Riverboat  Operating 

062 

57086 

Small  Craft  Operating 

062 

57088 

Deck  Hand 

060 

58003 

Heavy  Mobile  Equipment  Mechanic 

612 

58006 

Mobile  Equipment  Servicing 

610 

58023 

Automotive  Mechanic 

610 

58076 

Electromotive  Equipment  Mechanic 

610 

65002 

Explosives  Operating 

645 

65005 

Munitions  Destroying 

431 

65011 

Missile/Toxic  Materials  Handling 

821 

65017 

Explosives  Test  Operating 

431 

66005 

Artillery  Repairing 

642 

66006 

Artillery  Testing 

496 

66010 

Small  Arms  Repairing 

66041 

Ordnance  Equipment  Mechanic 

640 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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66052  Aircraft  Ordnance  Systems  Mechanic  _ 


66056  Special  Weapons  Systems  Mechanic _ 


69002  Lumber  Handling  _ 


69003  Coal  Handling  _ 


69004  Tools  &  Parts  Attending  _ 


69007  Warehouse  Working 


69010  Materials  Expediting  _ 


69012  [Materials  Sorting  and  Classifying _ 


69014  Store  Working  _ 


69041  Bulk  Money  Handling  _ 


69068  Aircraft  Freight  Loading  _ ^ 


70002  Packing  _ 


70006  Preservation  Servicing 


70009  Equipment  Cleaning  _ 


70010  Parachute  Packing  _ 


73004  Laundry  Working  _ 


73005  Laundry  Machine  Operating  _ 


73006  Pressing  _ 


73007  Dry  Cleaning  _ 


74002  Baking  _ 


74004  Cooking  _ _ 


74005  b  Bartending  _ 


74007  Meatoutting  _ 


74008  Food  Service  Working  _ 


74020  b  Waiter 


76003  Barbermg  _ _ 


76041  Beautician  _ _ 


82055  Pneudraulic  Systems  Mechanic  _ 


82068  Aircraft  Pneudraulic  Systems  Mechanic 


86002  Aircraft  Engine  Mechanic _ _ 


86010  Small  Engine  Mechanic  _ 


86075  Liquid  Fuel  Rocket  Engine  Mechanic _ 


88010  Aircraft  Propellor  Mechanic  _ 


88040  Aircraft  Mechanical  Parts  Repairing  _ 


88052  Aircraft  Mechanic  _ _ 


88062  Aircraft  Servicing  _ 


88063  Aircraft  Tire  Mounting  _ 


88082  Airframe  Test  Operating 


Film  Assembling  &  Repairing  _ 


Motion  Picture  Developing/Printing  Machine  Operating 


Miscellaneous  Vessel  Jobs 


Ship  Pilot 


Damage  Control  Assistant  Leader _ 


Damage  Control  Leader  _ 


Boatswain 


Carpenter 


Carpenter-Maintenance 


Boatswain's  Mate 


Able  Seaman 


Able  Seaman-Maintenance 


Quartermaster 


Seaman-Fisherman 


Ordinary  Seaman 


Damage  Controlman 


Chief  Electrician 


Electrician 


Electrician-Maintenance 


Second  Electrician 


Third  Electrician 


Refrigeration  Engineer 


Second  Refrigeration  Engineer 


Third  Refrigeration  Engineer 


OPM  OCC  TITLE 


DOD  OCC 


646 


644 


822 


822 


822 


822 


822 


822 


823 


850 


850 


822 


822 


850 


860 


840 


840 


840 


840 


800 


’  Footnotes  are  defined  in  the  introductory  materiai. 
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B 
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DOD  OCC 

99048 

m 

Plumber 

720 

99049 

b 

Assistant  Plumber 

720 

99050 

Plumber  Machinist 

702 

99053 

Deck  Engineer  Mechanic 

652 

99055 

Pumpman 

652 

99056 

“b 

Enqineman 

652 

99057 

Engine  Utilityman 

652 

99058 

13 

Evaporator  Utilityman 

652 

99059 

m 

Machinist 

702 

99060 

“b 

Oiler 

651 

99061 

13 

Oiler  Diesel 

651 

99062 

13 

Refrigeration  Oiler 

720 

99063 

B 

Fireman 

651 

99064 

m 

Fireman  Watertender 

651 

99065 

Wiper 

651 

99068 

Chief  Steward 

801 

99069 

m 

Third  Steward 

801 

99071 

Chief  Cook 

800 

99072 

Steward  Cook 

800 

99073 

Second  Cook 

800 

99074 

Third  Cook 

800 

99075 

Assistant  Cook 

800 

99076 

Cook  Baker 

800 

99077 

Second  Cook  Baker 

800 

99078 

■ 

Night  Cook  and  Baker 

800 

99079 

■ 

Steward  Baker 

800 

99080 

“ 

Third  Pantryman 

800 

99081 

B 

Galleyman 

800 

99082 

B 

Laundryman 

840 

99083 

b 

Assistant  Laundryman 

840 

99084 

b 

Messman 

801 

99085 

Steward  Utilityman 

652 

99088 

Purser 

542 

99089 

Junior  Purser 

542 

99094 

“b 

Assistant  Storekeeper 

551 

99095 

b 

Chief,  Radio  Electronics  Technician 

101 

99097 

b 

First  Radio  Electronics  Technician 

101 

99098 

b 

Yeoman  Storekeeper 

551 

99099 

B 

Second  Radio  Electronics  Technician 

101 

*  Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC I  1|  SERVICE  OCC  TITLE _  ' 


OOA  Duties  Unassigned  _ _ 


OOB  General  Officer _ _ _ 


OOC  Relieved  From  Duty,  Sick  in  Hospital  or  Quarters _ _ 


ODD  [Newly  Commissioned  Officer  Awaiting  Entry  On  Active  Duty  for  Officer  Basic  Course  (OBC)  attendance 


OOE  Student  Officer  _ _ _______ 


01 A  Branch  Immaterial  _ ______________ 


02A  Combat  Arms  Immaterial _ _ _ 


04A  Personnel  Immaterial  _ _ _ 


11 A  a  Infantry  _ _____ 


12A  a  Armor,  General  _ _ _ _  . _ 


12B  a  Armor  _ _ _ 


12C  a  Cavalry  _  _ _ _ 


13A  Field  Artillery,  General  _ _ _ 


14A  [Air  Defense  Artillery,  General _ _ _ 


14B  a|Short-Range  Air  Defense  Artillery  (SHORAD) _ _ _ 


14D  [Hawk  Missile  Air  Defense  Artillery _ _ _ 


14E  [Patriot  Missile  Air  Defense  Artillery _ _ _ 


15A  g  Aviation  General  _ _ _ 


15B  [Aviation,  Combined  Arms  Operations _ _ _ 


15C  [Aviation  All-Source  Intelligence _ _ 


Aviation,  Logistics  _ ________________ 


Special  Forces  _ _ _ 


Engineer,  General  _ _ 


Combat  Engineer  _ _ _ 


Topographic  Engineer  _ _ _ 


Facilities/Contract  Construction  Management  Engineer  (FCCME)  _ 


Signal,  General  _ _ _ 


Communicatlons-Electronics  Automation  _ _ _ 


Communicatlons-Electronics  Operations  _ _ 


Communicatlons-Electronics  Engineering  _ _ 


Communications-Electronics  Networking  _ 


Military  Police  _ 


Strategic  Intelligence  _ ___________________ 


Imagery  Intelligence  _ _ _ 


All  Source  Intelligence  _ _ _ 


Counterintelligence  _ _ 


Human  Intelligence  _  _ _________________ 


Signal  Intelligence-Electronic  Warfare _ _ _ 


Civil  Affairs,  General  (RC  Comp)  _ _ _ 


Psychological  Operations  or  civil  affairs,  general _ _______ 


Psychological  Operations  _ _ _ 


Civil  Affairs  _ 


Psychological  Operations,  and  Civil  Affairs,  Designated _ 


Personnel  Programs  Management  Staff _ _ 


Adjutant  General,  General  _ ___________________ 


Personnel  Systems  Management  _ _________________ 


Army  Band  _ 


Administrative  Systems  Management _ 


Finance  General  _ _ 


Comptroller  _ _ 


Public  Affairs  General  _ 


Broadcast  _ 


Permanent  Professor  _ 


USMA,  Academy  Professor  _ ________________________ 


Foreign  Area,  General  _ _ 


Latin  America  _ _ 


West  Europe  _ _ 


South  Asia  _ 


Russia/East  Europe  _ 


China  _ _ 


Middle  East/North  Africa  _ _ 


Northeast  Asia  _ 


pODflCC 


9E 


1A 


9A 


9E 


9B 


9E 


2E 


7C 


2E 


2E 


2E 


2E 


2E 


2G 


2E 


2F 


'  Footnotes  are  defined  in  the  introductory  materiai. 
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481 


48J 


49A 


498 


49C 


49D 


49E 


49W 


49X 


SERVICE  OCC  TITLE 


South  East  Asia 


Africa,  South  of  Sahara 


Operations  Research,  General  _ 


Operations  Research,  Personnel  _ 


Operations  Research,  Combat  Operations/Weapon  Systems  _ 


Operations  Research,  Planning,  Programming  and  Resource  Management 


Operations  Research,  Test  and  Evaluation  _ 


Trained,  Operations  Research/System  Analysis  _ 


Untrained,  Operations  Research/System  Analysis 


Research  &  Development  General  _ 


Test  &  Evaluation 


Combat  Developments  _  _ 


Acquisition  _ 


Nuclear  Research  and  Operations 


Systems  Automation  Management _ 


Systems  Automation  Engineering  _ 


Systems  Automation  Acquisition  _ 


Designated  Systems  Automation  _ _ 


Operations,  Plans  and  Training  _ 


Judge  Advocate,  General  _ 


Military  Judge  _ 


Command  and  Unit  Chaplain 


Clinical  Pastoral  Educator 


Operational  Medicine  Officer  _ 


Nuclear  Medical  Officer 


Preventive  Medicine  Officer 


Occupational  Medicine  Officer  _ 


Pulmonary  Disease  Officer _ 


Gastroenterologist  _ 


Cardiologist 


Obstetrician  and  Gynecologist  _  _ 


Urologist  _  _ _ 


Dermatologist  _ 


Allergist,  Clinical  Immunologist  _ 


Anesthesiologist  _ 


Pediatrician  _ 


Pediatric  Cardiologist 


Child  Neurologist  _ 


Ophthalmologist  _ 


Otolaryngologist  _ 


Child  Psychiatrist  _ 


Neurologist  _ 


Psychiatrist  _ 


Nephrologist  _ _ 


Medical  Oncologist/Hematologist 


Endocrinologist _ 


Rheumatologist  _ 


Clinical  Pharmacologist  _ 


Internist 


Infectious  Disease  Officer 


Family  Physician  _ 


General  Surgeon  _  _ 


Thoracic  Surgeon 


Plastic  Surgeon  _ 


Orthopedic  Surgeon  _ 


Flight  Surgeon _ 


Physiatrist 


Therapeutic  Radiologist  _ 


Diagnostic  Radiogist  _ 


Pathologist 


Peripheral  Vascular  Surgeon  _ 


Neurosurgeon  _ 
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5J 


5J 


5J 


5J 
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5G 
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6A 
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6A 


6A 


6A 


6A 


6A 


6A 


6A 


6A 


6A 


6A 


6A 
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62A 


62B 


63A 


63B 


63D 


63E 


63F 


63H 


63K 


63M 


63N 


63P 


63R 


64A 


65A 


65B 


65C 


65D 


C 


66E 


66F 


66H 


66H-8D 


66H-8E 
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Emergency  Physician  _ 


Field  Surgeon  _ _ 


General  Dentist 


Comprehensive  Dentist  _ 


Periodontist  _ 


Endodontist  _ 


Prosthodontist  _ 


Public  Health  Dentist  _ 


Pediatric  Dentist  _ 


Orthodonist 


Oral  and  Maxillofacial  Surgeon  _ 


Oral  Pathologist  _ _ 


Executive  Dentist  _ 


Senior  Veterinarian 


Occupational  Therapy  _ 


Physical  Therapy  _ 


Dietitian 


Physician's  Assistant  _ 


Psychlatric/Mental  Health  Nurse  _ 


Operating  Room  Nurse  _ _ 


Nurse  Anesthetist 


Medical  Surgical  Nurse  _ 


Nurse  Midwife  _ 


Medical  Surgical  Nurse  Practitioner  _ 


Generalist  Nurse 


Health  Services  _ 


Laboratory  Sciences  _ 


Preventive  Medicine  Sciences  _ 


Behavioral  Sciences 


Pharmacy  _ 


Optometry  _ 


Podiatry  _ 


Aeromedical  Evacuation  _ 


Health  Care  Administration  _  _ 


Health  Services  Administration  _ 


Health  Services  Comptroller  _ 


Health  Services  Systems  Management  _ 


Patient  Administration 


Health  Services  Human  Resources 


Health  Services  Plans  Operation  Intelligence,  Security  and  Training 


Health  Services  Materiel 


Microbiology  _ 


Biochemistry  _ 


Clinical  Laboratory  _ 


Research  Psychology  _ 


Nuclear  Medical  Science 


Entomology  _ 


Audiology  _ 


Environmental  Science 


Sanitary  Engineer  _ _ 


Social  Work  _ 


Clinical  Psychology _ 


Chemical,  General 


Chemical  Operations  and  Training  _ 


Chemical  Munitions  and  Materiel  Management 


Field  Veterinary  Service  _ 


Veterinary  Preventive  Medicine  _ 


Veterinary  Laboratory  Animal  Medicine 


Veterinary  Pathology  _ 


Veterinary  Microbiology  _ 


Veterinary  Comparative  Medicine 


Transportation,  General 


DOD  OCC 


6A 


6A 


6C 


6C 


6C 


6C 


6C 


6C 


6C 


6C 


6C 


6C 


6C 


6G 


6H 


6H 


6H 


6H 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


61 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6 


61 


61 


61 


61 


61 


61 


61 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


4K 


4K 


4E 


6G 


6G 


6G 


6G 


6G 


6G 


8C 


*  Footnotes  are  defined  in  the  introductory  material. 
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111 

SERVICE  OCC  TITLE 

■/pODllQOGil 

88B 

Traffic  Management 

8C 

88C 

Marine  and  Terminal  Operations 

8C 

88D 

Motor/Rail  Transportation 

8C 

90A 

Logistics 

8A 

91A 

Ordnance,  General 

4E 

91B 

Maintenance  Management 

8C 

91D 

Munitions  Materiel  Management 

4E 

91E 

Explosive  Ordnance  Disposal 

4E 

92A 

Quartermaster,  General 

8A 

928 

Supply  and  Materiel  Management 

88 

92D 

Aerial  Delivery  and  Materiel 

88 

92F 

Petroleum  and  Water 

88 

97A 

Contracting  and  Industrial  Management  Officer 

8D 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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3ERVICE0CC  I  1|  SERVICE  OCC  TiTtE 


001 A  I  Unqualified  in  Authorized  Warrant  Officer  MOS _ 


002A  Patient  _ 


003A  Student  _ 


004A  iDuties  Unassigned  or  in  Transit  _ 


Oil  A  Branch/MOS  Immaterial  _ 


131A  Field  Artillery  Targeting  Technician _ 


140A  Command  and  Control  Systems  Technician _ 


140B  a  FAAD  Systems  Technician  _ 


140D  HAWK  System  Technician  _ 


140E  PATRIOT  System  Technician  _ _ 


150A  [Air  Traffic  Control  Technician _ 


151A  [Aviation  Maintenance  Technician  _  _ 


152B  PH-58A/C  Scout  Pilot  _ 


152C  pH-6  Scout  Pilot  _ _ 


152D  PH-58D  Pilot  _ _ 


152F  AH-64  Attack  Pilot _ 


152G  AH-1  Attack  Pilot  _ 


153A  [Rotary  Wing  Aviator  (Aircraft  Nonspecific) _ 


153B  UH-1  Pilot  _ _ 


153D  UH-60  Pilot  _ 


154C  CH-47D  Pilot  _ 


155A  [Fixed  Wing  Aviator  (Aircraft  Nonspecific) _ 


155D  U-21  Pilot  _ _ 


155E  C-12  Pilot  _ 


180A  a  Special  Forces  Warrant  Officer _ 


21 OA  Utilities  Operation  and  Maintenance  Technician  _ _ 


21 5D  Terrain  Analysis  Technician  _ _ 


250A  [Communications  Security  Technician  _ 


250B  Tactical  Automated  Network  Technician  _ 


251A  Data  Processing  Technician  _ 


311A  CID  Special  Agent  _ _ 


350B  All  Source  Intelligence  Technician _ 


350D  Imagery  Intelligence  Technician _ 


350L  Attache  Technician  _ 


351B  [Counterintelligence  Technician _ 


35 1C  Area  Intelligence  Technician _ 


E  Interrogation  Technician _ 


Traffic  Analysis  Technician  _ 


Emitter  Location/Identification  Technician 


Voice  intercept  Technician  _ 


Morse  Intercept  Technician 


Emanations  Analysis  Technician 


Non-Morse  Intercept  Technician 


Intelligence  Electronic  Warfare  Equipment  Technician  _ 


Military  Personnel  Technician 


Bandmaster  _ 


Legal  Administrator  _ _ 


Physician's  Assistant  _ 


Veterinary  Services  Technician  _ 


Health  Services  Maintenance  Technician 


Marine  Deck  Officer 


Marine  Engineering  Officer  _ 


Ammunition  Technician 


Land  Combat  Missile  Systems  Technician 


Armament  Repair  Technician 


Allied  Trades  Technician 


Unit  Maintenance  Technician  (Light) 


Unit  Maintenance  Technician  (Heavy) 


Support  Maintenance  Technician  _ 


High-to-Medium  Altitude  Air  Defense  (HIMAD)  DS/GS  Maintenance  Tech 


Maneuver  Forces  Air  Defense  Systems  (MFADS)  Technician 


TMDE  Maintenance  Support  _ 
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1 

service  OCC  TITLE 

DOD  OCG 

Electronic  Systems  Maintenance  Technician 

Engineer  Equipment  Repair 

920A 

Property  Accounting  Technician 

SB 

920B 

Supply  Systems  Technician 

SB 

Airdrop  Systems  Technician 

4N 

922A 

Food  Service  Technician 

SE 

Footnotes  are  defined  in  the  introductory  materiai. 
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SERVICE  OCC  I  1 1  _ _ SERVICE  OCC  TITLE 


0002  Medical  Department  Staff  Offtcer  _ 


0005  Director,  Health  Service  or  Program _ _ 


0010  {Chairman  of  Department,  Teaching  Program _ 


0020  Health  Services  Department  Head _ 


0026  Health  Services  Branch  Clinic  Director _ _ 


0028  Health  Services  Division  Officer _ 


0030  Health  Science  Research  Officer _ 


0031  Plans,  Operations  and  Medical  Intelligence _ 


0049  {Health  Services  Quality  Assurance  Coordinator _ 


0055  I  {Commanding  Officer,  Fleet  Marine  Force  Company _ 


0101  Internist  _ _ _ 


0102  {General  Practice  Medical  Officer _ 


0104  I  Intern  _ 


0105  Pediatrician  _ _ _ 


0106  Health  Services  Resident _ _ _ 


0107  {Undersea  Medical  Officer _ 


0108  Family  Practitioner  _ _ 


0109  [Emergency  Medical  Specialist _ _ _ 


0110  Flight  Surgeon  _ _ 


0111  Dermatologist _ _ _ 


0113  Physician's  Assistant  _ _ _ 


0115  Psychiatrist  _ _ _ _ 


0118  Anesthesiologist  _ _ _ 


0121  Neurologist 


0131  {Radiologist  (Diagnostic) _ _ _ 


0135  {Radiologist  (Therapeutic) _ _ 


0140  {Nuclear  Medicine  Specialist _ _ _ 


0150  Pathologist _ 


0160  [Preventive  Medicine  Officer _ _ _ 


0163  [Preventive  Medicine  Officer  (Aerospace) _ _ 


0166  [Preventive  Medicine  Officer  (Occupational) _ 


0169  {Preventive  Medicine  Officer  (Public  Health) _ _ _ 


0214  [General  Surgeon _ _ 


0224  Neurosurgeon  _ _ 


0229  { Obstetrician-Gynecologist _ _ _ 


0234  Ophthalmologist  _ _ _ 


0244  Orthopedic  Surgeon _ _ _ _ 


0249  Otolaryngologist  _ _ 


0254  Plastic  Surgeon  _ 


0259  Colon  and  Rectal  Surgeon _ _ 


0264  Thoracic  and  Cardiovascular  Surgeon _ 


0269  Urologist  _ _ 


0335  {Dental  Officer  General  Practitioner _ 


0340  Operative  Dentist 


0510  Endodontist  _ 


0525  Comprehensive  Dentist  _ _ _ 


0530  Maxillofacial  Prosthetist  _ 


0535  [Orthodontist _ _ 


0545  Oral  Diagnostician  _ 


0550  Oral  Maxillofacial  Surgeon _ _ 


0560  Periodontist  _ 


0569  Prosthodontist  _ 


5  Public  Health/Preventive  Dentistry  Officer _ 


9  Pedodontist  _ _ _ _ 


0580  Ora!  Pathologist  _ 


0800  Health  Care  Administrator _ 


0801  Administrative  Officer,  Dental  Service _ _ 


0808  Patient  Administrator  _ _ 


0814  Food  Service  Officer,  Medical  Facility _ 


0820  Operations  Management  Officer,  Medical  Facility _ 


0822  Medical  Facilities  Liaison  Officer  _ _ 


0840  I  [Biochemist 
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61 


61 


61 


61 


61 


61 
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0841  Microbiologist 


0845  Radiation  Health  Officer 


0847  Radiation  Specialist 


0848  Physiologist 


0849  Aerospace  Physiologist 


0851  Clinical  Psychologist 


0852  Aerospace  Experimental  Psychologist 


0854  Research  Psychologist 


0860  Entomologist 


0861  Environmental  Health  Officer 


0862  Industrial  Hygiene  Officer 


0866  Medical  Technologist 


0868  Social  Worker 


0871  Audiologist 


0873  Physical  Therapist 


0874  Occupational  Therapist 


0876  Dietitian 


0880  Optometrist 


0887  Pharmacist 


0892  Podiatrist 


0904  Critical  Care  Nurse 


0925  Clinical  Specialist,  Nursing 


0932  Perioperative  Nurse 


0935  Ambulatory  Care  Nurse 


0944  Staff  Nurse 


0952  Nurse  Anesthetist 


0963  Primary  Care  Nurse  Practitioner 


1005  Accounting  Officer 


1015  Internal  Review  Officer 


1025  Budget  Officer 


1045  Disbursing  Officer 


1050  Comptroller 


1 105  Mess  Treasurer/Caterer 


1112  Bachelor  Quarters  Manager 


Food  Service  Officer 


Air  Traffic  Officer 


Cargo  Handling  Officer 


Passenger  Transportation  Officer 


Household  Goods  Officer 


Transportation  Logistics  Officer 


Transportation  Director 


Issue  Control  Officer 


Material  Division  Officer 


Naval  Supply  Control  Officer 


Warehouse  and  Storage  Officer 


Procurement  Management  Officer 


Procurement  Contracting  Officer 


Administrative  Contracting  Officer 


Inventory  Control  Methods  Officer 


Stock  Control  Officer,  Requirements 


Stores  Officer 


General  Supply  Officer 


Equipment  Program  Support  Officer 


Navy  Exchange  Officer 


Ship  Store  Officer 


Fuel  Logistics  Planning  Officer 


Fuel  Depot  Officer 


Staff  Supply  Officer 


Supply  Field  Services  Officer 


Supply  Logistics  Officer 


Supply  Plans  Officer 


Technical  Supply  Officer  (General) 


SERVICE  OCC  TITLE 


DODiOCC 
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1991 


2050 


2060 


2070 


2071 


2085 


2090 


2098 


2105 


2145 


2153 


2155 


2160 


2161 


2162 


2163 


2164 


2165 


2166 


2167 


2168 


2170 


2175 


2176 


2180 


2181 


2190 


2192 


2240 


2245 


2306 


2310 


2323 


2332 


2365 


2410 


2412 


2415 


2425 


2430 


2435 


2445 


2505 


2510 


2515 


2517 


2518 


2520 


2525 


2529 


2530 


2535 


2554 


2556 


2557 


2558 


SERVICE  OCC  TITLE 


Technical  Supply  Officer  (Aviation)  _ 


Mathematics  Research  Officer 


Physical  Sciences  Research  Officer  _ _ 


Physicist,  General  _ 


Physicist,  Nuclear  _ 


Statistical  Data  Analyst  _ 


Chemist  _ 


Space  Projects  Technologist  _ 


Air  Warfare  Research  Officer 


Armament  Research  Officer 


Naval  Observatory  Officer  _ 


Naval  Sciences  Research  Coordinator/Administrator 


Designated  Project  Manager  _ 


Major  Project  Manager  (Selected)  _ 


Deputy  Designated  Project  Manager _ _ 


Manager,  Designated  Project  Functional  Element _ 


Designated  Project  Business  Administrator _ _ 


Designated  Project  Systems  Integration  Coordinator _ 


Designated  Project  Engineering  Coordinator _ 


Designated  Project  Test  &  Evaluation  Coordinator _ 


Designated  Project  Integrated  Logistics  Systems  Coordinator _ 


Designated  Project  Support  Officer 


Undersea  Warfare  Research  Officer  (General) 


Undersea  Warfare  Research  Officer  (Antisubmarine) 


Preoperational  Test  and  Evaluation  Officer  _ 


Operational  Test  &  Evaluation  Officer  _ 


Liaison  Officer,  Naval  R&D  _ 


Space  Acquisition  Officer  _ 


Language  Officer  _ 


Psychological  Operations  Officer  _ _ 


Oceanography  Services  Officer _ 


Hydrography  Program  Officer  _ _ 


Oceanography  Watch  Officer  _ 


Meteorological  and  Oceanographic  Equipment  Program  Officer 


Staff  Oceanography  Officer _ 


Intragovernmental  Inquiries  Officer _ 


Public  Affairs  Officer 


Historical  Officer  _ 


Pictorial  Editor  _ 


Press  Officer 


Field  Press  Censorship  Officer  _ 


Radio-Television  Program  Officer  _ 


General  Attorney  _ 


Administrative  Law  Attorney  _ 


Admiralty  Attorney 


Appellate  Military  Judge  _ 


Appellate  Counsel  _ 


Claims  Attorney  _ 


Acquisition/Procurement  Attorney  _ 


International  Law  Attorney 


Legislative  Counsel 


Legal  Assistance  Attorney  _ 


Military  Judge,  General  Courts-Martial  _ 


Military  Judge,  Special  Courts-Martial  _ 


Trial  Counsel 


Defense  Counsel 


Legal  Officer  _ 


Military  Justice  Management  Officer 


Administrative  Assistant 


Management  Analysis  and  Control  Officer  _ 


Management  Information  Systems  Officer  _ 


Management  Information  Center  Officer 


DODPOC 


8B 


5J 


5L 


5A 


5A 


5J 


5A 


5A 


5A 


5A 


5A 


5L 


IB 


’  Footnotes  are  defined  in  the  introductory  material. 


4-72 


INDEX 

NAVY  OFFICER-DUTY 


SERVICE  OCC 

1 

1  SERVICE  OCC  TITLE 

DODOCG 

2615 

Administrative  Officer 

7A 

2617 

Postal  Officer 

7A 

2642 

Maintenance  and  Material  Management  Data  Analyst 

7E 

2670 

Records  Management  Officer 

7A 

2690 

Printing  and  Publications  Officer 

8G 

2715 

Disaster  Preparedness  Officer 

4J 

2740 

Safety  Engineer 

4J 

2748 

Security  Manager,  Information  Security  Program 

3C 

2750 

Law  Enforcement  and  Security  Officer,  Staff 

7H 

2765 

Nuclear,  Biological  and  Chemical  Defense  Officer 

4J 

2771 

Law  Enforcement  and  Security  Officer,  Afloat 

7H 

2775 

Law  Enforcement  and  Security  Officer,  Shore  Activity 

7H 

3015 

Mobilization  and  Selection  Officer 

7C 

3020 

Procurement  and  Recruiting  Officer 

7C 

3035 

Induction  and  Enlistment  Officer 

7C 

3120 

Personnel  Classification  Officer 

7C 

3125 

Personnel  Distribution  Officer  (General) 

7C 

3126 

Personnel  Distribution  Officer  (Officer) 

7C 

3127 

Personnel  Distribution  Officer  (Enlisted) 

7C 

3215 

Education/Training  Planning  and  Program  Officer  (General) 

7B 

3217 

Training  Planning  and  Program  Officer  (Aviation,  Flight) 

7B 

3219 

Training  Planning  and  Program  Officer  (Aviation,  Ground) 

7B 

3220 

Leadership/Management  Training  Program  Officer 

7B 

3230 

Educational  Services  Officer 

7G 

3236 

Ground  School  Instructor 

5K 

3240 

Officer  Candidate  Company  Officer 

5K 

3242 

Indoctrination  Training  Officer 

5K 

3245 

Instructor,  General 

5K 

3250 

Instructor,  Technical 

5K 

3251 

Instructor,  Academic 

5K 

3254 

Instructor,  Academic  (Social  Science) 

5K 

3255 

Instructor,  Academic  (Physical  Science) 

5K 

3260 

Instructor,  Engineering 

5K 

3262 

Instructor  Training  Officer 

7B 

3265 

Advanced  Command  &  Staff  School  Instructor 

5K 

3270 

Instructor,  Naval  Science 

5K 

3271 

Nuclear  Weapons  Instructor 

5K 

3274 

Physical  Training  Officer 

7B 

3277 

Professor  of  Naval  Science 

7B 

3283 

School  Administrator 

7B 

3289 

Student 

9B 

3290 

Training  Officer 

7B 

3298 

Training  Publications  and  Curriculum  Officer 

7B 

3320 

Human  Resource  Management  Officer 

5M 

3330 

Equal  Opportunity  Program  Officer 

7C 

3350 

Counseling  and  Assistance  Center  Director 

5M 

3412 

Brig  Officer 

7H 

3415 

Discipline  Administration  and  Review  Officer 

7C 

3420 

Personnel  Performance  Officer  (General) 

7C 

3421 

Personnel  Performance  Officer  (Officer) 

7C 

3422 

Personnel  Performance  Officer  (Enlisted) 

7C 

3520 

Music  Director 

7N 

3525 

Family  Services  Center  Director 

7C 

3535 

Special  Services  Officer 

7N 

3701 

Chaplain 

5G 

3740 

Supervisory  Chaplain 

5G 

3745 

Force  Chaplain 

5G 

3750 

Claimant  Chaplain 

5G 

3910 

Transient  Personnel  Unit  Officer 

7C 

3925 

Military  Manpower  Requirements  Control  Officer 

7C 

3943 

Manpower  Planning  Officer 

7C 

3950 

Personnel  Research  Officer 

7C 

*  Footnotes  are  defined  in  the  introductory  materiai. 
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4225 


4230 


4240 


4250 


4255 


4260 
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6282 


6305 


6380 


6457 


6470 


6472 
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6503 


6516 


6537 
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SERVICE  OCC  TITLE 


Personnel/Manpower  Management  Officer  _ _ 


Personnel  Planning  Officer  _ _ 


Personnel  Plans  &  Policy  Chief  _ _ 


Personnel  Plans  &  Policy  Director  _ 


Staff  Personnel  Officer  _ 


Facilities  Engineering  Officer  _ 


Staff  Civil  Engineer  _ 


Facilities  Planning  &  Programming  Officer _ 


Facilities  Design  Officer  _ 


Facilities  Research  Officer  _ _ 


Facilities  Construction/Facilities  Services  Officer  _ 


Petroleum  Production  Engineering  Officer  _ 


Public  Works  Officer  _ 


Public  Works  Operations  Officer  _ 


Public  Works  Maintenance  Officer  _ _ 


Public  Works  Transportation  Officer  _ 


Public  Works  Utilities  Officer  _ _ 


Public  Works  Planning  Officer  _ _ 


Commanding  Officer,  Naval  Construction  Forces _ 


Executive  Officer,  Naval  Construction  Forces  _ _ 


Operations  Officer,  Naval  Construction  Forces _ 


Company  Officer,  Naval  Construction  Forces  _ 


Officer  in  Charge,  Naval  Construction  Battalion  Unit _ 


Training  Device  Program  Coordinator  _ 


Electronics  Engineering  Officer  _ 


Electronic  Engineering  Plans  and  Policies  Director _ 


Electronic  Equipment  Research  Officer _ _ 


Electronic  Installation  &  Maintenance  Planning  Officer  (General) 


Electronic  Installation  &  Maintenance  Planning  Officer  (Aviation) 


Space  Requirements  Analyst _ _ 


Electronic  Inspection  and  Survey  Officer _ _ 


Aircraft  Electronics  Director  _ 


Electronics  Logistics  Officer _ _ 


Electronic  Equipment  Military  Characteristics  Officer _ 


Electronic  Equipment  Installation,  Maintenance  and  Repair  Officer 


Electronics  Research  Administrator  _ 


Staff  Electronic  Material  Officer  _ 


Ammunition  Material  Officer  _ 


Surface  Munitions  Project  Officer _ _ 


Guided  Missile  Test  Officer  _ _ 


Guided  Missile  Type  Project  Officer  (General) _ 


Guided  Missile  Type  Project  Officer  (Air-Launched) 


Guided  Missile  Type  Project  Officer  (Ship-Launched) 


Armament  Proof  Officer  _ _ 


Weapons  Equipment  Project  Officer  _ _ 


Fire  Control  Inspection  and  Repair  Officer _ 


Weapons  Control  Systems  Project  Officer  (General) _ 


Weapons  Control  Systems  Project  Officer  (Surface) _ 


Optical  Repair  Officer  _ _ 


Degaussing  Officer  _ 


Mine  Assembly  and  Repair  Officer _ _ 


Torpedo  Weapons  Officer _ _ 


Torpedo  Test  Officer  _ _________ 


Undersea  Weapons  Project  Officer _ _ 


Weapons  Distribution  Officer _ _ 


Weapons  Maintenance  Officer _ _ _ 


Weapons  Procurement  Officer  _ 


Weapons  Material  Officer  (General) _ _ 


Weapons  Material  Officer  (Nuclear) _ _ _ 


Program  Manager,  Weapons  Systems _ _ 


Naval  Plant  Representative  _ 


Weapons  Design  Officer 


DOD  OCC 


7C 


7C 


7C 


7C 


7C 


4A 


4A 


4A 


4A 


4A 


4A 


4N 


4A 


4A 


4A 


8C 


4A 


4A 


4A 


4A 


4A 


4A 


4A 


4N 


4B 


4B 


4B 


4B 


4B 


5A 


4B 


4B 


8A 


4B 


4B 


5L 


4B 


4E 


4E 


2F 


’  Footnotes  are  defined  in  the  introductory  material. 
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Naval  Weapons  Technical  Liaison  Officer 

4E 

sasBi 

Weapons  Systems  Inspection  and  Survey  Officer 

4E 

6938 

Weapons  &  Ammunition  Inspection/Safety  Officer 

4E 

6940 

Weapons  Installation  and  Repair  Superintendent 

4E 

6942 

Weapons  Logistics  Officer 

8A 

6948 

Weapons  Military  Characteristics  Officer 

4E 

6960 

Weapons  Officer,  Naval  Activity 

4E 

6962 

Weapons  Planning  and  Progress  Officer 

4E 

6966 

Weapons  Plans  and  Policies  Director 

4E 

6968 

Weapons  and  Ammunition  Production  Officer 

4E 

6974 

Weapons  Technical  Information  Officer 

4E 

6978 

Weapons  Repair  Officer 

4E 

6980 

Weapons  Research  Planning  Officer 

5L 

6982 

Weapons  Technical  Officer 

4E 

6990 

Weapons  Safety  Officer 

4J 

6999 

Staff  Weapons  Material  Officer 

4E 

7120 

Naval  Engineering  Hull  Development  Officer 

4G 

7140 

Hull  Inspection  Officer 

4G 

7165 

Hull  Superintendent 

4G 

7187 

Staff  Hull  Material  Officer 

4G 

7241 

Machinery  Installation  &  Repair  Superintendent 

4H 

mmtm 

Naval  Engineering  Machinery  Development  Officer 

4H 

7249 

Nuclear  Systems  and  Components  Repair  Officer,  Ship 

4H 

7251 

Radiological  Control  Officer 

4J 

7273 

Nuclear  Power  Research  Project  Officer 

4N 

7285 

Staff  Machinery  Material  Officer 

4H 

7358 

Fuels  and  Lubricants  Technical  Officer 

4N 

7420 

Ship  Type  Planning  &  Estimating  Superintendent 

4G 

7435 

Quality  Assurance  Superintendent 

4N 

7445 

Production  Engineering  Officer 

8D 

7450 

Shop  Production  Officer 

8D 

7901 

Ship  Activation/Inactivation  Officer 

4G 

7905 

Ship  Project  Officer 

4G 

7910 

Engineering  Liaison  Officer 

4G 

7927 

Naval  Engineering  Inspection  Officer 

4G 

7930 

Ship  Electrical  Repair  Officer 

4B 

7931 

Naval  Engineering  Logistics  Officer 

8A 

7936 

Ship  Construction  and  Repair  Superintendent  (General) 

4G 

7937 

Ship  Construction  and  Repair  Superintendent  (Surface  Ships) 

4G 

7938 

Ship  Construction  and  Repair  Superintendent  (Submarines) 

4G 

7939 

Ship  Construction  and  Repair  Superintendent  (Nuclear) 

4G 

7959 

Naval  Engineering  Research  Project  Officer 

5L 

7966 

Naval  Engineering  Trials  and  Survey  Officer 

4G 

7968 

Nuclear  Power  Superintendent 

4N 

7970 

Yard  Planning  Officer 

4G 

7974 

Naval  Engineering  Officer,  Ship  Design 

4G 

7976 

Ship  Repair  Officer 

4G 

7984 

Ship  Type  Engineering  Officer 

4G 

Supervisor  of  Shipbuilding,  Conversion,  and  Repair 

8D 

7997 

Yard  Production  Officer 

4G 

7998 

Combat  Systems  Superintendent 

4G 

7999 

■ 

Technical  Assistant  For  Weapons 

4E 

H 

Aerodynamics  Engineering  Officer 

4D 

8004 

Aeronautical  Engineering  Officer,  Aircraft  Mechanical,  Electronic,  Electrical  and  Safety  Equipment 

4D 

8015 

Aircraft  Armament  Development  Officer 

4E 

8018 

Aircraft  Production  Officer 

4D 

8026 

Aircraft  Test  Engineer 

4D 

Aircraft/Guided  Missile  Engine  Project  Officer 

4D 

8050 

Launching,  Recovery  and  Landing  Aids  Engineering  Officer 

4D 

8074 

Ground  Support  Equipment  and  Ship  Facilities  Arrangement  Officer 

4D 

8076 

Type  Aircraft  Design  and  Development  Officer 

4D 

8112 

_ 

Aviation  Maintenance  Field  Representative 

4D 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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8115  lAviation  Maintenance  Management  Engineer _ _ 


8116  lAviation  Maintenance  Planning  Officer _ _ 


8118  lAviation  Maintenance  Engineering  Officer _ 


8125  lAviation  Overhaul  Schedules  Officer _ 


8141  I  Depot  Maintenance  Engineering  &  Quality  Officer _ 


8152  I  Depot  Maintenance  Production  Officer _ 


8175  [Aircraft  Intermediate  Maintenance/Material  Control  Officer _ 


8176  [Aircraft  Organizational  Maintenance/IVIaterial  Control  Officer _ 


Aircraft  Maintenance  Quality  Control  Officer  _ 


Air  Wing  Maintenance  Officer _ _ 


Aircraft  Intermediate  Maintenance  Officer,  General 


Aircraft  Organizational  Maintenance  Officer,  General _ 


Aircraft  Intermediate  Maintenance  Officer,  Powerplants 


Aircraft  Intermediate  Maintenance  Officer,  Airframes  _ 


Aircraft  Intermediate  Maintenance  Officer,  Armament  Equipment 


Aircraft  Intermediate  Maintenance  Officer,  Support  Equipment  _ 


Aircraft  Organizational  Maintenance  Officer,  Line  Division _ 


Aircraft  Organizational  Maintenance  Officer,  A/C  Division _ 


Aircraft  Intermediate  Maintenance  Officer,  Avionics  _ 


Aircraft  Organizational  Maintenance  Officer,  Avionics/Weapons  Div 


Aviator  _ 


Carrier  Airborne  Combat  Information  Center  Officer  _ 


Instrument  Flight  Instructor-Pilot 


Special  Project  Pilot _ 


Special  Project  Airborne  Electronics  Evaluator _ 


Test  Pilot  _ _ 


Naval  Flight  Officer  Instructor,  Training  Planes _ 


Flight  Instructor,  Training  Planes _ 


Flight  Instructor-Pilot,  Fleet  Operational  Aircraft 


Flight  Instructor-NFO,  Fleet  Operational  Aircraft _ 


Antisubmarine  Classification  &  Analysis  Officer,  Aviation 


Air  Boatswain  _ 


Catapult  and  Arresting  Gear  Officer  _ _ 


Air  Officer  _ _ 


Air  Operations  Officer,  Afloat  _ _ 


Strike  Operations  Officer  _ 


Aircraft  Handling  Officer  _ _ 


Aircraft  Fueling  Officer  _  • 


Radar  Air  Traffic  Control  Center  Officer  _ 


Air  Traffic  Control  Officer  _ 


Officer  in  Charge,  Aviation  Unit  or  Detachment _ 


Flight  Deck  Officer  _ _ 


Aviation  Safety  Officer  _ _ 


Controlled  Approach  Officer _ _ 


Guided  Missile  Test  Officer,  Air-Launched 


Hanger  Deck  Officer  _ 


Landing  Signal  Officer  _ 


Operations  Officer,  Aviation  Shore  Activity _ 


Squadron  Commanding  Officer  _ 


Squadron  Executive  Officer  _ _ 


Squadron  Special  Missions  Officer _ 


Squadron  Department  Head  _ 


Squadron  Operations  Officer  _ _ 


Staff  Air  Operations  &  Planning  Officer  _ _ 


Staff  Air  Defense  Officer  _ 


Aviation  Model  Manager  _ 


Naval  Air  Training  and  Operating  Procedures  Standardization  Officer 


Motion  Picture  and  Television  Project  Officer  _ _ 


Image  Forming  Systems  Maintenance  Officer _ 


Photographic  Officer _ 


Aircraft  Material  Control  and  Allocation  Officer 


Aviation  Tactical  Readiness  Officer 


DOPOCC 


7A 


4D 


4D 


4D 


4D 


4D 


4D 


4D 


4D 


4D 


4D 


4D 


4D 


4D 


4D 


4D 


'  Footnotes  are  defined  in  the  introductory  material. 
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8960  Navy  Airspace  Officer 


8972  Staff  Air  Tactical  Officer 


8976  ]  Target  Aircraft  Controiler 


8995  Staff  Aviation  Safety  Officer 


9005  I  Commander,  Operating  Forces  Command 


9006  Commander,  Operating  Forces  (Selected) 


9009  Area  Commander 


9015  Chief  of  Staff 


9016  Chief  Staff  Officer 


9018  Convoy  Commodore 


9019  Convoy  Commodore  Staff  Officer 


9021  Fiag  Lieutenant 


9025  Advisor  to  Command  in  Combat 


9034  Staff  Administration  Officer 


9038  Staff  Special  Projects  Operations  Officer 


9040  Staff  Antisubmarine  Officer 


2  Staff  Combat  Information  Center  Officer 


Staff  Naval  Control  of  Shipping  Officer 


Staff  Operations  Command  Center  Watch  Officer 


Staff  Electronic  Warfare  Officer 


Shipping  Control  Officer 


Logistics  Officer 


Military  Assistance  Programs  Officer 


Staff  Weapons  Officer 


Staff  Liaison  Officer 


Staff  Command  and  Control  Officer 


Amphibious  Operations  Officer 


Staff  Material  Officer 


Staff  Mine  Warfare  Officer 


Staff  Operations  &  Plans  Officer 


Anti"Air  Warfare  Operations  Officer 


Staff  Readiness  Officer  (General) 


Staff  Readiness  Officer  (Aviation) 


Staff  Readiness  Officer  (Weapons) 


Staff  Readiness  Officer  (Engineering) 


Staff  Readiness  Officer  (Seamanship) 


Staff  Readiness  Officer  (Damage  Control) 


Staff  Readiness  Officer  (Tactics) 


Staff  Readiness  Officer  (Communications) 


Staff  Readiness  Officer  (Combat  Information  Center) 


Staff  Readiness  Officer  (Antisubmarine  Warfare) 


Staff  Readiness  Officer  (Submarine  Warfare) 


Staff  Readiness  Officer  (Amphibious  Warfare) 


Staff  Readiness  Officer  (Electronic  Warfare) 


Staff  Nuclear  Weapons  Officer 


Flag  Secretary 


Staff  Submarine  Warfare  Officer 


Operations  Analyst 


Strategic  Plans  Officer 


Staff  Plans  Officer 


Gunnery /Ordnance  Officer 


Antisubmarine  Weapons  Officer 


Offshore  Control  &  Surveillance  System  Officer 


Boat  Group  Officer 


Air  Intercept  Controller  Supervisor 


CIC  Officer 


Naval  Tactical  Data  System-Combat  Information  Center  Officer 


Commanding  Officer,  Afloat 


NTDS--CIC  Watch  Officer,  CCA  Controller 


NTDS--CIC  Watch  Officer,  General 


Executive  Officer,  AFLT 


Explosive  Ordnance  Disposal  Officer 


DOD  OCC 


^  Footnotes  are  defined  in  the  introductory  materia!. 
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9233 
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9237 


9238 


9242 


9246 


9247 


9250 


9252 


9253 


9254 


9255 


9258 


9259 


9261 


9266 


9268 


9272 


9273 


9274 


9275 


9278 


9279 


9282 


9283 


9284 


9285 


9286 


9289 


9290 


9291 


9292 
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9296 


9297 


9298 
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9312 


9313 


9314 
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Explosive  Ordnance  Disposal  Mobile  Unit  Officer _ 


Commanding  Officer,  Afloat  (Lieutenarit) _ 


Commanding  Officer,  Afloat  (Lieutenant  Commander) _ 


Commanding  Officer,  Afloat  (Commander) _ 


Commanding  Officer,  Afloat  (Captain) 


Fire  Control  Officer  (General)  _ 


Fire  Control  Officer  (Surface-To-Air  Missiles) 


First  Lieutenant,  Afloat  _ 


Strike  Warfare/Missile  Systems  Officer  (General)  _ 


Strike  Warfare/Missile  Systems  Officer  (Surface-to-Air  Missile) 


Division  Officer,  Weapons  Department  (General)  _ 


Division  Officer,  Weapons  Department  (Gunnery)  _ 


Division  Officer,  Weapons  Department  (Antisubmarine  Weapons) 


Division  Officer,  Weapons  Department  (Guided  Missiles) _ 


Surface  Ship  Watch/Division  Officer  (Basic)  _ 


Weapons  Officer  (General) _  _ _ _ 


Weapons  Officer  (Fleet  Ballistic  Missiles) _ 


Combat  Systems  Officer  _ _ 


Military  Department  Officer  _ 


Minesweeping  Officer  _ _ 


Naval  Gunfire  Liaison  Officer  _ 


Officer  in  Charge,  Afloat  _ _ 


Operations  Officer,  Afloat  (General) _ 


Operations  Officer,  Afloat  (Naval  Tactical  Data  Systems) _ 


Ship's  Boatswain  _ _ 


Officer  in  Charge,  Combat  Craft  _ 


Ship's  Electronic  Warfare  Officer _ _ 


Ship's  Electronic  Material  Officer _ _ 


Ship's  Navigator  (General)  _ 


Ship's  Navigator  (Inertial  Systems) _ 


Ship's  Secretary  _ _ 


Special  Weapons  Unit  Officer _ 


Commanding  Officer,  Special  Warfare  Team _ _ 


Executive  Officer,  Special  Warfare  Teann _ _ 


Special  Weapons  Technical  Repair  Officer _ 


Sea-Air-Land  Officer  _ 


Seal  Delivery  Vehicle  Officer  _ _ 


Special  Weapons  Assembly  Officer  (General) _ 


Special  Weapons  Assembly  Officer  (Electrical-Electronic) _ 


Special  Weapons  Assembly  Officer  (Mechanical) _ 


Special  Weapons  Assembly  Officer  (Nuclear) _ 


Auxiliary  Machinery  Officer  _ 


Boiler  Officer  (General)  _ 


Boiler  Officer  (1200  PSI  Steam  System)  _ 


Damage  Control  Assistant  _ _ 


Diving  Officer  (General)  _ 


Diving  Officer  (Deep  Sea,  Fle02)  _ 


Diving  Officer  (Ship  Salvage)  _ 


Diving  Officer  (Saturation) _ _ 


Deep  Submergence  Vehicle  Operator  _ 


Main  Propultion  Assistant  (General)  _ • 


Main  Propulsion  Assistant  (Diesel)  _ 


Main  Propulsion  Assistant  (Gas  Turbine)  _ 


Main  Propulsion  Assistant  (Steam)  _ 


Main  Propulsion  Assistant  (1200  PSI  Steam  System) _ 


Underway  Replenishment  Equipment  Maintenance  Officer _ 


Examiner,  Surface  Ship  Propulsion  Plant  _ _ 


Repair  Division  Officer  _ 


Ship's  Electrical  Officer  _ 


Ship's  Engineer  Officer  (General)  _ 


Ship's  Engineer  Officer  (Diesel)  _ 


Ship's  Engineer  Officer  (Gas  Turbine) 
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4E 


2E 


2E 


2E 


*  Footnotes  are  defined  in  the  introductory  material. 
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9369 

Ship's  Engineer  Officer  (Steam) 

4H 

9370 

Ship's  Engineer  Officer  (1200  PSI  Steam  System) 

4H 

9371 

Ship's  Engineer  Officer,  Nuciear  (General) 

4H 

9372 

Ship's  Engineer  Officer,  Nuclear  (Main  Propulsion) 

4H 

9373 

Ship's  Engineer  Officer,  Nuclear  (Damage  Control) 

4H 

9374 

Ship's  Engineer  Officer,  Nuclear  (Electrical) 

4B 

9375 

Ship  Salvage  Operations  Officer 

4N 

9378 

Main  Engine  Officer  (General) 

4H 

9384 

Main  Engine  Officer  (Steam) 

4H 

9390 

Staff  Engineer  Officer 

2G 

9392 

Ship's  Reactor  Officer 

4H 

9393 

Ship's  Reactor  Mechanical  Assistant 

4H 

9394 

Ship's  Reactor  Control  Assistant 

4H 

9395 

Engineering  Maintenance  Officer,  1200  PSI  Steam 

4H 

9404 

Tactical  Deception  Plans  Officer 

2E 

9405 

Beachmaster 

2E 

9420 

Officer  in  Charge,  Naval  Shore  Activity 

IB 

9421 

Commander/Commanding  Officer,  Shore  Activity 

IB 

9422 

Commanding  Officer,  Naval  Shore  Activity  (Selected) 

IB 

9424 

Naval  Control  of  Shipping  Officer 

8C 

9425 

Survey  and  Inspection  Officer  (Non-Engineering) 

8C 

9426 

Survey  and  Inspection  Officer  (Engineering) 

8C 

9430 

Drydocking  Officer  (General) 

4G 

9431 

Drydocking  Officer  (Floating  Drydocks) 

4G 

9436 

Executive  Officer,  Shore  Activity 

IB 

9442 

Facilities  Manager 

4A 

9450 

Inshore  Undersea  Warfare  Officer 

2G 

9456 

Coastal/Harbor  Defense  Officer 

2G 

9461 

Relocatable  Over-the-Horizon  Radar  Watch  Officer 

4C 

9462 

Civil  Affairs  Officer 

5D 

9464 

Ocean  Systems  Operations  Officer 

5A 

9465 

Ocean  Systems  Watch  Officer 

5A 

9466 

Operations  Officer,  Ashore 

8C 

9467 

Shipping  Operations  Officer 

8C 

9470 

Commanding  Officer,  Military  Sealift  Command  Office 

IB 

9471 

Executive  Officer,  Military  Sealift  Command  Office 

IB 

9473 

Military  Sealift  Command  Representative 

IB 

9476 

Port  Services  Officer 

8C 

9480 

Search  &  Rescue  Officer 

2G 

9486 

Operations  Control  Center  Briefing  Officer 

2G 

9497 

Yard  Boatswain 

8C 

9510 

Communication  Officer,  Ashore 

4C 

9512 

Automated  Message  Processing  Exchange  Officer 

4C 

9515 

Communications  Plans  and  Operations  Officer 

4C 

Communication  Security  Officer 

3C 

9525 

Communication  Watch  Officer 

4C 

9530 

Cryptoboard  Officer 

3B 

9535 

Custodian  of  CMS  (Comm.  Security  Material  System)  Material 

7A 

9543 

Director  of  Communications 

4C 

9545 

Convoy  Control  Officer 

2G 

9550 

Naval  Control  of  Shipping  Communications/Plans  Officer 

4C 

9555 

Defense  Courier  Service  Officer 

4C 

9560 

Satellite  Communications  Officer 

4C 

9565 

Radio  Officer 

4C 

9567 

Radio  Station  Officer 

4C 

9575 

Circuit  Control  Officer 

4C 

9580 

Communications  Security  Material  Issuing  Officer 

7A 

9582 

Communications  Officer,  Afloat 

4C 

9585 

Signal  Officer 

2G 

9590 

Staff  Communications  Officer 

4C 

9595 

Communications  Traffic  Officer 

4C 

9600 

Intelligence  Officer,  Basic 

3A 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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XXXX 
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Intelligence  Support  Officer _ ________ 


Intelligence  Investigations  Officer _ _ 


Geographic  Area  Intelligence  Officer _ 


Naval  Attache  (Assistant)  _ _ 


Operational  Intelligence  Officer  (General) _ _ 


Electronic  Intelligence  Officer  _ _ 


Automatic  Data  Processing  Intelligence  Officer _ 


Scientific  and  Technical  Intelligence  Officer _ _ 


Operational  Intelligence  Officer  (Management) _ 


Operational  Intelligence  Officer  (Analyst) _ 


Tactical  Intelligence  Officer _ _ 


Photographic  Intelligence  Officer _ _ 


Multisensor  Intelligence  Officer  _ _ 


Antisubmarine  Warfare  Intelligence  Officer  _ 


ADP  System  Director  _ _ 


ADP  Programs  Officer  _ _ 


ADP  Production  Officer  _ 


ADP  Plans  Officer  _ _ 


Data  Base  Management  Officer _ 


Computer  Systems  Analyst  _ 


Digital  Computer  System  Programmer _ _ 


ADP  Systems  Maintenance  Officer _ 


ADP  Customer  Liaison  Officer  _ 


Shipboard  Nontactical  Automatic  Data  Processing  System  Coord. 


ADP  Systems  Security  Officer  _ _ 


Head  of  Naval  Security  Group  Department  _ 


Operations  Officer,  Naval  Security  Group  _ 


Operations  Watch  Officer,  Naval  Security  Group _ 


Information  Processing  &  Reporting  Officer,  Naval  Security  Group 


High  Frequency  Direction  Finding  Net  Control  Officer 


High  Frequency  Direction  Finding  Analysis  Officer _ 


Electronics  Intelligence  Technical  Guidance  Unit  Officer _ 


Classic  Wizard  Operations  Officer  _ _ 


Direct  Support  Coordinator  Naval  Security  Group _ 


Direct  Support  Officer,  Naval  Security  Group  (Surface) _ 


Direct  Support  Officer,  Naval  Security  Group  (Air) _ 


Direct  Support  Officer,  Naval  Security  Group  (Subsurface) _ 


Naval  Security  Group  Special  Operations  Officer _ 


Naval  Security  Group  Classic  Owl  Special  Operations  Officer 


Atomic  Energy  Plans  &  Policies  Officer _ 


Examiner,  Reactor  Safeguards  _ 


Executive  Assistant  _ 


Aide  _ _ _ 


Head  of  Naval  Mission  _ _ 


International  Affairs  Officer  _ _ 


Military  Sealift  Command  Commander _ 


Inspector  General  _ _ _ 


Inspector,  Technical  _ ______ 


Surface  Safety  Officer  _ 


Plans  &  Policies  Chief  _ _ 


Plans  &  Policies  Director  _ 


Naval  Plans  &  Policies  Director,  Naval  Command  Systems 


Joint  Strategic  Plans  &  Policy  Officer _ 


Deputy/Vice  Commander  _ _ _ 


Any  NOBC  Held  by  Officer  of  Flag  Rank _ 
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3B 


3B 


’  Footnotes  are  defined  in  the  introductory  materiai. 


4-80 


INDEX 

NAVY  OFFICER-PRIMARY 


SERVICE  OCC 


IlOy 


Illy 


112y 


113y 


114y 


116y 


117y 


118y 


119y 


120y 


130y 


131y 


131y  DAx 


131y  DBX 


131y  DG5 


131y  DT5 


131y  DVx 


131y  DWx 


131y  DX1 


131y  DYO 


131y  DY1 


131y  DY3 


131y  DY5 


131y  DZ8 


132y 


1 32y  DZ8 


137y 


139y 


144y 


146y 


150y 


151y 


152y 


154y 


1 54y  DAx 


154y  DBx 


154y  DG5 


1 54y  DT5 


1 54y  DVx 


1 54y  DWx 


154y  DX1 


1 54y  DYO 


154y  DY1 


1 54y  DY3 


1 54y  DY5 


161y 


162y 


163y 


165y 


166y 


167y 


169y 


170y 


180y 


190y 


191y 


SERVICE  OCC  TITLE 


General  Unrestricted  Line  (URL)  _ 


URL  -  Surface  Warfare  _ _ 


URL  -  Submarine  Warfare  _ 


URL  -  Special  Warfare  _ 


URL  -  Special  Operations  (EOD/DIV/SAL/EOM)  _ _ 


URL  -  Surface  Warfare,  Trainee  _ 


URL  -  Submarine  Warfare,  Trainee  _ 


URL  -  Special  Warfare,  Trainee  _ 


URL  -  Special  Operations,  Trainee  _ 


URL  -  Materiel  Professional  designated  _ _ 


URL  -  Aviation,  Terminated  _ 


URL  -  Pilot,  Other  Fixed  Wing  _ 


URL  -  Pilot,  Fighter/Bomber  _ 


URL  -  Pilot,  Fighter/Bomber  _ _ 


URL  -  Pilot,  Fixed-Wing  Trainee  _ 


URL  -  Pilot,  Fixed-Wing  Trainee  _ 


URL  -  Pilot,  Helo  _ 


URL  -  Pilot,  Helo  _ 


URL  -  Pilot,  Helo  _ 


URL  -  Pilot,  Helo  _ 


URL  -  Pilot,  Helo  _ 


URL  -  Pilot,  Helo  _ _ 


URL  -  Pilot,  Helo  Trainee  _ _ 


URL  -  Pilot,  Unmanned  Air  Vehicle  _ 


URL  -  Naval  Flight  Officer  _ 


URL  -  Naval  Flight  Officer,  Unmanned  Air  Vehicle  _ 


URL  -  Naval  Flight  Officer,  Trainee  _ _ _ 


URL  -  Pilot,  Trainee  _ 


RL  -  Engineering  Duty  Officer _ _ 


RL  -  'Various'  Engineering  Duty,  Trainee _ 


RL  -  Aerospace  Engineering  _ _ 


RL  -  Aerospace  Engineering  ENGR  _ 


RL  -  Aerospace  Engineering  AMD  _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Other  Fixed-Wing  _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Fighter/Bomber  _ _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Fighter/Bomber  _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Fixed-Wing  Trainee  _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Fixed-Wing  Trainee  _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Helo  _ _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Helo  _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Helo  _ _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Helo  _ _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Helo  _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Helo _ 


RL  -  Aviation  Duty  Officer  -  Pilot,  Helo  Trainee  _ 


Special  Duty  -  Cryptology  _ 


Special  Duty  -  Merchant  Marine,  Deck _ _ 


Special  Duty  -  Intelligence  _ 


Special  Duty  -  Public  Affairs  _ _ 


Special  Duty  -  Merchant  Marine,  Deck  &  Engineering 


Special  Duty  -  Merchant  Marine,  Engineering _ 


Special  Duty  -  Merchant  Marine,  Communications  _ _ 


Special  Duty  -  Fleet  Support  _ _ 


Special  Duty  -  Oceanography  _ 


URL  -  Prospective  Nurse  Corps  Officer  _ 


URL  -  Prospective  Medical  Corps  Officer  (Senior  Medical  Student) _ 


URL  -  Prospective  Dental  Corps  Officer  _ 


URL  -  Prospective  Medical  Service  Corps  Officer  (Optometry)  _ 


URL  -  Prospective  Chaplain  Corps  Officer  _ 


URL  -  Prospective  Judge  Advocate  General's  Corps  Officer _ _ 


URL  -  Prospective  Medical  Corps  Officer  (Medical/Osteopathic  Scholarship  Program)  Trainee 


URL  -  Armed  Forces  Health  Professions  Scholarship  Program  (Medical/Osteopathic) 
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7A 


2E 


2E 


2E 


2E 


9B 


9B 


9B 


9B 


8D 


2E 


2B 


2A 


2A 


9B 
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’  Footnotes  are  defined  in  the  introductory  material. 
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198y 

P 

URL  -  Armed  Forces  Health  Professions  Scholarship  Program  (Dental)  Trainee 

9B 

199y 

P 

URL  -  Armed  Forces  Health  Professions  Scholarship  Program  (Medical  Service  Corps)  Trainee 

9B 

210y 

P 

Medical  Corps 

6A 

220y 

P 

Dental  Corps 

6C 

230y 

P 

Medical  Service  Corps 

61 

250y 

P 

Judge  Advocate  General  Corps 

5F 

270y 

■ 

Active  Duty  Nurse  Corps,  Medical  Service  Corps,  Medical  Corps  Officer  in  rank  of  07 

1A 

290y 

■ 

Nurse  Corps  -  General 

6E 

31  Oy 

■ 

Supply  Corps  -  General 

8B 

310y  900 

■ 

Supply  Corps  -  Financial 

7D 

310y  901 

■ 

Supply  Corps  -  Financial 

7D 

310y  902 

m 

Supply  Corps  -  Financial 

7D 

310y  903 

Supply  Corps  -  Financial 

7D 

31 Oy  905 

m 

Supply  Corps  -  Logistics/Inventory  Management 

8A 

310y  906 

u 

Supply  Corps  -  Logistics/Inventory  Management 

8A 

310y  908 

iiiiit 

Supply  Corps  -  Logistics/Inventory  Management 

8A 

310y  910 

K 

Supply  Corps  -  Food  Service 

8E 

310y  911 

p 

Supply  Corps  -  Food  Service 

8E 

310y  916 

p 

Supply  Corps  -  Procurement  and  Production 

8D 

310y  917 

p 

Supply  Corps  -  Procurement  and  Production 

8D 

310y  920 

■ 

Supply  Corps  -  Transportation 

8C 

310y  921 

K 

Supply  Corps  -  Transportation 

8C 

310y  926 

p 

Supply  Corps  -  Computer  Systems/Data  Processing 

7E 

31  Oy  927 

p 

Supply  Corps  -  Computer  Systems/Data  Processing 

7E 

310y  933 

m 

Supply  Corps  -  Exchange  and  Commissary 

8F 

310y  934 

K 

Supply  Corps  -  Exchange  and  Commissary 

8F 

310y  943 

K 

Supply  Corps  -  Logistics/Inventory  Management 

8A 

3165 

Staff  Corps  -  Direct  Commissioned  Supply  Corps  Trainee 

9B 

41  Oy 

p 

Chaplin  Corps 

5G 

51  Oy 

p 

Civil  Engineer  Corps 

4A 

611y 

p 

LDO  -  Deck,  Surface 

4N 

612y 

K 

LDO  -  Operations,  Surface 

2G 

613y 

■3 

LDO  -  Engineering/Repair,  Surface 

4H 

615y 

■ 

LDO-Speoial  Warfare  Technician 

2E 

616y 

m 

LDO  -  Ordnance,  Surface 

4F 

61 8y 

K 

LDO  -  Eiectronics,  Surface 

4B 

61 9y 

m 

LDO  -  Communications,  Surface 

4C 

621y 

m 

LDO  -  Deck,  Submarine 

4N 

623y 

p 

LDO  -  Engineering/Repair,  Submarine 

4H 

626y 

m 

LDO  -  Ordnance,  Submarine 

4E 

628y 

LDO  -  Electronics,  Submarine 

4B 

629y 

p 

LDO  -  Communications,  Submarine 

4C 

630y 

p 

LDO  -  Naval  Aviator 

2C 

631y 

p 

LDO  -  Deck,  Aviation 

4N 

632y 

p 

LDO  -  Operations,  Aviation 

2G 

633y 

p 

LDO  -  Maintenance,  Aviation 

4D 

636y 

p 

LDO  -  Ordnance,  Aviation 

4F 

638y 

m 

LDO  -  Avionics 

4D 

639y 

■3 

LDO  -  Air  Traffic  Control 

2G 

640y 

p 

LDO  -  Nuclear  Power 

4H 

641  y 

LDO  -  Administration 

7A 

642y 

■3 

LDO  -  Data  Processing 

7E 

643y 

■3 

LDO  -  Bandmaster 

7N 

644y 

p 

LDO  -  Cryptology 

3B 

645y 

p 

LDO  -  Intelligence 

3B 

646y 

■3 

LDO  -  Meteorology/Oceanography 

5B 

647y 

■31 

LDO  -  Photography 

7F 

648y 

p 

LDO  -  Explosive  Ordnance  Disposal 

4E 

649y 

p 

LDO  -  Security 

7H 

651y 

p 

LDO  -  Supply  Corps  -  General 

8B 

65 1y  900 

p 

LDO  -  Supply  Corps  -  Financial 

7D 

651y  901 

■31 

LDO  -  Supply  Corps  -  Financial 

7D 

'  Footnotes  are  defined  in  the  introductory  materiai. 
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’  Footnotes  are  defined  in  the  introductory  materiai. 
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Footnotes  are  defined  in  the  introductory  material. 
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DOD  OCC 


No  Secondary  Occupation 


Occupation  Outside  a  Discrete  Field 


Public  Affairs 


English 


History 


Joint  Intelligence 


Scientific  and  Technical  Intelligence 


Regional  Intelligence 


Operational  Intelligence 


General  Political  Science 


Middle  East/Africa/South  Asia 


Far  East/Pacific 


Western  Hemisphere 


Europe,  Russia  and  the  A.associated  States 


Strategic  Planning 


Special  Operations/Low  Intensity  Conflict 


Management  (General) 


Financial  Management 


Material  Logistics  Support  Management 


Manpower,  Personel  and  Training  Analysis 


Transportation  Management 


Education  and  Training  Management 


Systems  Acquisition  Management 


Applied  Mathematics 


Operations  Analysis 


Operational  Logistics 


Underwater  Warfare 


Command  and  Control 


Information  Warfare 


Meteorology  and  Oceanography 


Meteorology 


Operational  Oceanography 


Naval  Ships  Engineering  (General) 


Naval  Contruction  and  Engineering 


Nuclear  Engineering 


Nuclear  Propulsion  Plant  Operations 


Naval/Mechanical  Engineering 


Electronic  Engineering 


Weapons  Engineering  (General) 


Chemistry 


Combat  Systems  Science  and  Technology 


Strategic  Weapons  (FBM) 


Strategic  Navigation  (FBM) 


Aero  Systems  Engineering  (General) 


Aeronautical  Engineering 


Avionics 


Flight  Performance/Test  Pilot 


Space  Systems  (General) 


Space  Systems  Operations 


Space  Systems  Engineering 


Information  Technology  Management 


Computer  Technology  -  Science 


Facilities  Engineering 


Petroleum  Engineering 


Ocean  Engineering 


Military  Justice  (Advanced) 


International  Law 


Taxation 


Health  Care  Law 


Labor  Law 


Environmental  Law 


Supply  Management  (General) 


^  Footnotes  are  defined  in  the  introductory  material. 
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15C0 


15C0  62F 


15C0  6CD 


15C0  6CE 


15C0  6CH 


15C0  6CI 


15C0  6CJ 


15C0  6CL 


15C0  6CM 


15C1 


15C1  62C 


leCI  6CD 


15C1  6CE 


16C1  6CG 


15C1  6CH 


15C1  6CI 


15C1  6CJ 


15C1  6CL 


15D0 


SERVICE  OCC  TITLE 


Supply  Acquisition/Distribution  Management 


Inventory  Management  _ 


Transportation  Logistics  Management  _ 


Retailing  _ _ 


Acquisition  and  Contract  Management  _ 


Petroleum  Management  _ 


Subsistence  Technology 


Homilectics  and  Liturgy _ 


Religious  Education  _ 


Religion  in  Culture 


Pastoral  Counseling  _ 


Ethics  _  _ 


Training  and  Education  Management  _ 


Ecclesiastical  Communications  Management 


Aviation  Medicine  _ 


Aerospace  Medicine  _ 


Anesthesia,  General  _ 


Anesthesia,  Subspecialty 


Surgery,  General _ _ 


Hand  Surgery  _ _ 


Cardiothoracic  Surgery 


Colon  and  Rectal  Surgery  _ 


Pediatric  Surgery  _ 


Peripheral  Vascular  Surgery  _ 


Plastic  Surgery  _ 


Surgical  Oncology  _ _ 


Trauma  Surgeon 


Surgery,  Subspecialty 


Critical  Care 


Cardiothoracic  Surgery  _ 


Colon  and  Rectal  Surgery  _ _ 


Neurovascular  Neurological  Surgery _ 


Pediatric  Surgery _ _ 


Peripheral  Vascular  Surgery  _ 


Plastic  Surgery  _ 


Surgical  Oncology _ 


Neurologic  Surgery,  General _ _ 


Neurologic  Surgery,  Subspecialty _ 


Obstetrics/Gynecology,  General  _ _ 


Obstetrics/Gynecology,  Subspecialty  _ 


General  Medicine 


Ophthalmology,  General  _ 


Opthalmology,  Subspecialty _ 


Orthopaedic  Surgery,  General  _ 


Orthopaedic  Surgery,  Subspecialty  _ 


Otolaryngology,  General  _ 


Otolaryngology,  Subspecialty _ 


Urology,  General  _ 


Urology,  Subspecialty  _ 


Preventive  Medicine,  General 


Preventive  Medicine,  Subspecialty 


Occupational  Medicine,  General  _ 


Physical  Medical  and  Rehabilitation,  General  _ 


Physical  Medical  and  Rehabilitation,  Subspecialty 


Pathology,  General  _ _ 


Patholoby,  Subspecialty  _ 


Dermatology,  General 


Dermatology,  Subspecialty  _ 


Emergency  Medicine,  General  _ 


Emergency  Medicine,  Subspecialty  _ 


Family  Practice,  General 


Family  Practice,  Subspecialty  _ 


POD  OCC 


8D 


8A 


8A 


8F 


8D 


8G 


8E 


5N 


5K 


'  Footnotes  are  defined  in  the  introductory  material. 
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16R0  q  Internal  Medicine,  General 


16R0  6RG  q  Cardiology,  General 


16R0  6RK  q  Endocrinologist 


16R0  6RL  q  Gastroenterologist 


16R0  6RN  q  Hematologist 


16R0  6RP  q  Infectious  Disease  Specialist 


16R0  6RQ  q  Nephrology 


16R0  6RR  q  Pulmonologist 


16R0  6RS  q  Rheumatologist 


16R0  6RV  q  Tropical  Medicine 


16R1  q  Internal  Medicine,  Subspecialty 


16R1  62B  q  Allergy/lmmunologist 


16R1  6RG  q  Cardiology,  General 


16R1  6RK  q  Endocrinologist 


16R1  6RL  q  Gastroenterologist 


16R1  6RN  q  Hematologist 


16R1  6RP  q  Infectious  Disease  Specialist 


16R1  6RQ  q  Nephrology 


16R1  6RR  q  Pulmonologist 


16R1  6RS  q  Rheumatologist 


16R1  6RV  q  Tropical  Medicine 


16TO  q  Neurology,  General 


16T1  q  Neurology,  Subspecialty 


16UO  q  Undersea  Medicine,  General 


16U1  q  Undersea  Medicine,  Subspecialty 


16VO  q  Pediatrics,  General 


16V0  62B  q  Allergy/lmmunologist 


16V1  q  Pediatrics,  Subspecialty 


16V1  62B  q  Allergy/lmmunologist 


16W0  q  Nuclear  Medicine 


16X0  q  Psychiatry,  General 


16X1  q  Psychiatry,  Subspecialty 


16Y0  q  Diagnostic  Radiology 


16Y1  q  Radiology,  Subspecialty 


16Y2  q  Radiation  Oncology 


1700  q  Dentistry  (General) 


1710  q  Endodontics 


1720  q  Dental  Education  Programs 


1725  q  Comprehensive  Dentistry 


1730  q  Maxillofacial  Prosthetics 


1735  q  Orthodontics 


1740  q  Operative  Dentistry 


1745  q  Oral  Medicine/Oral  Diagnosis 


1750  q  Oral  Surgery 


1760  q  Periodontics 


1769  q  Prosthodontics 


1775  q  Public  Health  Dentistry 


1780  q  Oral  Pathology 


1785  q  Temporomandibullar  Disorders 


1790  q  Dental  Science  and  Research 


1795  q  Pedodontics 


1800  q  Health  Care  Administration 


1801  q  Patient  Administration 


1802  q  Medical  Logistics  Administration 


1803  q  Medical  Data  Services  Administration 


1804  q  Medical  Construction  Liaison 


1805  q  Plans,  Operations  and  Medical  Intelligence 


1806  q  Health  Care  Management 


1810  q  Biochemistry 


1811  q  Toxicology 


1815  q  Microbiology 


1816  I  q|  Epidemiology 


SERVICE  OCC  TITLE 


DOD  OCC 


^  Footnotes  are  defined  in  the  introductory  material. 
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1817 


1819 


1821 


1825 


SERVICE  OCC  TITLE 


Immunology 


Parasitology 


Virology  _ 


Radiation  Health 


Radiation  Survey  Ionizing 


Radiation  Survey  Non-lonizing 


Radiation  Specialist 


Physiology  _ 


Aerospace  Physiology  _ 


Clinical  Psychology 


Child  Psychology 


Neuropsychology  _ 


Medical  Psychology 


Aerospace  Experimental  Psychology 


Research  Psychology 


Entomology  _ 


Environmental  Health 


Industrial  Hygiene 


Audiology  _ 


Medical  Technology 


Social  Work 


Physical  Therapy  _ 


Occupational  Therapy  _ 


Clinical  Dietetics 


Administrative  Dietetics 


Optometry 


Pharmacy,  General  _ 


Pharmacy,  Clinical  _ 


Podiatry 


Physician  Assistant 


Professional  Nursing 


Administration 


Education 


Health  Services  Quality  Assurance 


Medical/Surgical  Nursing _ 


Medical  Nursing  _ 


Surgical  Nursing  _ _ 


Cardiovascular  Nursing 


Oncology  Nursing  _ 


Maternal  and  Child  Health 


Obstetrical  Nursing 


Pediatric  Nursing 


Newborn  Nursing 


Psychiatric  Nursing  _ 


Orthopedic  Nursing 


Ambulatory  Care  Nursing 


Emergency /Trauma  Nursing _ 


Perioperative  Nursing 


Critical  Care  Nursing 


Surgical  Intensive  Care  Nursing _ 


Medical  Intensive  Care  Nursing 


Corornary  Care  Nursing  _ 


Neonatal  Intensive  Care  Nursing 


Post  Anesthesia  Nursing 


Anesthesia 


Pediatric  Nurse  Practitioner  > 


Adult  Health  Nurse  Practitioner 


Family  Nurse  Practitioner  _ 


OB/GYN  Nurse  Practitioner 


Nurse  Midwife 


DODIOCC 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6E 


6E 


6E 


61 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


6E 


^  Footnotes  are  defined  in  the  introductory  material. 
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0107 


0160 


0170 


0180 


0202 


0203 


0204 


0205 


0206 


0207 


0210 


0260 


0302 


0303 


0306 


0402 


0430 


0802 


0803 


0840 


0845 


1120 


1302 


1310 


1330 


1390 


1802 


1803 


2102 


2110 


2120 


2125 


2305 


2340 


2502 


2602 


2 


5 


2810 


3002 


3010 


3102 


3302 


3402 


3404 


3408 


3410 


3502 


3510 


4002 


4010 


4130 


2 


service  OCC  TITLE 


Civil  Affairs  Officer  _ _ 


Postal  Officer  _ 


Personnel  Officer  _ 


Adjutant  _ _ 


Marine  Air/Ground  Task  Force  (MAGTF)  Intelligence  Officer 


Ground  Intelligence  Officer  _ 


Human  Source  Intelligence  Officer  _ _ 


Tactical  Intelligence  Officer  _ _ 


Signal  Intelligence/Ground  Electronic  Warfare  Officer _ 


Air  Intelligence  Officer  _ 


Counterintelligence  Officer  _ 


Geographic  Intelligence  Officer _ _ 


Infantry  Officer  _ 


light-Armored  Vehicle  Officer _ _ 


Infantry  Weapons  Officer _ _ 


Logistics  Officer _ _ _ 


Embarkation  Officer  _ 


Field  Artillery  Officer  _ _ 


Survey  Meteorological  an  Radar  Officer _ 


Naval  Surface  Fire  Support  Planner _ 


Naval  Gunfire  Spotter  _ 


Utilities  Officer  _ 


Engineer  Officer _ _ _ 


Engineer  Equipment  Officer _ 


Facilities  Management  Officer  _ 


Bulk  Fuel  Officer  _ _ 


Tank  Officer  _ 


Assault  Amphibian  Vehicle  Officer  _ _ 


Ordnance  Officer  _ _ 


Ordnance  Vehicle  Maintenance  Officer 


Weapons  Repair  Officer _ _ 


Electro-Optic  Instrument  Repair  Officer _ _ 


Explosive  Ordnance  Disposal  Officer _ _ 


Ammunition  Officer  _ 


Communication  Officer  _ 


Signals  Intelliqence/Electronics  Warfare  Officer _ 


Electronics  Maintenance  Officer  (Ground) 


Data/Communications  Maintenance  Officer 


Telephone  Systems  Maintenance  Officer _ 


Ground  Supply  Officer  _ _ 


Ground  Supply  Operations  Officer  _ _ 


Traffic  Management  Officer  _ 


Food  Services  Officer  _ 


Disbursing  Officer  _ 


Financial  Management  Officer  _ _ 


Financial  Management  Resource  Specialist _ 


NAF  Auditing  Officer  _ 


Motor  Transport  Officer  _ _ 


Motor  Transport  Maintenance  Officer  _ 


Data  Systems  Officer  _ _ 


Data  Systems  Software  Officer _ 


Marine  Corps  Exchange  Officer  _ _ 


Public  Affairs  Officer  _ 


Historical  Officer  _ _ 


Student  Judge  Advocate  _ _ 


Judge  Advocate  _ 


Legal  Administrative  Officer _ _ 


Visual  Information  Officer  _ 


Band  Officer  _ 


Nuclear,  Biological  and  Chemical  Officer  _ 


Nuclear  &  Chemical  Weapons  Employment  Officer  _ 


Ground  Nuclear  Weapons  Assembly  Officer 


I  DOD  OCC 


5D 


7A 


7A 


7A 


3A 


3A 


3A 


3A 


3B 


3A 


3C 


4M 


Footnotes  are  defined  in  the  introductory  materiai. 
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5803  Military  Police  Officer 


5804  Corrections  Officer 


5805  Criminai  Investigation  Officer 


5902  Electronics  Maintenance  Officer  (Aviation) 


5907  Ground  Launched  Missile  System  Maintenance  Officer 


5910  Aviation  Radar  Maintenance  Officer 


5950  Air  Traffic  Control  System  Maintenance  Officer 


5970  Data  Systems  Maintenance  Officer 


6002  Aircraft  Maintenance  Officer 


6004  Aircraft  Maintenance  Engineering  Officer 


6005  Aeronautical  Engineer 


6302  Avionics  Officer 


6502  Aviation  Ordnance  Officer 


6602  Aviation  Supply  Officer 


6604  Aviation  Supply  Operations  Officer 


6802  Weather  Service  Officer 


2  Aircraft  Fire  Protection  and  Recovery  Officer 


Air  Command  and  Control  Officer 


Surface-to-Air  Weapons  Officer 


Air  Support  Control  Officer 


Air  Defense  Control  Officer 


Air  Traffic  Control  Officer 


Weapons  &  Tactics  Instructor-Air  Control 


Mission  Commander 


Mission  Specialist/Navigation  Officer 


Pilot  VMA 


Pilot  VMA  A-4 


Forward  Air  Controller/Air  Officer 


FRS  Basic  AV-8B  Pilot 


Pilot  VMA-AV-8A/C 


Pilot  VMA-AV-8B 


FRS  Basic  A-6E  Pilot 


Pilot  VMA  (AW)  A-6E 


FRS  Basic  F-4S  Pilot 


FRS  Basic  F/A-18  Pilot 


Pilot  VMFA  F-4S 


Pilot  VMFA  F/A-18 


FRS  Basic  F/A-18D  Weapons  Sensors  Officer 


F/A-18D  WSO 


Pilot  VMFA  F/A-18D  Qualified 


FRS  Basic  RF-4B  Pilot 


FRS  Basic  EA-6A/B  Pilot 


Pilot  VMAQ/EA-6A 


Pilot  VMAQ/EA-6B 


Pilot  VMFP/RF-4B 


Pilot  VMGR  Maritme  Advanced  (NATO 


Pilot  C-9 


Pilot  TC-4C 


Pilot,  C-20  Qualified 


Pilot,  UC-12B 


KC-130  Co-Pilot  (T2P/T3P) 


KC-130  Aircraft  Commander 


FRS  Basic  CH-53A/D  Pilot 


Pilot  CT-39 


FRS  Basic  CH-53E  Pilot 


FRS  Basic  CH-46  Pilot 


Pilot  HMH/M/L/A  CH-46 


Pilot  HMH/M/L/A  UH-1N 


CH-53  A/D  Qualified 


Pilot  HMH/M/L/A  AH-1 


Pilot  HMH  CH-53E 


FRS  UH-1N  Pilot 


DOD  OCC 


7H 


7H 


7H 


4C 


4F 


4C 


4D 


4B 


4D 


4D 


4D 


4B 


4E 


’  Footnotes  are  defined  in  the  introductory  materiai. 
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1 

7568 

F 

7574 

Q 

7575 

F 

7576 

P 

7577 

W 

7578 

N 

7579 

F 

7580 

T 

7581 

F 

7582 

F 

7583 

C 

7584 

c 

7585 

c 

7587 

F 

7588 

C 

7589 

V 

7590 

L 

7591 

N 

7592 

F 

BiSEBHHBBIC 

7595 

T 

7596 

/ 

7597 

E 

7598 

E 

7599 

F 

9602 

E 

9620 

/ 

9622 

C 

9624 

9626 

C 

9628 

9630 

1 

9631 

9632 

9634 

9636 

9640 

9644 

9646 

9648 

9650 

9652 

9658 

.LL 

9662 

SERVICE  OCC  TITLE 


FRS  Basic  AH-1  Pilot  _ _ 


FRS  Basic  Supporting  Arms  Coordinator  (Airborne) _ 


Qualified  Supporting  Arms  Coordinator  (Airborne) _ 


FRS  Basic  OV-10  Pilot  _ 


Pilot  VIVIO/OV-IO  _ _ 


Weapons  &  Tactics  Instructor _ _ _ 


NFO  Student  (TBS)  _ ________ 


FRS  Basic  RF-4B  Airborne  Reconnaissance  Officer  _ 


Tactical  Navigator  Flight  Student  (NATO _ 


FRS  Basic  A-6E  Bombadier/Navigator  _ _ 


FRS  Basic  EA-6A/B  Electronic  Warfare  Officer  _ 


Qualified  A-6E  Bombadier/Navigator  _ 


Qualified  EA-6A  Electronic  Warfare  Officer 


Qualified  RF-4B  Airborne  Reconnaissance  Officer 


F-4S  Radar  Intercept  Officer  _ _ 


Qualified  EA-6B  Electronic  Warfare  Officer 


V/STOL  Landing  Signal  Officer  _ _ 


Landing  Signal  Officer-Trainee _ _ 


Naval  Flight  Officer  (VMAW) _ _ _ 


Pilot  VMAW  _ _ 


Landing  Signal  Officer,  Phase  I  &  II _ 


Landing  Signal  Officer,  Phase  III _ _ 


Test  Pilot/Flight  Test  Project  Officer _ _ 


Aviation  Safety  Officer  _ 


Basic  Rotary  Wing  Pilot  _ 


Basic  Fixed  Wing  Pilot  _ _ 


Flight  Student _ _ 


Education  Officer  _ 


Aeronautical  Engineer  _ _ 


Chemical  Engineer  _ _ 


Eieotronics  Engineer  _ _ _ 


Ordnance  System  Engineer _ _______ 


Computer  Engineer  _ _ _ 


industriai  Engineer  _ _ 


Environmentai  Engineering  Management  Officer _ 


Nuciear  Engineer  _ _ 


Electronic  Warfare  Systems  Officer  _ _ _ 


Communications  Engineer _ _ 


Manpower  Management  Officer _ 


Financiai  Management  Speeiaiist _ _ 


Data  Systems  Speeiaiist  _ _ 


Management,  Data  Systems  Officer _ _ 


Operations  Anaiyst  _ _ _ 


Defense  Systems  Analyst  _ 


Contracting  Officer  _ _ 


Systems  Acquisition  Management  (SAM)  Officer _ 


Command,  Control,  and  Communications  (C3)  Systems  Officer 


Material  Management  Officer _ _ 


Space  Operations  Officer _ _ 


Statistics  Officer  _ 


9674 

9676 

9678 

9680 

9683 

9684 

ESBMHHHIl 

9688 

9701 

9702 

Master  of  Labor  Law 


Master  of  Procurement  Law 


Master  of  Criminal  Law 


Master  of  Law  (General) 


Joint  Specialty  Officer  Nominee 


Joint  Specialty  Officer  _ 


DODOCC 


2C 


2D 


2D 


2B 


2B 


2A 


SB 


2D 


7G 

5D 

5D 

5M 

5F 

5F 

5F 

5F 

5F 

5F 

’  Footnotes  are  defined  in  the  introductory  material. 
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9802 

r: 

Director/Assistant  Director  "The  President's  Own"  U.S.M.C.  Band 

7N 

9803 

■ 

Staff  Officer,  "The  President's  Own,"  U.S.M.C.  Band 

7N 

9805 

U.S.  Marine  Drum  and  Bugle  Corps  Officer 

7N 

9903 

General  Officer 

1A 

9904 

■ 

Colonel,  Logistician 

IB 

9905 

Special  Assignment  Officer 

9E 

9906 

Colonel,  Ground 

IB 

9907 

Colonel,  Naval  Aviator/Naval  Flight  Officer 

IB 

9909 

Marine  Air-Ground  Task  Force  Plans/Operations  Officer 

9E 

9910 

Billet  Designator-Unrestricted  Officer 

9E 

9911 

Billet  Designator-Unrestricted  Ground  Officer 

9E 

9913 

Special  Services  Officer 

7N 

9914 

■ 

Colonel,  Judge  Advocate 

IB 

9925 

Range  Officer 

7B 

9930 

Billet  Designator-Air  Control/Anti-Air  Warfare  Officer 

2G 

9935 

Special  Technical  Operations  Officer 

IB 

9940 

Basic  Foreign  Area  Officer 

3A 

9941 

Foreign  Area  Officer,  Latin  America 

3A 

9942 

Foreigh  Area  Officer,  Former  Soviet  Union 

3A 

9943 

Foreign  Area  Officer,  People's  Republic  of  China 

3A 

9944 

Foreigh  Area  Officer,  Middle  East/North  Africa 

3A 

9945 

Foreign  Area  Officer,  Sub-Saharan  Africa 

3A 

9946 

Foreign  Area  Officer,  Southwest  Asia 

3A 

9947 

Foreign  Area  Officer,  Western  Europe 

3A 

9948 

Foreign  Area  Officer,  East  Asia  (Excluding  PRC) 

3A 

9949 

Foreign  Area  Officer,  Eastern  Europe  (Excluging  USSR) 

3A 

9950 

Combat  Artist  Officer 

7F 

9952 

SCUBA/UBA  Marine  Officer 

2E 

9953 

Parachutist/SCUBA/UBA  Marine  Officer 

2E 

9954 

Hazardous  Material/Hazardous  Waste  Officer 

4J 

9956 

Ground  Safety  Specialist 

4J 

9957 

Acquisition  Professional  Candidate 

8D 

9958 

Acquisition  Management  Officer 

8D 

9959 

Acquisition  Professional  Manager 

8D 

9962 

Parachutist 

2E 

9965 

Billet  Designator-Fixed  Wing  Pilot 

9E 

9966 

Billet  Designator-Naval  Flight  Officer 

9E 

9967 

Billet  Designator-Helicopter  Pilot 

9E 

9969 

Billet  Designator-Any  Pilot/Naval  Flight  Officer 

9E 

9975 

Information  Computer  Security  Specialist 

7E 

9980 

Surveillance  Sensor  Officer 

3B 

9981 

Tactical  Data  Systems  Specialist 

7E 

9985 

C4I  Planner 

4C 

XX01 

d 

Basic  Marine  Officer 

9E 

XXXX 

Any  MOS  Held  by  Officer  of  General  Rank 

1A 

’  Footnotes  are  defined  in  the  introductory  materiai. 
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loco 


10C0P 


10C0Q 


10C0R 


10C0S 


10C0T 


10C0U 


10C0V 


10C0W 


11A1A 


11A1B 


11A1C 


11A1D 


11A1E 


11A1F 


11A1G 


11A1H 


11A1J 


11A1K 


11A1L 


11A1M 


11A1N 


11A1P 


11A1R 


11A1S 


11A1T 


11A1U 


11A1V 


11A1W 


11A1Y 


11A1Z 


11  A2A 


11A2B 


11A2C 


11A2D 


11A2E 


11A2F 


11A2G 


11A2H 


11A2J 


11A2K 


11A2L 


11A2M 


11A2N 


11A2P 


11A2R 


11A2S 


11A2T 


11A2U 


11A2V 


11A2W 


11A2Y 


11A2Z 


11  ABA 


11A3B 


11  ABC 


11ABD 


11  ABE 


11  ABF 


11ABG 


11ABH 


11ABJ 


Operations 


Operations 


Operations 


Operations 


Operations 


Operations 


Operations 


Operations 


Operations 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Piiot, 


Airiift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Piiot, 


Airiift  Piiot, 


Airiift  Piiot, 


Airiift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


Airlift  Pilot, 


SERVICE  OCC  TITLE 


Commander 


Commander,  Fighter  _ 


Commander,  Trainer _ _ 


Commander,  Bomber _ 


Commander,  Tanker  _ 


Commander,  Strategic  Airlift 


Commander,  Tactical  Airlift _ 


Commander,  Helicopter  _ 


Commander,  General  _ _ 


C-5  _ 


C-9  _ 


C-12 


,  C-17 


,  C-20  _ 


,  C-21 


,  VC-25 


,  C-26  _ 


,  C-27  _ 


,  C-1BO 


,  C-1B5/C-137  _ 


,  C-141  _ 


,  T-43  _ 


,  SUNT  (T-1/T-2/T-34/T-38) 


,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


,  SUPT  Phase  II  Instructor  (T-34/T-37) 


,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 


,  Air  Liaison  Officer  (ALO) 


,  Inter-Theater  Airlift,  General  _ 


,  Intra-Theater  Airlift,  General 


,  General 


,  Other  _ 


,  C-5 


,  C-9 


,  C-12  _ 


,  C-17  _ 


,  C-20  _ 


,  C-21 


,  VC-25  _ 


,  C-26  _ 


,  C-27  _ 


,  C-130 


,  C-135/C-137 


,  C-141 


,  T-43 


,  SUNT  (T-1/T-2/T-34/T-38) 


,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


,  SUPT  Phase  II  Instructor  (T-34/T-37) 


,  SUPT  Phase  ill  Instructor  (T-1/  T-38/T-44) 


,  Air  Liaison  Officer  (ALO) 


,  Inter-Theater  Airlift,  General 


,  Intra-Theater  Airlift,  General 


,  General 


,  Other 


,  C-5 


,  C-9 


,  C-12  _ 


,  C-17 


,  C-20 


,  C-21 


,  VC-25 


,  C-26 


,  C-27 


IDOD  OC 


IB 


IB 


IB 


IB 


IB 


IB 


IB 


IB 


IB 


2B 


2B 


2B 


2B 


■  2B 


2B 


2B 


2B 


2B 


2B 


2B 


’  Footnotes  are  defined  in  the  introductory  material. 


4-93 


INDEX 

AIR  FORCE  OFFICER 
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11A3M 


11A3N 


11A3P 


11A3R 


11A3S 


11A3T 


11A3W 


11A3Y 


11A3Z 


11A4A 


11A4B 


11A4C 


11A4D 


11A4E 


11A4F 


11A4G 


11A4H 


11A4J 


11A4K 


11A4L 


11A4M 


11A4N 


11A4P 


11A4R 


11A4S 


11A4T 


nA4U 


11A4V 


11A4W 


11A4Y 


11A4Z 


11B1A 


11B1B 


11B1M 


11B1N 


11B1P 


11B1R 


11B1S 


11B1T 


11B1U 


11B1Y 


11B1Z 


11B2A 


11B2B 


11B2C 


11B2M 


11B2N 


11B2P 


11B2R 


11B2S 


11B2T 


11B2U 


11B2Y 


11B2Z 


11B3A 


11B3B 


11B3C 


SERVICE  OCC  TITLE 


Airlift  Pilot,  C-130 


Airlift  Pilot,  C-135/C-137 


Airlift  Pilot,  C-141 


Airlift  Pilot,  T-43 


Airlift  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 


Airlift  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


Airlift  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 


Airlift  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 


Airlift  Pilot,  Air  Liaison  Officer  (ALO) 


Airlift  Pilot,  Inter-Theater  Airlift,  General 


Airlift  Pilot,  Intra-Theater  Airlift,  General 


Airlift  Pilot,  General 


Airlift  Pilot,  Other 


Airlift  Pilot,  C-5 


Airlift  Pilot,  C-9 


Airlift  Pilot,  C-12 


Airlift  Pilot,  C-17 


Airlift  Pilot,  C-20 


Airlift  Pilot,  C-21 


Airlift  Pilot,  VC-25 


Airlift  Pilot,  C-26 


Airlift  Pilot,  C-27 


Airlift  Pilot,  C-130 


Airlift  Pilot,  C-135/C-137 


Airlift  Pilot,  C-141 


Airlift  Pilot,  T-43 


Airlift  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 


Airlift  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) _ 


Airlift  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 


Airlift  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 


Airlift  Pilot,  Air  Liaison  Officer  (ALO) 


Airlift  Pilot,  Inter-Theater  Airlift,  General 


Airlift  Pilot,  Intra-Theater  Airlift,  General 


Airlift  Pilot,  General 


Airlift  Pilot,  Other 


Bomber  Pilot,  B-1 


Bomber  Pilot,  B-2 


Bomber  Pilot,  B-52 


Bomber  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 


Bomber  Pilot,  T-38  ACE/CTP 


Bomber  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 


Bomber  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


Bomber  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 


Bomber  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 


Bomber  Pilot,  Air  Liaison  Officer  (ALO) 


Bomber  Pilot,  General 


Bomber  Pilot,  Other 


Bomber  Pilot,  B-1 


Bomber  Pilot,  B-2 


Bomber  Pilot,  B-52 


Bomber  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 


Bomber  Pilot,  T-38  ACE/CTP 


Bomber  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 


Bomber  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


Bomber  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 


Bomber  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 


Bomber  Pilot,  Air  Liaison  Officer  (ALO) 


Bomber  Pilot,  General 


Bomber  Pilot,  Other 


Bomber  Pilot,  B-1 


Bomber  Pilot,  B-2 


Bomber  Pilot,  B-52 


IDOD  OC 


2B 


2B 


2B 


2B 


2B 


2B 


2B 


2B 


2B 


2B 


2B 


2B 


INDEX 
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SERWiceoec 


11B3M 


11B3N 


11B3P 


11B3R 


11B3S 


11B3T 


11B3U 


11B3Y 


11B3Z 


11B4A 


11B4B 


11B4C 


11B4M 


11B4N 


11B4P 


11B4R 


S 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot, 


Bomber  Pilot 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimental 


Experimenta 


Experimenta 


Experimenta 


Experimenta 


Fighter  Pilot, 


Fighter  Pilot, 


Fighter  Pilot, 


Fighter  Pilot, 


Fighter  Pilot, 


Fighter  Pilot, 


Fighter  Pilot, 


Fighter  Pilot, 


SERVICE  OCC  TITLE 


T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 


T-38  ACE/CTP  _ 


SUNT  (T-1/T-2/T-34/T-38)  _ _ 


Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) _ 


SUPT  Phase  II  Instructor  (T-34/T-37)  _ _ 


SUPT  Phase  III  Instructor  (T-1/  T-38/T-44)  _ 


Air  Liaison  Officer  (ALO)  _ 


General  _ 


Other  _ 


B-1  _ _ 


B-2  _ _ 


B-52  _ 


T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 


T-38  ACE/CTP  _ 


SUNT  (T-1 /T-2/T-34/T-38)  _ _ 


Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) _ 


SUPT  Phase  II  Instructor  (T-34/T-37)  _ 


SUPT  Phase  III  Instructor  (T-1/  T-38/T-44)  _ 


Air  Liaison  Officer  (ALO)  _ 


General  _ _ 


Other  _ _ 


Test  Pilot,  Airlift/Tanker/Bomber _ _ 


Test  Pilot,  Fighter  _ 


Test  Pilot,  Helicopter/VSTOL  _ _ 


Test  Pilot,  SUNT  (T-1/T-2/T-34/T-38) _ 


Test  Pilot,  Mission  Support  (T-38,  etc) _ 


Test  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) _ 


Test  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) _ 


Test  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) _ 


Test  Pilot,  Air  Liaison  Officer  (ALO) _ _ 


Test  Pilot,  General  _ _ 


Test  Pilot,  Other  _ 


Test  Pilot,  Airlift/Tanker/Bomber _ _ 


Test  Pilot,  Fighter  _ 


Test  Pilot,  Helicopter/VSTOL _ _ _ 


Test  Pilot,  SUNT  (T-1/T-2/T-34/T-38) _ 


Test  Pilot,  Mission  Support  (T-38,  etc) _ _ 


Test  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


Test  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) _ 


Test  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) _ 


Test  Pilot,  Air  Liaison  Officer  (ALO)  _ _ 


Test  Pilot,  General  _ 


Test  Pilot,  Other _ 


Test  Pilot,  Airlift/Tanker/Bomber  _ 


Test  Pilot,  Fighter  _ 


Test  Pilot,  Helicopter/VSTOL  _ _ 


Test  Pilot,  SUNT  (T-1/T-2/T-34/T-38) _ 


Test  Pilot,  Mission  Support  (T-38,  etc) _ 


Test  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) _ 


Test  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37^ _ 


Test  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) _ 


Test  Pilot,  Air  Liaison  Officer  (ALO)  _ _ 


Test  Pilot,  General  _ _ 


Test  Pilot,  Other  _ 


A-7  _ 


A-10  _ _ 


F-4  _ 


F-4G  _ 


RF-4  _ _ 


F-15 _ 


F-15E  _ 


F-16 


|DOD  OC 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


’  Footnotes  are  defined  in  the  introductory  material. 
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SERVICE  OCC 

m 

SERVICE  OCC  TITLE 

DODOC 

11F1J 

m 

Fighter  Pilot,  F-22 

2A 

11F1K 

Fighter  Pilot,  F-1 1 1 

2A 

11F1L 

Fighter  Pilot,  EF-1 1 1 

2A 

11F1M 

Fighter  Pilot,  F-1 17 

2A 

11F1N 

Fighter  Pilot,  OA-10 

2A 

11F1P 

Fighter  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

11F1Q 

Fighter  Pilot,  AT-38 

2A 

11F1R 

Fighter  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

11F1S 

Fighter  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2A 

11F1T 

Fighter  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2A 

11F1U 

Fighter  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

11F1Y 

Fighter  Pilot,  General 

2A 

11F1Z 

Fighter  Pilot,  Other 

2A 

11F3A 

Fighter  Pilot,  A-7 

2A 

11F3B 

Fighter  Pilot,  A-10 

2A 

11F3C 

Fighter  Pilot,  F-4 

2A 

m 

Fighter  Pilot,  F-4G 

2A 

m 

Fighter  Pilot,  RF-4 

2A 

11F3F 

■ 

Fighter  Pilot,  F-1 5 

2A 

11F3G 

Fighter  Pilot,  F-1 5E 

2A 

■ 

Fighter  Pilot,  F-1 6 

2A 

linsnHHi 

H 

Fighter  Pilot,  F-22 

2A 

11F3K 

Fighter  Pilot,  F-1 1 1 

2A 

11F3L 

Fighter  Pilot,  EF-1 1 1 

2A 

11F3M 

Fighter  Pilot,  F-1 1 7 

11F3N 

Fighter  Pilot,  OA-10 

11F3P 

Fighter  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

11F3Q 

Fighter  Pilot,  AT-38 

2A 

11F3R 

Fighter  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

11F3S 

Fighter  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2A 

11F3T 

Fighter  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2A 

11F3U 

Fighter  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

11F3Y 

Fighter  Pilot,  General 

11F3Z 

Fighter  Pilot,  Other 

i^bI 

11F4A 

Fighter  Pilot,  A-7 

2A 

11F4B 

Fighter  Pilot,  A-10 

2A 

11F4C 

Fighter  Pilot,  F-4 

2A 

11F4D 

Fighter  Pilot,  F-4G 

2A 

11F4E 

Fighter  Pilot,  RF-4 

2A 

11F4F 

Fighter  Pilot,  F-1 5 

2A 

11F4G 

Fighter  Pilot,  F-15E 

2A 

11F4H 

Fighter  Pilot,  F-1 6 

2A 

nF4J 

Fighter  Pilot,  F-22 

2A 

11F4K 

Fighter  Pilot,  F-1 1 1 

2A 

11F4L 

Fighter  Pilot,  EF-1 1 1 

2A 

nF4M 

Fighter  Pilot,  F-1 17 

2A 

11F4N 

Fighter  Pilot,  OA-10 

2A 

11F4P 

Fighter  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

11F4Q 

Fighter  Pilot,  AT-38 

2A 

11F4R 

Fighter  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

11F4S 

Fighter  Pilot,  SUPT  Phase  II  Instructor  (T-34/T-37) 

2A 

11F4T 

Fighter  Pilot,  SUPT  Phase  III  Instructor  (T-1/  T-38/T-44) 

2A 

11F4U 

Fighter  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

11F4Y 

Fighter  Pilot,  General 

2A 

11F4Z 

Fighter  Pilot,  Other 

2A 

11G3 

Generalist  Pilot 

2B 

11G4 

Generalist  Pilot 

2B 

11H1A 

Helicopter  Pilot,  HH-1H 

2C 

11H1B 

Helicopter  Pilot,  UH-1H 

2C 

11H1C 

Helicopter  Pilot,  UH-1N 

2C 

11H1D 

lllll 

Helicopter  Pilot,  HH-3 

2C 

11H1E 

■1 

Helicopter  Pilot,  HH-60 

2C 

’  Footnotes  are  defined  in  the  introductory  materiai.  4-96 


INDEX 
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SERVICE  OCCl  1 1  _ SERVICE  OCC  TITLE _ 


11H1T  Helicopter  Pilot,  SUPT-H  Instructor  (UH-1/TH-67) _ _ 


11H1U  iHelicopter  Pilot,  Air  Liaison  Officer  (ALO)  _ 


11H1W  [Helicopter  Pilot,  Combat  Search  and  Rescue,  Genera! _ 


11H1Y  [Helicopter  Pilot,  General _ _ _ — - 


11H1Z  Helicopter  Pilot,  Other  _ _ _  . 


11H2A  [Helicopter  Pilot,  HH-1H _ _ _ 


11H2B  Helicopter  Pilot,  UH-1H _ _ _ 


11H2C  [Helicopter  Pilot,  UH-1N _ _ _ 


11H2D  Helicopter  Pilot,  HH-3  _ _ _ _ 


11H2E  [Helicopter  Pilot,  HH-60 _ _ _ _ 


11H2T  [Helicopter  Pilot,  SUPT-H  Instructor  (UH-1/TH-67) _ _ 


11H2U  [Helicopter  Pilot,  Air  Liaison  Officer  (ALO)  _ 


11H2W  [Helicopter  Pilot,  Combat  Search  and  Rescue,  General _ 


11H2Y  Helicopter  Pilot,  General _ _ _ 


11H2Z  Helicopter  Pilot,  Other  _ _ _ _ _ 


11H3A  [Helicopter  Pilot,  HH-1H _ _ _ 


11H3B  Helicopter  Pilot,  UH-1H  _ _ _ — 


11H3C  [Helicopter  Pilot,  UH-1N _ _ _ _ 


1 1H3D  Helicopter  Pilot,  HH-3 _ _ _ 


11H3E  [Helicopter  Pilot,  HH-60 _ _ _ 


11H3T  Helicopter  Pilot,  SUPT-H  Instructor  (UH-1/TH-67)  _ _ 


11H3U  [Helicopter  Pilot,  Air  Liaison  Officer  (ALO) _ _ _ 


1 1H3W  Helicopter  Pilot,  Combat  Search  and  Rescue,  General _ 


11H3Y  Helicopter  Pilot,  General _ _ _ 


11H3Z  [Helicopter  Pilot,  Other _ _ _ _ 


11H4A  Helicopter  Pilot,  HH-1H _ _ _ _ _ 


11H4B  Helicopter  Pilot,  UH-1 H _ _ _ _ 


11H4C  [Helicopter  Pilot,  UH-IN _ _ _ _ 


11H4D  Helicopter  Pilot,  HH-3 . . 


11H4E  Helicopter  Pilot,  HH-60 _ _ _ 


11H4T  I  Helicopter  Pilot,  SUPT-H  Instructor  (UH-1/TH-67) _ _ 


1 1 H4U  Helicopter  Pilot,  Air  Liaison  Officer  (ALO) 


TTH4W  [Helicopter  Pilot,  Combat  Search  and  Rescue,  General _ _ 


11H4Y  [Helicopter  Pilot,  General _ _ _ 


11H4Z  Helicopter  Pilot,  Other  _ _ _ _ _ 


11K1A  [Trainer  Pilot,  T-1  SUPT  (FAIP/Other) _ _ _ _ 


1 1 K1 B  Trainer  Pilot,  T-3/T-41  _ _ _ 


11K1C  [Trainer  Pilot,  T-34/T-37  SUPT  (FAIP/Other) _ _ _ _ 


11  KID  [Trainer  Pilot,  T-38/T-44  SUPT  (FAIP/Other) _ 


TTkTg  Trainer  Pilot,  SUNT  T-1/T-2/T-34/T-38  SUNT  (FAIP/Other) _ 


11K1L  Trainer  Pilot,  C-12  Companion  Trainer  Program  (CTP) _ _ 

1 1  KIM  Trainer  Pilot,  T-37  Accelerated  Copilot  Enrichment  {ACE)/Companion  Trainer  Program  (CTP) 


11  KIN  [Trainer  Pilot,  T-38  ACE/CTP _ _ _ 


11K1U  [Trainer  Pilot,  Air  Liaison  Officer  (ALO) _ _ _ 


11K1Y  Trainer  Pilot,  General  _ _ _ _ 


11K1Z  Trainer  Pilot,  Other  _ _ _ 


1 1 K3A  Trainer  Pilot,  T-1  SUPT  (FAIP/Other) _ _ _ 


11K3B  Trainer  Pilot,  T-3/T-4J _ _ _ _ _ 


1 1 K3C  Trainer  Pilot,  T-34/T-37  SUPT  (FAIP/Other) _ _ 


1 1 K3D  Trainer  Pilot,  T-38/T-44  SUPT  (FAIP/Other) _ _ 


1 1 K3G  niTrainer  Pilot,  SUNT  T-1/T-2/T-34/T-38  SUNT  (FAIP/Other) _ 


11K3L  [Trainer  Pilot,  C-12  Companion  Trainer  Program  (CTP) _ 


TTkSM  [Trainer  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 


11K3N  [Trainer  Pilot,  T-38  ACE/CTP _ _ _ _ 


11K3U  [Trainer  Pilot,  Air  Liaison  Officer  (ALO) _ _ _ 


11K3Y  Trainer  Pilot,  General _ _ 


11K3Z  Trainer  Pilot,  Other  _ _ _ 


1 1K4A  Trainer  Pilot,  T-1  SUPT  (FAIP/Other) _ _ _ 


11K4B  Trainer  Pilot,  T-3/T-41  _ _ _ _ 


1 1 K4C  Trainer  Pilot,  T-34/T-37  SUPT  (FAIP/Other) _ 


1 1 K4D  Trainer  Pilot,  T-38/T-44  SUPT  (FAIP/Other) _ _ 


1 1K4G  [  [Trainer  Pilot,  SUNT  T-1/T-2/T-34/T-38  SUNT  (FAIP/Other) 
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2C 


2C 


2C 


2C 


2C 


2C 


2C 


2C 


2C 


2C 


2C 


2C 


2C 


2C 


2C 


2C 


^  Footnotes  are  defined  in  the  introductory  material. 
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11K4L 

Trainer  Pilot,  C-12  Companion  Trainer  Program  (CTP) 

2B 

11K4M 

Trainer  Piiot,  T-37  Acceierated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 

2B 

11K4N 

Trainer  Piiot,  T-38  ACE/CTP 

2B 

11K4U 

Trainer  Pilot,  Air  Liaison  Officer  (ALO) 

2B 

11K4Y 

■ 

Trainer  Pilot,  General 

2B 

11K4Z 

Trainer  Piiot,  Other 

2B 

11R1A 

Reconnaissance/Surveiliance/Electronic  Warfare  Piiot,  E-3 

2A 

11R1B 

Reconnaissance/Surveiliance/Eiectronic  Warfare  Pilot,  E-4 

2A 

11R1C 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-130 

2A 

11R1D 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  HC-130 

2A 

11R1E 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC-130 

2A 

11R1F 

■ 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-135 

2A 

11R1G 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  RC-135 

11R1H 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC/OC-135 

2A 

11R1J 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  TR-1/U-2 

2A 

11R1L 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-8 

2A 

11R1P 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

11R1R 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

11R1S 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2A 

11R1T 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2A 

11R1U 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

11R1Y 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  General 

2A 

11R1Z 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Other 

2A 

11R2A 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-3 

2A 

11R2B 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-4 

2A 

11R2C 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-130 

2A 

11R2D 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  HC-130 

2A 

11R2E 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC-130 

2A 

11R2F 

Reconnaissanoe/Surveillance/Electronic  Warfare  Pilot,  EC-135 

2A 

11R2G 

Reoonnaissance/Surveillance/Electronic  Warfare  Pilot,  RC-135 

2A 

11R2H 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC/OC-135 

2A 

11R2J 

Reconnaissance/Surveillance/Eleotronio  Warfare  Pilot,  TR-1/U-2 

2A 

11R2L 

Reoonnaissanoe/Surveillance/Electronio  Warfare  Pilot,  E-8 

2A 

11R2P 

Reconnaissance/Surveillance/Eleotronio  Warfare  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

11R2R 

Reconnaissanoe/Surveillance/Eleotronio  Warfare  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

nR2S 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2A 

11R2T 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2A 

11R2U 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

11R2Y 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  General 

2A 

11R2Z 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Other 

2A 

11R3A 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-3 

wmm 

11R3B 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-4 

2A 

11R3C 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-130 

2A 

11R3D 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  HC-130 

2A 

11R3E 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC-130 

2A 

11R3F 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-135 

2A 

11R3G 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  RC-135 

2A 

11R3H 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC/OC-135 

2A 

11R3J 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  TR-1/U-2 

2A 

11R3L 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-8 

2A 

11R3P 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 

2A 

11R3R 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 

2A 

11R3S 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 

2A 

11R3T 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 

2A 

11R3U 

Reoonnaissance/Surveillance/Electronic  Warfare  Pilot,  Air  Liaison  Officer  (ALO) 

2A 

11R3Y 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  General 

2A 

11R3Z 

Reconnaissanoe/Surveillance/Electronic  Warfare  Pilot,  Other 

2A 

11R4A 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-3 

2A 

11R4B 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-4 

2A 

11R4C 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-130 

2A 

1 1R4D 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  HC-130 

■mi 

11R4E 

Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC-130 

2A  1 

’  Footnotes  are  defined  in  the  introductory  material. 
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11R4F 


11R4G 


11R4H 


11R4J 


11R4L 


11R4P 


11R4R 


11R4S 


11R4T 


11R4U 


11R4Y 


11R4Z 


11S1A 


11S1B 


11S1C 


11S1D 


11S1E 


11S1F 


11S1G 


11S1P 


11S1R 


11S1S 


11S1T 


11S1U 


11S1V 


11S1W 


11S1Y 


11S1Z 


11S2A 


11S2B 


11S2C 


11S2D 


11S2E 


11S2F 


11S2G 


11S2P 


11S2R 


11S2S 


11S2T 


11S2U 


11S2V 


11S2W 


11S2Y 


11S2Z 


11S3A 


11S3B 


11S3C 


11S3D 


11S3G 


11S3P 


R 


S 


11S3T 


11S3U 


11S3V 


11S3W 


11S3Y 


11S3Z 


11S4A 


nS4B 


SERVICE  QGO  TITLE _ ^ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  EC-135  _ _ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  RC-135  _ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  WC/OC-135  _ _ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  TR-1/U-2  _ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  E-8  _ _ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUNT  (T-1/T-2/T-34/T-38)  _ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) _ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) _ _ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Air  Liaison  Officer  (ALO)  _ 


Reconnaissance/Surveiilance/Electronic  Warfare  Pilot,  General  _ _ 


Reconnaissance/Surveillance/Electronic  Warfare  Pilot,  Other  _ 


Special  Operations  Pilot,  MFI-53  _ _ 


Special  Operations  Pilot,  MH-60  _ _ 


Special  Operations  Pilot,  AC-1 30H  _ _ _ 


Special  Operations  Pilot,  AC-130U _ _ __ 


Special  Operations  Pilot,  HC-1 30  _ _______ 


Special  Operations  Pilot,  MC-130E _ _ _ 


Special  Operations  Pilot,  MC-1 30H  _ _ _ 


Special  Operations  Pilot,  SUNT  (T-1/T-2/T-34/T-38) _ _ 


Special  Operations  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) _ 


Special  Operations  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) _  _ _ _ 


Special  Operations  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44)  _ 


Special  Operations  Pilot,  Air  Liaison  Officer  (ALO) _ 


Special  Operations  Pilot,  Special  Operations  Forces  (SOF)  Helicopter,  General 


Special  Operations  Pilot,  SOF  Fixed  Wing,  General  _ 


Special  Operations  Pilot,  General  _ _ _ 


Special  Operations  Pilot,  Other _ _ _ 


Special  Operations  Pilot,  MFI-53  _ __________ 


Special  Operations  Pilot,  MFI-60 _ ________ 


Special  Operations  Pilot,  AC-130FI  _ _ 


Special  Operations  Pilot,  AC-1  SOU  _ _______ 


Special  Operations  Pilot,  HC-1 30 _ _ _ _____ 


Special  Operations  Pilot,  MC-1 30E  _ _ _ 


Special  Operations  Pilot,  MC-130H _  _ 


Special  Operations  Pilot,  SUNT  (T-1  /T-2/T-34/T-38) _ _ 


Special  Operations  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) _ 


Special  Operations  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) _ 


Special  Operations  Pilot,  SUPT  Phase  III  Instr  (T-1/ T-38/T-44) _ _ 


Special  Operations  Pilot,  Air  Liaison  Officer  (ALO) _ _ 


Special  Operations  Pilot,  Special  Operations  Forces  (SOF)  Helicopter,  General _ _ 


Special  Operations  Pilot,  SOF  Fixed  Wing,  General _ _ 


Special  Operations  Pilot,  General  _  _ 


Special  Operations  Pilot,  Other  _  _ 


Special  Operations  Pilot,  MH-53 _ _ _ _ 


Special  Operations  Pilot,  MH-60  _ _ _ _ 


Special  Operations  Pilot,  AC-130H  _ _ 


Special  Operations  Pilot,  AC-130U _ _ _ 


Special  Operations  Pilot,  HC-1 30  _ _ 


Special  Operations  Pilot,  MC-1 30E  _ _ 


Special  Operations  Pilot,  MC-1 30H  _ _ 


Special  Operations  Pilot,  SUNT  (T-1  /T-2/T-34/T-38) _ _ 


Special  Operations  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41 ) _ 


Special  Operations  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) _ _ 


Special  Operations  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) _ _ 


Special  Operations  Pilot,  Air  Liaison  Officer  (ALO) _ _ 


Special  Operations  Pilot,  Special  Operations  Forces  (SOF)  Helicopter,  General _ 


Special  Operations  Pilot,  SOF  Fixed  Wing,  General _ _ 


Special  Operations  Pilot,  General _ _ _ _ 


Special  Operations  Pilot,  Other _ _ _ 


Special  Operations  Pilot,  MH-53  _ _ 


Special  Operations  Pilot,  MH-60 
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11S4C  Special  Operations  Pilot,  AC-1 30H 


11S4D  Special  Operations  Pilot,  AC-1 30U 


11S4E  Special  Operations  Pilot,  HC-1 30 


11S4F  Special  Operations  Pilot,  MC-130E 


11S4G  Special  Operations  Pilot,  MC-130H 


1 1S4P  Special  Operations  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 


11S4R  Special  Operations  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


1 1S4S  Special  Operations  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 


1 1S4T  Special  Operations  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 


11S4U  Special  Operations  Pilot,  Air  Liaison  Officer  (ALO) 


1 1S4V  Special  Operations  Pilot,  Special  Operations  Forces  (SOF)  Helicopter,  General 


1 1S4W  Special  Operations  Pilot,  SOF  Fixed  Wing,  General 


11S4Y  Special  Operations  Pilot,  General 


11S4Z  Special  Operations  Pilot,  Other 


11T1A  Tanker  Pilot,  KC-10 


Tanker  Pilot,  KC-1 35 


Tanker  Pilot,  C-12  Companion  Trainer  Program  (CTP) 


Tanker  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACEj/Companion  Trainer  Program  (CTP) 


1 1T1N  Tanker  Pilot,  T-38  ACE/CTP 


11T1P  Tanker  Pilot,  SUNT  (T-1 /T-2/T-34/T-38) 


1 1T1R  Tanker  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


1 1T1S  Tanker  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 


1 1T1T  Tanker  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 


11T1U  Tanker  Pilot,  Air  Liaison  Officer  (ALO) 


11T1Y  Tanker  Pilot,  General 


11T1Z  Tanker  Pilot,  Other 


11T2A  Tanker  Pilot,  KC-10 


11T2B  Tanker  Pilot,  KC-1 35 


11T2L  Tanker  Pilot,  C-12  Companion  Trainer  Program  (CTP) 


1 1T2M  Tanker  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 


1 1T2N  Tanker  Pilot,  T-38  ACE/CTP 


11T2P  Tanker  Pilot,  SUNT  (T-1 /T-2/T-34/T-38) 


1 1T2R  Tanker  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


11T2S  Tanker  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 


1 1T2T  Tanker  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 


1 1T2U  Tanker  Pilot,  Air  Liaison  Officer  (ALO) 


11T2Y  Tanker  Pilot,  General 


11T2Z  Tanker  Pilot,  Other 


11T3A  Tanker  Pilot,  KC-10 


11T3B  Tanker  Pilot,  KC-1 35 


1 1T3L  Tanker  Pilot,  C-12  Companion  Trainer  Program  (CTP) 


11T3I\/I  Tanker  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 


1 1T3N  Tanker  Pilot,  T-38  ACE/CTP 


1 1T3P  Tanker  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 


11T3R  Tanker  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


1 1T3S  Tanker  Pilot,  SUPT  Phase  II  Instr  (T-34/T-37) 


1 1T3T  Tanker  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 


11T3U  Tanker  Pilot,  Air  Liaison  Officer  (ALO) 


Tanker  Pilot,  General 


Tanker  Pilot,  Other 


11T4A  Tanker  Pilot,  KC-10 


11T4B  Tanker  Pilot,  KC-1 35 


11T4L  Tanker  Pilot,  C-1 2  Companion  Trainer  Program  (CTP) 


11T4IV1  Tanker  Pilot,  T-37  Accelerated  Copilot  Enrichment  (ACE)/Companion  Trainer  Program  (CTP) 


1 1T4N  Tanker  Pilot,  T-38  ACE/CTP 


1 1T4P  Tanker  Pilot,  SUNT  (T-1/T-2/T-34/T-38) 


11T4R  Tanker  Pilot,  Flight  Screening  Program  (FSP)  Instructor  (T-3/T-41) 


1 1T4S  Tanker  Pilot,  SUPT  Phase  11  Instr  (T-34/T-37) 


1 1T4T  Tanker  Pilot,  SUPT  Phase  III  Instr  (T-1/  T-38/T-44) 


1 1T4U  Tanker  Pilot,  Air  Liaison  Officer  (ALO) 


11T4Y  Tanker  Pilot,  General 


11T4Z  Tanker  Pilot,  Other 
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2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2A 


2B 


2B 


Footnotes  are  defined  in  the  introductory  material. 


4-100 


INDEX 

IR  FORCE  OFFICER 


SERVICE  OCC  TITLE 

DOD  OC 

SERVICE  OCC 


12A1A  Airlift  Navigator,  C‘5 


12A1B  Airlift  Navigator,  VC-25  __________ 


12A1C  Airlift  Navigator,  C-1 30 


12A1D  Airlift  Navigator,  C-1 35/C-l 37 _ 


12A1E  Airlift  Navigator,  C-141 


12A1T  Airlift  Navigator,  SUNT  Instructor  _ _ 


12A1U  [Airlift  Navigator,  Air  Liaison  Officer  (ALO) _ 


12A1V  Airlift  Navigator,  Inter-Theater  Airlift,  General _ 


12A1W  Airlift  Navigator,  Intra-Theater  Airlift,  General 


12A1Y  Airlift  Navigator,  General  _ _ 


12A1Z  Airlift  Navigator,  Other  _ _ _ 


12A3A  Airlift  Navigator,  C-5  _ _ 


12A3B  Airlift  Navigator,  VC-25  _____ 


12A3C  Airlift  Navigator,  C-1 30  _ 


12A3D  Airlift  Navigator,  C-1 35/C-l  37  _ _ 


12A3E  Airlift  Navigator,  C-141 _ 


12A3T  Airlift  Navigator,  SUNT  Instructor  _ 


12A3U  [Airlift  Navigator,  Air  Liaison  Officer  (ALO) _ 


12A3V  Airlift  Navigator,  Inter-Theater  Airlift,  General _ _ 


12A3W  [Airlift  Navigator,  Intra-Theater  Airhft,  General _ 


Airlift  Navigator,  General 


Airlift  Navigator,  Other 


12A4A  [  [Airlift  Navigator,  C-5  _ 


12A4B  Airlift  Navigator,  VC-25  _ 


12A4C  Airlift  Navigator,  C-1 30 


12A4D  Airlift  Navigator,  C-1 35/C-l  37  _____ 


12A4E  Airlift  Navigator,  C-141  _ 


12A4T  Airlift  Navigator,  SUNT  Instructor _ 


12A4U  Airlift  Navigator,  Air  Liaison  Officer  (ALO) _ 


12A4V  Airlift  Navigator,  Inter-Theater  Airlift,  General _ 


12A4W  Airlift  Navigator,  Intra-Theater  Airlift,  General _ 


12A4Y  Airlift  Navigator,  General  _ _ 


12A4Z  Airlift  Navigator,  Other  _ 


12B1A  Bomber  Navigator,  B-1  Defensive  Systems  Officer  (EWO) 


12B1B  [Bomber  Navigator,  B-1  Offensive  Systems  Officer _ 


12B1C  Bomber  Navigator,  B-1  WSO  _ _ 


12B1D  Bomber  Navigator,  B-52  EWO  _ _ 


12B1E  [Bomber  Navigator,  B-52  Navigator/Radar  Navigator _ 


12B1S  Bomber  Navigator,  SUNT  Instructor  EWO _ 


12B1T  Bomber  Navigator,  SUNT  Instructor  _ _ 


12B1U  [Bomber  Navigator,  Air  Liaison  Officer  (ALO) _ 


12B1W  Bomber  Navigator,  EWO,  General  _ 


12B1Y  Bomber  Navigator,  General  _ 


12B1Z  Bomber  Navigator,  Other  _ 


12B2A  Bomber  Navigator,  B-1  Defensive  Systems  Officer  (EWO) 


12B2B  [Bomber  Navigator,  B-1  Offensive  Systems  Officer _ 


12B2C  Bomber  Navigator,  B-1  WSO  _ _ 


12B2D  Bomber  Navigator,  B-52  EWO  _ 


Bomber  Navigator,  B-52  Navigator/Radar  Navigator _ 


Bomber  Navigator,  SUNT  Instructor  EWO 


12B2T  [  [Bomber  Navigator,  SUNT  Instructor  _ 


12B2U  Bomber  Navigator,  Air  Liaison  Officer  (ALO)  _ _ 


12B2W  Bomber  Navigator,  EWO,  General 


12B2Y  Bomber  Navigator,  General  _ 


12B2Z  Bomber  Navigator,  Other 


12B3A  [Bomber  Navigator,  B-1  Defensive  Systems  Officer  (EWO) 


12B3B  Bomber  Navigator,  B-1  Offensive  Systems  Officer 


12B3C  Bomber  Navigator,  B-1  WSO 


12B3D  Bomber  Navigator,  B-52  EWO 


12B3E  Bomber  Navigator,  B-52  Navigator/Radar  Navigator 


12B3S  Bomber  Navigator,  SUNT  Instructor  EWO  ________ 


12B3T  Bomber  Navigator,  SUNT  Instructor  _ 


Footnotes  are  defined  in  the  introductory  material. 
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12E4A 
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12E4T 


12E4U 


12E4W 


12E4Y 


12E4Z 


12F1A 


12F1B 


12F1C 


12F1D 


12F1E 


12F1F 


12F1G 


12F1H 


12F1J 


12F1K 


12F1S 


12F1T 


12F1U 


12F1W 


12F1Y 


12F1Z 


12F3A 


12F3B 


12F3C 


12F3D 


12F3E 


12F3F 


12F3G 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Bomber  Navigator, 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Experimental  Test 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


Fighter  Navigator, 


SERVICE  OCC  TITLE 


,  Air  Liaison  Officer  (ALO) _ _ 


,  EWO,  Generai 


,  General  _ 


,  Other  _ _ 


,  B-1  Defensive  Systems  Officer  (EWO) _ 


,  B-1  Offensive  Systems  Officer  _ 


,  B-1  WSO  _ 


,  B-52  EWO  _ 


,  B-52  Navigator/Radar  Navigator _ 


,  SUNT  Instructor  EWO  _ 


,  SUNT  Instructor _ _ 


,  Air  Liaison  Officer  (AL(3) _ 


,  EWO,  Generai 


,  General  _ 


,  Other  _ 


Navigator,  Airiift/Tanker/Bomber _ 


Navigator,  Fighter  _ 


Navigator,  SUNT  Instructor  EWO  _ 


Navigator,  SUNT  Instructor _ 


Navigator,  Air  Liaison  Officer  (ALO)  _ 


Navigator,  EWO,  General 


Navigator,  General  _ 


Navigator,  Other  _ 


Navigator,  Airlift /Tanker/Bomber _ 


Navigator,  Fighter  _ 


Navigator,  SUNT  Instructor  EWO _ 


Navigator,  SUNT  Instructor _ 


Navigator,  Air  Liaison  Officer  (ALO) _ 


Navigator,  EWO,  General  _ 


Navigator,  Generai  _ 


Navigator,  Other _ 


Navigator,  Airiift/Tanker/Bomber _ 


Navigator,  Fighter 


Navigator,  SUNT  Instructor  EWO  _ 


Navigator,  SUNT  Instructor _ 


Navigator,  Air  Liaison  Officer  (ALO) _ 


Navigator,  EWO,  GenemI _ 


Navigator,  Generai  _ 


Navigator,  Other  _ 


F-4  WSO  _ 


F-4  EWO  _ 


F-4G  EWO  _ 


RF-4  WSO _ 


RF-4  EWO _ 


F-15EWSO  _ 


F-15EEWO  _ 


F-111WSO  _ 


F-111  EWO _ 


EF-111  EWO  _ 


SUNT  Instructor  EWO _ 


SUNT  Instructor _ 


Air  Liaison  Officer  (ALO)  _ 


EWO,  General  _ 


General _ 


Other  _ 


F-4  WSO _ 


F-4  EWO  _ 


F-4G  EWO  _ 


RF-4  WSO _ 


RF-4  EWO  _ 


F-15EWSO  _ 


F-15E  EWO 


IDOD  OG" 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


*  Footnotes  are  defined  in  the  introductory  materiai. 
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12F3K 


12F3S 


12F3T 


12F3U 


12F3W 


12F3Y 


12F3Z 


12F4A 


12F4B 


12F4C 


12F4D 


12F4E 


12F4F 


12F4G 


12F4H 


12F4J 


12F4K 


12F4S 


12F4T 


12F4U 


12F4W 


12F4Y 


12F4Z 


12G3 


12G4 


12K1A 


12K1B 


12K1Y 


12K1Z 


12K3A 


12K3B 


12K3Y 


12K3Z 


12K4A 


12K4B 


12K4Y 


12K4Z 


12R1A 


12R1B 


12R1C 


12R1D 


12R1E 


12R1F 


12R1G 


12R1H 


12R1J 


12R1K 


12R1L 


12R1S 


12R1T 


12R1U 


12R1W 


12R1Y 


12R1Z 


12R3A 


12R3B 


12R3C 


12R3D 


12R3E 


12R3F 


Fighter  Navigator,  F-1 1 1  WSO 


Fighter  Navigator,  F-1 1 1  EWO 


Fighter  Navigator,  EF-1 1 1  EWO 


Fighter  Navigator,  SUNT  Instructor  EWO 


Fighter  Navigator,  SUNT  Instructor  _ 


Fighter  Navigator,  Air  Liaison  Officer  (ALO) 


Fighter  Navigator,  EWO,  General _ 


Fighter  Navigator,  General  _ 


Fighter  Navigator,  Other 


Fighter  Navigator,  F-4  WSO  _ 


Fighter  Navigator,  F-4  EWO  _ 


Fighter  Navigator,  F-4G  EWO 


Fighter  Navigator,  RF-4  WSO 


Fighter  Navigator,  RF-4  EWO  _ 


Fighter  Navigator,  F-15E  WSO 


Fighter  Navigator,  F-1 5E  EWO _ 


Fighter  Navigator,  F-1 11  WSO 


Fighter  Navigator,  F-1 11  EWO 


Fighter  Navigator,  EF-1 1 1  EWO _ 


Fighter  Navigator,  SUNT  Instructor  EWO 


Fighter  Navigator,  SUNT  Instructor 


Fighter  Navigator,  Air  Liaison  Officer  (ALO) 


Fighter  Navigator,  EWO,  General _ 


Fighter  Navigator,  General _ 


Fighter  Navigator,  Other 


Generalist  Navigator 


Generalist  Navigator  _ 


Trainer  Navigator,  SUNT,  General 


Trainer  Navigator,  EWO,  General/Other 


Trainer  Navigator,  General 


Trainer  Navigator,  Other  _ 


Trainer  Navigator,  SUNT,  General _ 


Trainer  Navigator,  EWO,  General/Other 


Trainer  Navigator,  General 


Trainer  Navigator,  Other 


Trainer  Navigator,  SUNT,  General 


Trainer  Navigator,  EWO,  General/Other 


Trainer  Navigator,  General 


Trainer  Navigator,  Other 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


Reconnaissance/Survei 


lance/Electronic  Warfare  Navigator,  E-3 


lance/Electronic  Warfare  Navigator,  E-4 


lance/Electronic  Warfare  Navigator,  EC-130  EWO 


lance/Electronic  Warfare  Navigator,  EC-130 


lance/Electronic  Warfare  Navigator,  HC-130 


lance/Electronic  Warfare  Navigator,  WC-130  _ 


lance/Electronic  Warfare  Navigator,  EC-135 


lance/Electronic  Warfare  Navigator,  RC-135  EWO 


lance/Electronic  Warfare  Navigator,  RC-135 


lance/Electronic  Warfare  Navigator,  WC/OC-135 


lance/Electronic  Warfare  Navigator,  E-8 


lance/Electronic  Warfare  Navigator,  SUNT  Instructor  EWO 


lance/Electronic  Warfare  Navigator,  SUNT  Instructor 


lance/Electronic  Warfare  Navigator,  Air  Liaison  Officer  (ALO) 


lance/Electronic  Warfare  Navigator,  EWO,  General 


lance/Electronic  Warfare  Navigator,  General 


lance/Electronic  Warfare  Navigator,  Other  _ 


lance/Electronic  Warfare  Navigator,  E-3 


lance/Electronic  Warfare  Navigator,  E-4 


lance/Electronic  Warfare  Navigator,  EC-130  EWO 


lance/Electronic  Warfare  Navigator,  EC-130 


lance/Electronic  Warfare  Navigator,  HC-130 


lance/Electronic  Warfare  Navigator,  WC-130 


’  Footnotes  are  defined  in  the  introductory  materiai. 
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12R3G  I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-135 _ 


12R3H  1  I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  RC“135  EWO _ 


12R3J  I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  RC-135 _ 


12R3K  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  WC/OC-135 _ 


12R3L  iReconnalssance/Surveillance/Electronic  Warfare  Navigator,  E-8 _ 


12R3S  I  I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  SUNT  Instructor  EWO 


12R3T  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  SUNT  Instructor _ 


12R3U  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Air  Liaison  Officer  (ALO) 


12R3W  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EWO,  General 


12R3Y  iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  General _ 


12R3Z  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Other  _ _ 


12R4A  iReconnaissance/SurveiHance/Electronic  Warfare  Navigator,  E-3 _ 


12R4B  IReconnalssance/Surveillance/Electronic  Warfare  Navigator,  E-4 _ 


12R4C  I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-130  EWO _ 


12R4D  iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-130 _ 


1 2R4E  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  HC-130 _ 


12R4F  I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  WC-130 _ 


12R4G  iReconnaissance/Surveillance/Electronic  Warfare  Navigator,  EC-135  _ _ 


12R4H  Reconnaissance/SurveiKance/Electronic  Warfare  Navigator,  RC-135  EWO _ 


12R4J  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  RC-135 _ 


12R4K  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  WC/OC-135 _ 


12R4L  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  E-8 _ 


1 2R4S  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  SUNT  Instructor  EWO 


1 2R4T  Reconnaissance/Surveillance/Electronfc  Warfare  Navigator,  SUNT  Instructor _ 


12R4U  I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Air  Liaison  Officer  (ALO) 


12R4W  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  EWO,  General _ 


12R4Y  I  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  General _ 


12R4Z  Reconnaissance/Surveillance/Electronic  Warfare  Navigator,  Other _ _ 


12S1A  Special  Operations  Navigator,  AC-1 30H  EWO  _ _ 


12S1B  Special  Operations  Navigator,  AC-1 30H  FCO  _ 


12S1C  Special  Operations  Navigator,  AC-1 30H  _ 


12S1D  Special  Operations  Navigator,  AC-1 301)  EWO  _ 


12S1E  Special  Operations  Navigator,  AC-1 30U  FCO  _ _ _ 


12S1F  Special  Operations  Navigator,  AC-1 30U  _ _ _ 


12S1G  Special  Operations  Navigator,  HC-130  _ _ _ _ 


12S1H  Special  Operations  Navigator,  MC-130E  EWO  _ _ _ 


12S1J  Special  Operations  Navigator,  MC-130E  _ _ 


12S1K  Special  Operations  Navigator,  MC-130H  EWO 


12S1L  Special  Operations  Navigator,  MC-130H  _ 


12S1S  Special  Operations  Navigator,  SUNT  Instructor  EWO 


12S1T  Special  Operations  Navigator,  SUNT  Instructor _ 


12S1U  [Special  Operations  Navigator,  Air  Liaison  Officer  <ALO) _ 


12S1W  Special  Operations  Navigator,  EWO,  General  _ 


12S1Y  Special  Operations  Navigator,  General  _ 


12S1Z  Special  Operations  Navigator,  Other  _ 


12S3A  Special  Operations  Navigator,  AC-1 30H  EWO  _ 


12S3B  Special  Operations  Navigator,  AC-1 30H  FCO  _ 


12S3C  Special  Operations  Navigator,  AC-1 30H  _ _ _ 


12S3D  Special  Operations  Navigator,  AC-130U  EWO _ _ 


12S3E  Special  Operations  Navigator,  AC-130U  FCO 


12S3F  Special  Operations  Navigator,  AC-1  SOU  _ 


12S3G  Special  Operations  Navigator,  HC-130  _ _ 


12S3H  Special  Operations  Navigator,  MC-130E  EWO 


12S3J  Special  Operations  Navigator,  MC-130E  _______ 


12S3K  Special  Operations  Navigator,  MC-130H  EWO  _ _ 


12S3L  Special  Operations  Navigator,  MC-130H  _ 


12S3S  Special  Operations  Navigator,  SUNT  Instructor  EWO  _ _ 


12S3T  Special  Operations  Navigator,  SUNT  Instructor 


12S3U  Special  Operations  Navigator,  Air  Liaison  Officer  (ALO)  _ 


12S3W  Special  Operations  Navigator,  EWO,  General _ _ _ 


12S3Y  Special  Operations  Navigator,  General  ____________________________ 


12S3Z  Special  Operations  Navigator,  Other 


IDOPIPC 


2D 


2D 


2D 


2D 


2D 


2D 


2D 


2D 
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SERVICE  OCC 

1 

SERVICE  OCC  TITLE 

DOD  OC 

12S4A 

Special  Operations  Navigator,  AC-130H  EWO 

2D 

12S4B 

Special  Operations  Navigator,  AC-130H  FCO 

2D 

12S4C 

Special  Operations  Navigator,  AC-130H 

2D 

12S4D 

Special  Operations  Navigator,  AC-1 301)  EWO 

2D 

12S4E 

Special  Operations  Navigator,  AC-1  SOU  FCO 

12S4F 

Special  Operations  Navigator,  AC-1  SOU 

2D 

12S4G 

Special  Operations  Navigator,  HC-130 

2D 

12S4H 

Special  Operations  Navigator,  MC-130E  EWO 

2D 

■ 

Special  Operations  Navigator,  MC-130E 

BE9i 

■ 

Special  Operations  Navigator,  MC-130FI  EWO 

HEQH 

12S4L 

Special  Operations  Navigator,  MC-130H 

2D 

12S4S 

Special  Operations  Navigator,  SUNT  Instructor  EWO 

2D 

12S4T 

Special  Operations  Navigator,  SUNT  Instructor 

2D 

12S4U 

Special  Operations  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

12S4W 

Special  Operations  Navigator,  EWO,  General 

2D 

12S4Y 

Special  Operations  Navigator,  General 

2D 

12S4Z 

Special  Operations  Navigator,  Other 

2D 

12T1A 

Tanker  Navigator,  KC-135 

2D 

12T1T 

Tanker  Navigator,  SUNT  Instructor 

2D 

12T1U 

Tanker  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

12T1Y 

Tanker  Navigator,  General 

2D 

12T1Z 

Tanker  Navigator,  Other 

2D 

12T3A 

Tanker  Navigator,  KC-135 

2D 

12T3T 

Tanker  Navigator,  SUNT  Instructor 

2D 

12T3U 

Tanker  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

12T3Y 

Tanker  Navigator,  General 

2D 

12T3Z 

Tanker  Navigator,  Other 

2D 

12T4A 

Tanker  Navigator,  KC-135 

2D 

12T4T 

Tanker  Navigator,  SUNT  Instructor 

2D 

12T4U 

Tanker  Navigator,  Air  Liaison  Officer  (ALO) 

2D 

12T4Y 

Tanker  Navigator,  General 

2D 

12T4Z 

Tanker  Navigator,  Other 

2D 

13A1A 

Astronaut,  Pilot 

2G 

13A1B 

Astronaut,  Mission  Specialist 

2G 

13A1P 

Astronaut,  Fighter 

2G 

13A1Q 

Astronaut,  Trainer 

2G 

13A1R 

Astronaut,  Bomber 

2G 

13A1S 

Astronaut,  Tanker 

2G 

13A1T 

Astronaut,  Strategic  Airlift 

2G 

13A1U 

Astronaut,  Tactical  Airlift 

2G 

13A1V 

Astronaut,  Flelicopter 

2G 

13A1W 

Astronaut,  General 

2G 

13A3A 

Astronaut,  Pilot 

2G 

13A3B 

Astronaut,  Mission  Specialist 

2G 

13A3P 

Astronaut,  Fighter 

2G 

13A3Q 

Astronaut,  Trainer 

2G 

13A3R 

Astronaut,  Bomber 

2G 

13A3S 

Astronaut,  Tanker 

2G 

13A3T 

Astronaut,  Strategic  Airlift 

2G 

13A3U 

Astronaut,  Tactical  Airlift 

2G 

13A3V 

Astronaut,  Helicopter 

2G 

13A3W 

Astronaut,  General 

2G 

13B1B 

Air  Battle  Management,  AWACS 

2G 

13B1C 

Air  Battle  Management,  Air  Defense 

2G 

13B1D 

Air  Battle  Management,  Mobile  Air  Control 

2G 

13B1F 

Air  Battle  Management,  Adjutant 

2G 

13B1J 

Air  Battle  Management,  Air  Field  Management 

BEBI 

13B1K 

Air  Battle  Management,  JSTARS 

13B1L 

Air  Battle  Management,  ABCCC 

2G 

13B1P 

Air  Battle  Management,  Fighter 

2G 

13B1Q 

Air  Battle  Management,  Trainer 

2G 

13B1R 

Air  Battle  Management,  Bomber 

2G 

’  Footnotes  are  defined  in  the  introductory  materiai.  4-105 
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13B3L 
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13B3U 


13B3V 


13B3W 


13B4B 
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13B4F 


13B4J 


13B4K 


13B4L 


13B4P 


13B4Q 


13B4R 


13B4S 
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13B4U 


13B4V 


13B4W 


13D1 


13D3 


13D4 


13M1 


13M3 


13M4 


13S1 


13S1A 
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C 


13S1D 


13S1E 


13S1P 


13S1Q 


13S1R 


13S1S 


13S1T 


13S1U 


13S1V 


13S1W 


13S2C 


13S3A 


13S3B 


13S3C 


13S3D 


13S3E 


Air  Battle  Management,  Tanker  _ 


Air  Battle  Management,  Strategic  Airlift _ _ 


Air  Battle  Management,  Tactical  Airlift _ _ 


Air  Battle  Management,  Helicopter _ 


Air  Battle  Management,  General  _ _________ 


Air  Battle  Management,  AWACS  _ 


Air  Battle  Management,  Air  Defense _ 


Air  Battle  Management,  Mobile  Air  Control _ 


Air  Battle  Management,  Adjutant _ 


Air  Battle  Management,  Air  Field  Management _ 


Air  Battle  Management,  JSTARS  _ 


Air  Battle  Management,  ABCCC _ 


Air  Battle  Management,  Fighter  _ 


Air  Battle  Management,  Trainer  _ _ 


Air  Battle  Management,  Bomber  _ 


Air  Battle  Management,  Tanker _ _ _ 


Air  Battle  Management,  Strategic  Airlift  _ 


Air  Battle  Management,  Tactical  Airlift _ 


Air  Battle  Management,  Helicopter _ 


Air  Battle  Management,  General _ _ 


Air  Battle  Management,  AWACS _ _ 


Air  Battle  Management,  Air  Defense _ 


Air  Battle  Management,  Mobile  Air  Control _ 


Air  Battle  Management,  Command  Post _ _ 


Air  Battle  Management,  Adjutant _ 


Air  Battle  Management,  Air  Field  Management _ 


Air  Battle  Management,  JSTARS _ _ _ 


Air  Battle  Management,  ABCCC _ _ 


Air  Battle  Management,  Fighter _ 


Air  Battle  Management,  Trainer _ _ _ 


Air  Battle  Management,  Bomber _ 


Air  Battle  Management,  Tanker _ 


Air  Battle  Management,  Strategic  Airlift _ 


Air  Battle  Management,  Tactical  Airlift _ 


Air  Battle  Management,  Helicopter _ 


Air  Battle  Management,  General _ 


Combat  Control  _ 


Combat  Control  _ _ 


Combat  Control  _ 


Air  Traffic  Control  _ _ _ _ 


Air  Traffic  Control  _ _ 


Air  Traffic  Control  _ 


Space  and  Missle  Operations _ 


Space  and  Missile  Operations,  Satellite  Command  and  Control 
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3A 

14N4V 

Intelligence,  Helicopter 
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3A 

16A1Q 

Air  Attache,  Trainer 

3A 

16A1R 

Air  Attache,  Bomber 

16A1S 

Air  Attache,  Tanker 

3A 

16A1T 

Air  Attache,  Strategic  Airlift 

3A 

16A1U 
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Logistician 
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8A 
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8A 
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21 L4 
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21L4P 
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8A 

21L4Q 
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8A 
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HEBHI 
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8A 
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8A 
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8A 

21L4W 
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Space  and  Missile  Maintenance 

4F 

21M1A 

Space  and  Missile  Maintenance,  Missile 

4F 

21M1B 

Space  and  Missile  Maintenance,  Spacelift 

4F 

21  M3 

Space  and  Missile  Maintenance 

4F 

21M3A 

Space  and  Missile  Maintenance,  Missile 

4F 

21M3B 

Space  and  Missile  Maintenance,  Spacelift 

4F 

21M4 

Space  and  Missile  Maintenance 
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21S1 

Supply 

8B 

21S3 

Supply 

8B 

21 S4 

Supply 
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8C 

21T1P 
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8C 
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8C 

21T1R 
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21T1S 

Transportation,  Tanker 

8C 
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Support  Commander 
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Support  Commander,  Fighter 
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30C0Q 
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Aerospace  Physiologist 


Aerospace  Physiologist 


Biomedical  Scientist 


Biomedical  Scientist,  Chiropractor 


Biomedical  Scientist 


Biomedical  Scientist,  Chiropractor 


Biomedical  Scientist 


|DOD  PC 


7C 


1C 


1C 


1C 


61 


6H 


6A 


6C 


6E 


61 


61 


61 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6 

6 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


*  Footnotes  are  defined  in  the  introductory  materiai. 


4-112 


INDEX 

AIR  FORCE  OFFICER 


SERVICE  OCCI  1 1  _ SERVICE  OGC  TITtE 


43B4A  Biomedical  Scientist,  Chiropractor _ _ _ 


43D1  Dietitian  _ _ _ _ _ 


43D3  Dietitian  _ _ _ 


43D4  Dietitian  _ _ _ 


43E1  iBioenvironmental  Engineer _ _ _ _ 


43E1A  IBioenvironmental  Engineer,  General _ _ _ _ 


43E1B  [  IBioenvironmental  Engineer,  Industrial  Hygiene _ 


43E1C  IBioenvironmental  Engineer,  Medical  Construction _ _ 


43E1D  iBioenvironmental  Engineer,  Environmental  _ 


43E1E  IBioenvironmental  Engineer,  Architecture  _ _ 


43E1F  IBioenvironmental  Engineer,  Biomedical _ _ _ 


43E1G  IBioenvironmental  Engineer,  Bioenvironmental/Health  Physics _ 


43E3A  Bioenvironmental  Engineer,  General _ _ _ 


43E3B  IBioenvironmental  Engineer.  Industrial  Hygiene _ _ 


43E3C  l^oenvironmental  Engineer,  Medical  Construction _ 


43E3D  [  IBioenvironmental  Engineer,  Environmental  _ 


43E3E  IBioenvironmental  Engineer,  Architecture  _ _ 


43E3F  IBioenvironmental  Engineer,  Biomedical _ _ _ 


43E3G  IBioenvironmental  Engineer,  Bioenvironmental/Health  Physics _ 


43E4  Bioenvironmental  Engineer _ _ 


43E4A  Bioenvironmental  Engineer,  General _ _ _ _ 


43E4B  [Bioenvironmental  Engineer,  industrial  Hygiene _ _ 


43E4C  Bioenvironmental  Engineer,  Medical  Construction _ 


43E4D  T  IBioenvironmental  Engineer,  Environmental _ 


43E4E  Environmental  Engineer,  Architecture _ _ _ _ 


43E4F  Bioenvironmental  Engineer,  Biomedical _ 


43E4G  IBioenvironmental  Engineer,  Bioenvironmental/Health  Physics _ 


43H1  _ Public  Health _ _ _ 

43H3  Public  Health _ _ _ 

43H4  Public  Health  _ _ _ _ _ 

43M1  Medial  Entomologist  ALTY  Summary  _ 

43M3  Medial  Entomologist  ALTY  Summary _ 

43M4  Medial  Entomologist  ALTY  Summary _ _ _ 

43P1  Pharmacist _ _ 

43P3  Pharmacist _ _ _ _ _ 

43  P4  ^  Pharmacist  _ _ _ 


43R1  IVeterinary  Scientist _ _ _ _ 


43R1A  [Veterinary  Scientist,  Toxicology/Pharmacology _ 


43rTb  [Veterinary  Scientist.  Radiobiology/Biophysics _ _ 


43R1C  IVeterinary  Scientist,  Psychology _ 


43R1D  1  IVeterinary  Scientist,  Physiology/Biochemistry 


43R1E  IVeterinary  Scientist,  Microbiology _ 


43R3  Veterinary  Scientist _ _ _ 


43R3A  Veterinary  Scientist,  Toxicology/Pharmacology  _ 


43R3B  [Veterinary  Scientist,  Radiobiology/Biophysics _ 


43R3C  Veterinary  Scientist,  Psychology _ _ 


43R3D  Veterinary  Scientist,  Physiology/Biochemistry _ 


43R3E  Veterinary  Scientist,  Microbiology _ 


43R4  Veterinary  Scientist  _ 


43R4A  Veterinary  Scientist,  Toxicology/Pharmacology _ 


43R4B  Veterinary  Scientist,  Radiobioiogy/Biophysics _ 


43R4C  Veterinary  Scientist,  Psychology _ _ 


43R4D  1  Veterinary  Scientist,  Physiology/Biochemistry _ _ 


43R4E  Veterinary  Scientist,  Microbiology _ 


43T1 A  [Biomedical  Laboratory,  Biomedical  Laboratory  Science _ 


43T1B  I  Biomedical  Laboratory,  Microbiology _ 


43T1C  iBiomedical  Laboratory,  Clinical  Chemistry _ 


43T1D  IBiomedical  Laboratory,  Environmental  and  Industrial  Hygiene  Chemistry 


43T1E  [Biomedical  Laboratory,  Blood  Bank _ _ 


43T1F  Biomedical  Laboratory,  Toxicologist _ 


43T1G  [Biomedical  Laboratory,  Other _ 


43T1H  I  IBiomedical  Laboratory,  Hematology _ 


iPOPOC 


^  Footnotes  are  defined  in  the  introductory  material. 


4-113 


INDEX 


AIRFORCE  OFFICER 


SERVICE  OCCl  11 _ SERVICE  OCC  TITLE 


43T3A  Biomedical  Laboratory,  Biomedical  Laboratory  Science _ 


43T3B  Biomedical  Laboratory,  Microbiology _ _ 


43T3C  Biomedical  Laboratory,  Clinical  Chemistry _ 


43130  f&omedical  Laboratory,  Environmental  and  Industrial  Hygiene  Chemistry 


43T3E  Biomedical  Laboratory,  Blood  Barik _ 


43T3F  Biomedical  Laboratory,  Toxicologist _ _ 


43T3G  Biomedical  Laboratory,  Other _ _ 


43T3H  Biomedical  Laboratory,  Hematology _ 


43T4A  I  Biomedical  Laboratory,  Biomedical  Laboratory  Sctence _ 


43T4B  Biomedical  Laboratory,  Microbiology _ _ 


43T4C  Biomedical  Laboratory,  Clinical  Chemistry _ 


43140  j&omedical  Laboratory,  Environmental  and  Industrial  Hygiene  Chemistry 


43T4E  Biomedical  Laboratory,  Blood  Bank _ 


43T4F  Biomedical  Laboratory,  Toxicologist _ 


43T4G  Biomedical  Laboratory,  Other _ 


43T4H  I  Biomedical  Laboratory,  Hematology _ 


43V1A  Veterinary  Clinician,  Surgery _ 


43V1B  IVeterinary  Clinician,  Internal  Medicine _ 


43V1C  [Veterinary  Clinician,  Radiology _ 


43V1D  Veterinary  Clinician,  Pathology  _ 


43V1E  [Veterinary  Clinician,  Laboratory  Animal _ _ 


43V3A  Veterinary  Clinician,  Surgery _ 


43V3B  Veterinary  Clinician,  Internal  Medicine _ 


43V3C  Veterinary  Clinician,  Radiology _ _ 


43V3D  Veterinary  Clinician,  Pathology _ 


43V3E  Veterinary  Clinician,  Laboratory  Animal _ 


43V4A  Veterinary  Clinician,  Surgery 


43V4B  Veterinary  Clinician,  Internal  Medicine _ 


43V4C  Veterinary  Clinician,  Radiology _ 


43V4D  Veterinary  Clinician,  Pathology _ _ 


43V4E  Veterinary  Clinician,  Laboratory  Animal _ 


43Y1  Health  Physicist  _ _ _ 


43Y1A  Health  Physicist,  Medical  _ _ 


43Y3  Health  Physicist _ 


43Y3A  Health  Physicist,  Medical _ 


43Y4  Health  Physicist _ _ 


43Y4A  Health  Physicist,  Medical _ 


44A1  Chief,  Hospital/Clinic  Services _ 


44A3  Chief,  Hospital/Clinic  Services _ 


44D1  Pathologist  _ 


44D1A  Pathologist,  Hematology  _ _ 


44D1B  Pathologist,  Cytology  _ 


44D1C  Pathologist,  Gynecology _ 


44D1D  Pathologist,  Forensic _ _ _ 


44D1E  [Pathologist,  Neuropathology _ 


44D1F  Pathologist,  Pediatric  _ 


44D1G  [Pathologist,  Transfusion  Medicine _ 


44D1H  Pathologist,  Microbiology _ 


44D1J  Pathologist,  Immunology  _ _ 


44D1K  Pathologist,  Dermatology _ 


44D3  Pathologist  _ 


44D3A  Pathologist,  Hematology  _ 


44D3B  Pathologist,  Cytology _ 


44D3C  Pathologist,  Gynecology  _ 


44D3D  Pathologist,  Forensic _ _ 


44D3E  Pathologist,  Neuropathology _ 


44D3F  Pathologist,  Pediatric  _  _ 


44D3G  Pathologist,  Transfusion  Medicine _ 


44D3H  Pathologist,  Microbiology _ 


44D3J  Pathologist,  Immunology  _ 


44D3K  Pathologist,  Dermatology  _ 


44D4  Pathologist  _ _ 


}DOD  OC 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


6H 


^  Footnotes  are  defined  in  the  introductory  material. 


4-114 


INDEX 

AIR  FORCE  OFFICER 


SERVICE  OCCI  1  i  SERVICE  OCC  TITLE 


44D4A  Pathologist,  Hematology  _ _ 


44D4B  Pathologist,  Cytology _ 


44D4C  Pathologist,  Gynecology  _ _ 


44D4D  Pathologist,  Forsenic  _ _ 


44D4E  Pathologist,  Neuropathology  __________ 


44D4F  Pathologist,  Pediatric  _ _ 


44D4G  Pathologist,  Transfusion  Medicine  _ _ _ _ 


44D4H  Pathologist,  Microbiology _ _ 


44D4J  Pathologist,  Immunology  _ _ 


44D4K  Pathologist,  Dermatology  _ _ _ _ 


44E1  Emergency  Services  Physician _ 


44E1A  Emergency  Services  Physician,  Emergency  Medicine  Specialist _ 


44E3  Emergency  Services  Physician _ 


44E3A  Emergency  Services  Physician,  Emergency  Medicine  Specialist _ 


44E4  Emergency  Services  Physician  _ 


44E4A  I  Emergency  Services  Physician,  Emergency  Medicine  Specialist _ 


44F1  Family  Physician  _ 


44F3  Family  Physician  _ _ _ 


44F4  Family  Physician 


44G1  General  Practice  Physician  _ 


44G3  General  Practice  Physician  _ 


44G4  General  Practice  Physician  _ _ _ _ 


44H1  Nuclear  Medicine  Physician 


44H3  Nuclear  Medicine  Physician  _ _ _ _ _ 


44H4  Nuclear  Medicine  Physician  _ _ 


44K1  Pediatrician  _ 


44K1A  Pediatrician,  Adolescent  Medicine _ 


44K1B  Pediatrician,  Cardiology _ 


44K1C  Pediatrician,  Developmental  Pediatrics  _ 


44K1D  Pediatrician,  Endocrinology  _ 


44K1E  Pediatrician,  Neonatology 


44K1F  Pediatrician,  Gastroenterology  _ 


44K1G  Pediatrician,  Hematology  _ 


44K1H  Pediatrician,  Neurology _ 


44K1J  Pediatrician,  Pulmonology  _ 


Pediatrician,  Infectious  Diseases 


44K1L  I  IPedlatrician,  Medical  Genetics 


44K1M  Pediatrician,  Nephrology  _ 


44K3  Pediatrician  _ 


44K3A  Pediatrician,  Adolescent  Medicine  _ _ _ 


44K3B  Pediatrician,  Cardiology  _ _ 


44K3C  Pediatrician,  Developmental  Pediatrics  _ _ 


44K3D  Pediatrician,  Endocrinology  _ 


44K3E  Pediatrician,  Neonatology  _ _ _ 


44K3F  Pediatrician,  Gastroenterology _ 


44K3G  Pediatrician,  Hematology  _ 


44K3H  Pediatrician,  Neurology  _ 


44K3J  Pediatrician,  Pulmonology  _ 


44K3K  Pediatrician,  Infectious  Diseases  _ 


44K3L  Pediatrician,  Medical  Genetics _ 


44K3M  Pediatrician,  Nephrology  _ _ _ 


44K4  Pediatrician  _ _ 


44K4A  Pediatrician,  Adolescent  Medicine 


44K4B  Pediatrician,  Cardiology  _ 


44K4C  Pediatrician,  Developmental  Pediatrics 


44K4D  Pediatrician,  Endocrinology  _ _ 


44K4E  Pediatrician,  Neonatology  _ _ 


44K4F  Pediatrician,  Gastroenterology  _ 


44K4G  Pediatrician,  Hematology  _ _ 


44K4H  Pediatrician,  Neurology  _ 


44K4J  Pediatrician,  Pulmonology  _ 


44K4K  Pediatrician,  Infectious  Diseases 


IDOD  OC 


^  Footnotes  are  defined  in  the  introductory  material. 


4-115 


INDEX 

AIR  FORCE  OFFICER 


SERVICE  OCC 

SERVICE  OCC  TITLE 

DOD  OC? 

44K4L 

Pediatrician,  Medical  Genetics 

6A 

44K4M 

Pediatrician,  Nephrology 

6A 

44M1 

Internist 

6A 

44M1A 

Internist,  Oncology 

6A 

44M1B 

Internist,  Cardiology 

6A 

44M1C 

Internist,  Endocrinology 

6A 

44M1D 

Internist,  Gastroenterology 

6A 

44M1E 

Internist,  Hematology 

6A 

44M1F 

Internist,  Rheumatology 

6A 

44M1G 

Internist,  Pulmonary  Diseases 

6A 

44M1H 

Internist,  Infectious  Diseases 

6A 

44M1J 

Internist,  Nephrology 

6A 

44M3 

Internist 

6A 

44M3A 

Internist,  Oncology 

6A 

44M3B 

Internist,  Cardiology 

6A 

44M3C 

Internist,  Endocrinology 

6A 

44M3D 

■ 

Internist,  Gastroenterology 

6A 

44M3E 

■ 

Internist,  Hematology 

6A 

44M3F 

Internist,  Rheumatology 

6A 

44M3G 

Internist,  Pulmonary  Diseases 

6A 

44M3H 

Internist,  Infectious  Diseases 

6A 
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■ 

Internist,  Nephrology 

BBuSB 

44M4 

Internist 

BEEH 

44M4A 

Internist,  Oncology 
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Internist,  Cardiology 

6A 

44M4C 

Internist,  Endocrinology 
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Internist,  Rheumatology 
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6A 

44N3 

Neurologist 
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6A 
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6A 

44S4A 

Dermatologist,  Dermatologic  Surgery 
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44S4B 

Dermatologist,  Dermatopathology 

6A 

44T1 

Radiotherapist 

6A 

44T3 

Radiotherapist 

6A 

44T4 

Radiotherapist 

6A 
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46N1  Clinical  Nurse  _ _ _ _ 


46N1A  Clinical  Nurse,  Women’s  Health  Care  Nurse  Practitioner 


46N1B  I  Clinical  Nurse,  Pediatric  Nurse  Practitioner _ 


46N1C  I  Clinical  Nurse,  Primary  Care  Nurse  Practitioner _ 


46N1D  jClinicai  Nurse,  Staff  Development _ 


46N1E  Clinical  Nurse,  Critical  Care  _ 


46N1F  ICIinical  Nurse,  Neonatal  Intensive  Care _ 


46N1G  Clinical  Nurse,  Obstetrical  _ 


46N1H  ICIinical  Nurse,  Family  Nurse  Practitioner _ 


46N3  Clinical  Nurse  _ 


46N3A  Clinical  Nurse,  Women's  Health  Care  Nurse  Practitioner 


46N3B  Clinical  Nurse,  Pediatric  Nurse  Practitioner _ 


46N3C  Clinical  Nurse,  Primary  Care  Nurse  Practitioner _ 


46N3D  Clinical  Nurse,  Staff  Development _ 


46N3E  Clinical  Nurse,  Critical  Care _ 


46N3F  Clinical  Nurse,  Neonatal  Intensive  Care _ 


46N3G  Clinical  Nurse,  Obstetrical _ 


46N3H  Clinical  Nurse,  Family  Nurse  Practitioner _ 


46N4  Clinical  Nurse  _ 


46N4A  Clinical  Nurse,  Women's  Health  Care  Nurse  Practitioner 


46N4B  Clinical  Nurse,  Pediatric  Nurse  Practitioner _ 


46N4C  Clinical  Nurse,  Primary  Care  Nurse  Practitioner _ 


46N4D  Clinical  Nurse,  Staff  Development _ 


46N4E  Clinical  Nurse,  Critical  Care _ 


46N4F  Clinical  Nurse,  Neonatal  Intensive  Care _ 


46N4G  Clinical  Nurse,  Obstetrical _ _ 


46N4H  Clinical  Nurse,  Family  Nurse  Practitioner _ 


46P1  Mental  Health  Nurse  _ _ 


46P1A  Mental  Health  Nurse,  Mental  Health  Nurse  Specialist 


46P3  Mental  Health  Nurse _ 


46P3A  Mental  Health  Nurse,  Mental  Health  Nurse  Specialist 


46P4  Mental  Health  Nurse _ 


46P4A  I  Mental  Health  Nurse,  Mental  Health  Nurse  Specialist 


46S1  Operating  Room  Nurse  _ 


46S3  Operating  Room  Nurse  _ 


46S4  Operating  Room  Nurse _ 


47B1  Orthodontist  _ _ 


47B3  Orthodontist  _ _  _ 


47B4  Orthodontist  _ 


47D1  Oral  Pathologist  _ 


47D3  Oral  Pathologist _ 


47D4  Oral  Pathologist 


47E1  Endodontist  _ 


47E3  Endodontist 


47E4  Endodontist  _ 


47G1  Dentist  _ 


47G1A  Dentist,  Comprehensive 


47G1B  Dentist,  Advanced  Clinical _ 


47G1C  Dentist,  General  Clinical  _ _ 


47G3  Dentist  _ 


47G3A  I  I  Dentist,  Comprehensive 
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6E 


6E 
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6E 


6E 


6E 


6E 


6E 


'  Footnotes  are  defined  in  the  introductory  material. 
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Dentist,  Advanced  Clinical 


Dentist,  General  Clinical 


Dentist 


Dentist,  Comprehensive 


Dentist,  Advanced  Clinical 


Dentist,  General  Clinical 


Periodontist 


Periodontist 


Periodontist 


Pediatric  Dentist 


Pediatric  Dentist 


Pediatric  Dentist 


Prosthodontist 


Prosthodontist 


Prosthodontist 


Oral  and  Maxillofacial  Surgeon 


Oral  and  Maxillofacial  Surgeon 


Oral  and  Maxillofacial  Surgeon 


Aerospace  Medicine  Specialist 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist 


Aerospace  Medicine  Specialist, 


Aerospace  Medicine  Specialist, 
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Occupational  Medicine  Speciali 
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Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 


Occupational  Medicine  Speciali 
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ist.  Helicopter _ 


ist.  General 


lalist 


iaiist.  Fighter 


iaiist.  Trainer 


iaiist.  Bomber  _ 


iaiist.  Tanker 


iaiist.  Strategic  Airlift 


iaiist.  Tactical  Airlift 


iaiist.  Helicopter 


iaiist.  General  _ 


iaiist 


iaiist.  Fighter 


iaiist.  Trainer 


iaiist.  Bomber 


iaiist.  Tanker 


iaiist.  Strategic  Airlift 


lalist.  Tactical  Airlift 


iaiist.  Helicopter _ 
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60 
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’  Footnotes  are  defined  in  the  introductory  materiai. 
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48E3W  Occupational  Medicine  Specialist,  General _ _ 

48E4  Occupational  Medicine  Specialist _ 

48E4P  Occupational  Medicine  Specialist,  Fighter _ 

48E4Q  Occupational  Medicine  Specialist,  Trainer _ _ 

48E4R  Occupational  Medicine  Specialist,  Bomber  _ 

48E4S  Occupational  Medicine  Specialist,  Tanker _ 

48E4T  Occupational  Medicine  Specialist,  Strategic  Airlift _ 

48E4U  Occupational  Medicine  Specialist,  Tactical  Airlift _ 

48E4V  Occupational  Medicine  Specialist,  Helicopter _ 

48E4W  Occupational  Medicine  Specialist,  General _ 

48F1  Family  Practice  Specialist  _ _ _ 

48F1P  Family  Practice  Specialist,  Fighter _ 

48F10  Family  Practice  Specialist,  Trainer  _ 

48F1R  Family  Practice  Specialist,  Bomber _ _ 

48F1S  Family  Practice  Specialist,  Tanker _ 

48F1T  Family  Practice  Specialist,  Strategic  Airlift _ 

48F1U  Family  Practice  Specialist,  Tactical  Airlift  _ 

48F1V  Family  Practice  Specialist,  Helicopter _ 

48F1W  Family  Practice  Specialist,  General _ 

48F3  Family  Practice  Specialist _ _ _ 

48F3P  Family  Practice  Specialist,  Fighter _ _ 

48F3Q  Family  Practice  Specialist,  Trainer _ _ 

48F3R  Family  Practice  Specialist,  Bomber _ _ 

48F3S  Family  Practice  Specialist,  Tanker _ 

48F3T  Family  Practice  Specialist,  Strategic  Airlift _ 

48F3U  Family  Practice  Specialist,  Tactical  Airlift _ 

48F3V  Family  Practice  Specialist,  Helicopter _ 

48F3W  Family  Practice  Specialist,  General _ _ 

48F4  Family  Practice  Specialist  _ _ 

48F4P  Family  Practice  Specialist,  Fighter _ 

48F4Q  Family  Practice  Specialist,  Trainer _ _ 

48F4R  Family  Practice  Specialist,  Bomber _ 

48F4S  Family  Practice  Specialist,  Tanker _ 

48F4T  Family  Practice  Specialist,  Strategic  Airlift _ 

48F4U  Family  Practice  Specialist,  Tactical  Airlift _ 

48F4V  Family  Practice  Specialist,  Helicopter  _ 

48F4W  Family  Practice  Specialist,  General _ _ 


48G1  Aerospace  Medicine  Physician _ _ 


48G1P  Aerospace  Medicine  Physician,  Fighter _ _ 


48G1Q  Aerospace  Medicine  Physician,  Trainer _ _ 


48G1R  [Aerospace  Medicine  Physician,  Bomber _ 


48G1S  [Aerospace  Medicine  Physician,  Tanker _ 


48G1T  Aerospace  Medicine  Physician,  Strategic  Airlift _ 


48G1U  [Aerospace  Medicine  Physician,  Tactical  Airlift _ 


48G1V  Aerospace  Medicine  Physician,  Flelicopter _ 


48G1W  Aerospace  Medicine  Physician,  General _ _ 


48G3  Aerospace  Medicine  Physician _ 


48G3P  Aerospace  Medicine  Physician,  Fighter _ 


48G3Q  Aerospace  Medicine  Physician,  Trainer _ _ 


48G3R  Aerospace  Medicine  Physician,  Bomber _ 


48G3S  Aerospace  Medicine  Physician,  Tanker _ _ 


48G3T  Aerospace  Medicine  Physician,  Strategic  Airlift _ 


48G3U  Aerospace  Medicine  Physician,  Tactical  Airlift _ 


48G3V  Aerospace  Medicine  Physician,  Flelicopter _ 


48G3W  Aerospace  Medicine  Physician,  General _ 


48G4  Aerospace  Medicine  Physician _ 


48G4P  Aerospace  Medicine  Physician,  Fighter _ _ 


48G4Q  Aerospace  Medicine  Physician,  Trainer _ _ 


48G4R  Aerospace  Medicine  Physician,  Bomber _ 


48G4S  Aerospace  Medicine  Physician,  Tanker _ 


48G4T  Aerospace  Medicine  Physician,  Strategic  Airlift _ 


48G4U  Aerospace  Medicine  Physician,  Tactical  Airlift 


IDOD  OC 


’  Footnotes  are  defined  in  the  introductory  materiai. 
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48G4V 

■ 

Aerospace  Medicine  Physician,  Heiicopter 

6A 

48G4W 

Aerospace  Medicine  Physician,  General 

6A 

48P1 

Preventive  Medicine  Specialist 

6A 

48P1P 

Preventive  Medicine  Specialist,  Fighter 

6A 

48P1Q 

Preventive  Medicine  Specialist,  Trainer 

6A 

48P1R 

Preventive  Medicine  Specialist,  Bomber 

6A 

48P1S 

Preventive  Medicine  Specialist,  Tanker 

6A 

48P1T 

Preventive  Medicine  Speciaiist,  Strategic  Airlift 

6A 

48P1U 

Preventive  Medicine  Speciaiist,  Tactical  Airlift 

6A 

48P1V 

Preventive  Medicine  Specialist,  Helicopter 

6A 

48P1W 

Preventive  Medicine  Specialist,  General 

6A 

48P3 

Preventive  Medicine  Specialist 

6A 

48P3P 

Preventive  Medicine  Specialist,  Fighter 

6A 

48P3Q 

Preventive  Medicine  Specialist,  Trainer 

6A 

48P3R 

Preventive  Medicine  Specialist,  Bomber 

6A 

48P3S 

Preventive  Medicine  Specialist,  Tanker 

6A 

48P3T 

Preventive  Medicine  Specialist,  Strategic  Airlift 

6A 

48P3U 

Preventive  Medicine  Specialist,  Tactical  Airlift 

6A 

48P3V 

Preventive  Medicine  Specialist,  Helicopter 

6A 

48P3W 

Preventive  Medicine  Specialist,  General 

6A 

48  P4 

Preventive  Medicine  Specialist 

6A 

48P4P 

Preventive  Medicine  Specialist,  Fighter 

6A 

48P4Q 

Preventive  Medicine  Specialist,  Trainer 

6A 

48P4R 

Preventive  Medicine  Specialist,  Bomber 

6A 

48P4S 

Preventive  Medicine  Specialist,  Tanker 

6A 

48P4T 

Preventive  Medicine  Specialist,  Strategic  Airlift 

6A 

48P4U 

Preventive  Medicine  Specialist,  Tactical  Airlift 

6A 

48P4V 

Preventive  Medicine  Specialist,  Helicopter 

6A 

48P4W 

Preventive  Medicine  Specialist,  General 

6A 

51J1 

Judge  Advocate 

5F 

51J3 

Judge  Advocate 

5F 

51J4 

Judge  Advocate 

5F 

52R1 

Chaplain 

5G 

52R1A 

Chaplain,  Protestant 

5G 

52R1B 

Chaplain,  Buddist 

5G 

52R1C 

Chaplain,  Roman  Catholic 

5G 

52R1D 

Chaplain,  Jewish 

5G 

52R1E 

Chaplain,  Orthodox 

5G 

52R1F 

Chaplain,  Muslim 

5G 

52R3 

Chaplain 

5G 

52R3A 

Chaplain,  Protestant 

5G 

52R3B 

Chaplain,  Buddist 

5G 

52R3C 

Chaplain,  Roman  Catholic 

5G 

52R3D 

Chaplain,  Jewish 

5G 

52R3E 

Chaplain,  Orthodox 

5G 

52R3F 

Chaplain,  Muslim 

5G 

52R4 

Chaplain 

5G 

60C0 

Program  Director 

5L 

■ 

Scientist,  Analytical 

5A 

61S1B 

Scientist,  Behavioral 

5E 

61S1C 

Scientist,  Chemist 

5A 

61S1D 

Scientist,  Physicist 

61S1E 

Scientist,  Mathematician 

5A 

61S1P 

Scientist,  Fighter 

5A 

61S1Q 

Scientist,  Trainer 

5A 

Scientist,  Bomber 

5A 

61S1S 

Scientist,  Tanker 

5A 

61S1T 

Scientist,  Strategic  Airlift 

5A 

61S1U 

Scientist,  Tactical  Airlift 

5A 

61S1V 

Scientist,  Helicopter 

5A 

61S1W 

Scientist,  General 

5A 

61S3A 

Scientist,  Analytical 

5A 

’  Footnotes  are  defined  in  the  introductory  material. 
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62E3A 
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62E3D 
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62E3H 


62E3P 


62E3Q 


62E3R 


62E3S 


62E3T 


62E3U 


62E3V 


62E3W 


62E4 


62E4P 


62E4Q 


R 


S 


62E4T 


62E4U 


62E4V 


62E4W 


Scientist,  Behaviorai 


Scientist,  Chemist 


Scientist,  Physicist 


Scientist,  Mathematician 


Scientist,  Fighter 


Scientist,  Trainer 


Scientist,  Bomber 


Scientist,  Tanker 


Scientist,  Strategic  Airlift 


Scientist,  Tactical  Airlift 


Scientist,  Helicopter 


Scientist,  General 


Scientist 


Scientist,  Fighter 


Scientist,  Trainer 


Scientist,  Bomber 


Scientist,  Tanker 


Scientist,  Strategic  Airiift 


Scientist,  Tactical  Airlift 


Scientist,  Helicopter 


Scientist,  General 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Developmental  Engineer, 


Aeronautical _ 


Astronautical _ 


Computer  Systems 


Manufacturing  _ 


Electrical/Electronic 


Flight  Test _ 


Project _ 


Mechanical _ 


Fighter _ 


Trainer _ 


Bomber _ 


Tanker _ 


Strategic  Airlift 


Tactical  Airlift _ 


Helicopter _ 


General  _ 


Aeronautical _ 


Astronautical _ 


Computer  Systems 


Manufacturing 


Electrical/Electronic 


Flight  Test  _ 


Project _ 


Mechanical _ 


Fighter  _ 


Trainer _ 


Bomber  _ 


Tanker _ 


Strategic  Airlift 


Tactical  Airlift _ 


Helicopter  _ 


General 


,  Fighter  _ 


,  Trainer  _ 


,  Bomber  _ 


,  Tanker  _ 


,  Strategic  Airlift 


,  Tactical  Airlift _ 


,  Helicopter _ 


,  General 
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’  Footnotes  are  defined  in  the  introductory  material. 
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63A1 

Acquisition  Manager 

8D 

63A1A 

Acquisition  Manager,  Computer  Systems 

8D 

63A1B 

Acquisition  Manager,  Manufacturing 

8D 

63A1P 

Acquisition  Manager,  Fighter 

8D 

63A1Q 

Acquisition  Manager,  Trainer 

8D 

63A1R 

Acquisition  Manager,  Bomber 

8D 

63A1S 

Acquisition  Manager,  Tanker 

8D 

63A1T 

Acquisition  Manager,  Strategic  Airlift 

63A1U 

Acquisition  Manager,  Tactical  Airlift 

63A1V 

Acquisition  Manager,  Helicopter 

8D 

63A1W 

Acquisition  Manager,  General 

8D 

63A3 

Acquisition  Manager 

8D 

63A3A 

■ 

Acquisition  Manager,  Computer  Systems 

8D 

63A3B 

■ 

Acquisition  Manager,  Manufacturing 

8D 

63A3P 

Acquisition  Manager,  Fighter 

8D 

63A3Q 

Acquisition  Manager,  Trainer 

8D 

63A3R 

Acquisition  Manager,  Bomber 

63A3S 

■ 

Acquisition  Manager,  Tanker 

8D 

63A3T 

■ 

Acquisition  Manager,  Strategic  Airlift 

8D 

63A3U 

Acquisition  Manager,  Tactical  Airlift 

8D 

63A3V 

Acquisition  Manager,  Helicopter 

63A3W 

Acquisition  Manager,  General 

63A4 

Acquisition  Manager 

8D 

63A4P 

Acquisition  Manager,  Fighter 

8D 

63A4Q 

Acquisition  Manager,  Trainer 

8D 

63A4R 

Acquisition  Manager,  Bomber 

8D 

63A4S 

Acquisition  Manager,  Tanker 

8D 

63A4T 

Acquisition  Manager,  Strategic  Airlift 

8D 

63A4U 

Acquisition  Manager,  Tactical  Airlift 

8D 

63A4V 

Acquisition  Manager,  Helicopter 

8D 

63A4W 

Acquisition  Manager,  General 

8D 

64P1 

Contracting 

8D 

64P1P 

Contracting,  Fighter 

8D 

64P1Q 

Contracting,  Trainer 

8D 

64P1R 

Contracting,  Bomber 

8D 

64P1S 

Contracting,  Tanker 

8D 

64P1T 

Contracting,  Strategic  Airlift 

64P1U 

Contracting,  Tactical  Airlift 

msm 

64P1V 

Contracting,  Helicopter 

8D 

64P1W 

Contracting,  General 

8D 

64P3 

Contracting 

8D 

64P3P 

Contracting,  Fighter 

8D 

64P3Q 

Contracting,  Trainer 

8D 

64P3R 

Contracting,  Bomber 

8D 

64P3S 

Contracting,  Tanker 

8D 

64P3T 

Contracting,  Strategic  Airlift 

8D 

64P3U 

Contracting,  Tactical  Airlift 

8D 

64P3V 

Contracting,  Helicopter 

8D 

■ 

Contracting,  General 

8D 

■ 

Contracting 

8D 

64P4P 

Contracting,  Fighter 

8D 

64P4Q 

Contracting,  Trainer 

■B31 

64P4R 

Contracting,  Bomber 

8D 

64P4S 

Contracting,  Tanker 

8D 

64P4T 

Contracting,  Strategic  Airlift 

8D 

64P4U 

Contracting,  Tactical  Airlift 

8D 

64P4V 

Contracting,  Helicopter 

8D 

64P4W 

Contracting,  General 

8D 

65A1 

Audit 

7D 

65A3 

Audit 

7D 

65A4 

Audit 

7D 

65F1 

financial  Management 

7D 

’  Footnotes  are  defined  in  the  introductory  material.  4-1 24 
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